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FOREWORD 





HIS BOOK, the author believes, will be of the 

utmost service, not only to the student and radio- 
electrician, but to anyone who wishes to be informed on 
this important field of science. 


Radio equipment cannot be serviced or maintained 
by any predetermined set of rules or formulae, but it is 
necessary rather to understand the principles of elec- 
tricity, radio and sound. 


The main object throughout has been to present as 
briefly and clearly as possible a progressively arranged 
treatise with special emphasis on the fundamentals of 
radio, upon which all knowledge necessarily rests. 


In view of the importance of radio in the field of air 
and marine transportation, several chapters dealing 
with marine and aircraft communications as well as the 
principles of the automatic alarm and the radio compass 
have been included. 


It is hoped that the numerous illustrative examples 
which are introduced throughout the book, may in con- 
junction with the data supplied, suggest proper treat- 
ment of practical problems in design of radio apparatus. 


EDWIN P. ANDERSON. 
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Radio Symbols 





The following symbols have been adopted as standard by engineers and 
manufacturers, and should be used in making circuit diagrams—also 
for reference in reading diagrams. 
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In addition to symbols, given below, abbreviations are used for shortening 
descriptions. Abbreviations and formulas most commonly used are given 
on the following pages. 


WIRES CROSS = 


( Not joined) SCREEN GRID 


(With directly heated cathode) 


SWITCH ^ 
(Single pole) SCREEN GRID! f | 
(With indirectly heated cathode) 


RELAY PENTODE s 


(With directly heated cathode) 


TRANSFORMER E 3 


(Iron core) DIODE DUPLEX DIODE PENTODE 


TRANSFORMER TRIODE : 
(Fixed Tap) 


(With directly heated cathode) PENTAGRID CONVERTER 


TELEPHONE RECEIVER 





THERMO ELEMENT 


EJ 


TRANSFORMER 
(Air core) 
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VOLTMETER TRIODE - 
(With indirectly heated cathode) PENTAGRID MIXER 





WIRES JOINED TETRODE A 


(With directly heated cathode) ELECTRON - RAY TUBE 


Any one, and more especially the attentive student, can 
with the least trouble avail himself of the subject matter contained 
in this work by doing as indicated in the following old English 


couplet quoted by Chas. Reade. 


‘‘For index-reading turns no student pale, 
Yet takes the eel of science by the tail." 
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CHAPTER 1 


Radio Principles 


Dr. Albert Einstein discards the theory of the ether usually 
presented by writers in an attempt to explain radio transmis- 
sion. Dr. Einstein derides radio’s ethereal medium as fiction, 
caling it a makeshift fabricated to explain* something for 
which scientists have not had the correct explanation. Ein- 
stein believes it is an electro-magnetic phenomenon; so did 
Charles Proteus Steinmetz. 


Shortly before his death Steinmetz said: ‘‘ There are no ether waves." He 
explained that radio and light waves are merely properties of an alter- 
nating electro-magnetic field of force which extends through space. Scien- 
tists, he contended, need no idea of ether. They can think better in the 
terms of electro-magnetic waves. 


If a coil of insulated wire surround a piece of soft iron and 
a direct current be sent through the coil, it is called an electro- 
magnet. The space around the coil is the magnetic field. 
When the current is increased the magnetic field increases. 
When the current is decreased the breadth of the field is re- 
duced. If the current be reversed, the field is reversed. When 
an alternating current is sent through the coil the magnetic 
field alternates. The field becomes a periodic phenomenon or 
a wave, described by Steinmetz as “an alternating magnetic 
field wave.” 


Steinmetz, like Einstein, pointed out that the conception of the ether 
is one of those hypotheses made in an attempt to explain some scientific 
difficulty. He declared that the more study is applied to the ether theory 
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the more unreasonable and untenable it becomes. He held it to be merely 
. conservatism or lack of courage which has kept science from abandoning 
the ethereal hypothesis. 


Steinmetz called attention to the fact that belief in an ether is in con- 
tradiction to the relativity theory of Einstein, since this theory holds that 
there is no absolute position or motion, but that all positions and motions 
are relative and equivalent. ‘Thus, if science agreed that the theory of 
relativity is correct the ether theory must be abandoned. 


No space will be wasted here in talking about ether waves. 

The space surrounding a wire that carries an electric current 
ts an electro-magnetic field, that is, a combination of a magnetic 
jield and an electrostatic field. 


If the current and voltage alternate, the electro-magnetic field alter- 
nates; that is, it is a periodic field or an electro-magnetic wave. Thus, 
the broadcast listener who wants to forget the ether can think of the 
aerial wire at the transmitter, setting up electro-magnetic waves in a field 
of electric force, which now, the theories contend, fills all space and there- 
fore every receiving wire is within the field. This field, however, is sup- 
posed to be in a state of rest until the broadcast transmitter causes it 
to vibrate. 


The action of the transmitter is like tapping a.mold of jello. Waves 
pass through it, and so radio waves are produced in the electro-magnetic 
field. 


The transmitter taps the hypothetical medium, causing it to vibrate. 
The receiving set is designed to detect the vibrations and so intelligence 
is carried from one point to another. 


It is well known, that a stone thrown into a pond causes 
ripples.or waves on ihe surface of the water, which move away 





NOTE.—4As stated by Dr. Lee de Forest: Radio is simply a cause and an effect. The 
cause is the radio transmitter. It makes an electro-magnetic splash that sets up radio waves. 
These waves travel through space in all directions. The effect is the setting up of delicate 
currents inv tlie aerial or loop. These delicate currents are detected and converted into 
audible sounds by means of the radio receiving set. Imagine a boy operating a paddle at 
one end of a pond of still water. Ripples are set up in the water. They travel farther and 
farther away from the paddle, getting weaker as they move along until they reach a piece of 
wood which bobs up and down as it rides the waves. Put a bell on the piece of wood, in order 
that it will ring with thé action of the waves, this illustrates the mechanical parallel of radio 
communication, 
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from the point of disturbance in concentric circles of ever in- 
creasing diameters until they reach the shore. The number of 
waves breaking on the shore in one second is called the fre- 
quency of the wave motion, and the distance between them 
measured from crest to crest, is the wave length. 

The waves are strongest at the point of disturbance and 
gradually become weaker as they travel away from that point, 
as shown in figs. 1 and 2. If the distance be sufficiently 
great they will become so weak as to be invisible. 
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Fic. 1.—Effect of throwing stone in still water; production of waves which radiate cr travel 
from the point where stone enters the water, or ‘‘point of disturbance.” 


NOTE.—According to Marconi radio waves go t» outer space. In his inaugural address at 
the second meeting of the Italian Society for the Advancement of Science Sept. 11, 1930, Sen. 
Guglielmo Marconi expressed belief that radio waves may travel long distances, even millions 
of miles, beyond the earth's atmospheric layer. He-said that he did not see any reason why, as 
some scientists maintain, waves produced on the earth should not travel such a distance, since 
light and heat waves reach the earth from the sun, penetrating the atmospheric layer. He re- 
ferred to observations of such scientists as Stormer and Pedersen and commented that the 
former had said that electrified particles derived from the sun and under the magnetic influence 
of the earth acted as a reflector of electric waves from the earth after they had passed the so 
called Kenelly-Heaviside layer. 
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Radio communication as has been explained is a form of 
wave molion which occurs in.an eleciro-magnelic field, these waves 
acting in a similar manner to waler waves. 

In radio communication it is first necessary to create electro- 
magnetic waves in varying groups and of varying strength, and 
second to intercept them with apparatus capable of changing 
them to sound waves. 


To create the waves it is necessary to have two surfaces separated by a 
distance of from ten to several hundred feet and to create between them 
an electrical pressure which changes its direction (first toward one surface 
then toward the other) hundreds of thousands of times a second. 


POINT OF WAVE LENGTH 
DISTURBANCE 
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-STRONGEST 
Fic. 2 —Sectional view of waves produced by throwing stone in still water, illustrating 
crest of wave, wave length and gradual weakening of the waves as they travel from the point 
of disturbance. 


It is the common practice to use the ground for one surface and provide 
another surface by erecting a structure composed of one or more wires, 
insulated from the earth and suspended many feet above it. 


Between these, by means of suitable transmitting equipment an elec- 
trical pressure is produced of from one to twenty volts which starts waves 
radiating out in all directions. These pressure waves are, however, only 
part of a radio wave. From any wire in which.current is flowing are 
radiated electro-magnetic waves and radio waves are made up then, of 
both electro-magnetic and pressure electrostatic waves. 


Comparing these waves to the action of hurling a rock into a pool of 
water, the amperes of electric current put into the antenna correspond to 
the size of the rock, while the volts of electrical pressure are equivalent 
to the force with which the rock is hurled. The larger the rock and the 
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greater the force behind it, the bigger the splash and consequent waves. 
The more amperes of current flowing in the antenna circuit and the greater 
the pressure (volts) between antenna and, ground, the Stronger the waves 
radiated. These radio waves have similar characteristics to another class 
of waves—sound waves. 


When the note C is struck on the piano (as in fip.3 — ) the sound waves 
vibrate 256 times per second and either a C tuning fork or a wire tuned 
to C and in the immediate vicinity will vibrate 256 times per second also. 
The two wires are said to be in resonance. 
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_ Fic. 3.—Sympathetic vibration of tuning fork with struck piano string when tuned to same 
‘Pitch, illustrating the wave theory of radio, j 


The waves radiated by a radio transmitter always have a definite num- 
ber per second and in order to hear a station, the receiving equipment 
must be put in resonance with the waves radiated by the. transmitter. This 
operation is known as tuning. 
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BROADCASTING PRINCIPLES 
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Vibration of vocal cords of speaker (1) producing sourid, causes air to vibrate in front of mouth (2) 
which in turn causes the thin diaphragm of microphone (3) to vibrate. The microphone changes the 
mechanical vibrations to varied electric currents (4); an amplifier (5) amplifies these currents as at (6). 
An oscillator, or radio wave producing, device (7), in the meantime, produces radio waves (9) for 
broadcasting. A modulator (8) modulates or changes these radio waves to travel as sound waves. The 
varied currents (6) enter the modulator (8) and cause the radio waves (9) to flow out as at (10), con- 
forming to the electric sound waves. An amplifier(11) amplifies the modulated radio waves, to give 
them more power, as at (12); these waves enter the antenna (13) and travel out into space as at (14)— 
going in all directions ready to be picked up by receiving antennas. 
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CHAPTER 2 


Physics of Sound 


Production of Sound.—When air is set in vibration by any 
means, sound is produced provided that the frequency of vibra- 
tion is such that it is audible. If a violin string in tension be 
plucked, as in fig. 1, it springs back into position, but due 





Fic. 1.— Sound produced by vibration of violin string. 
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to its weight and speed, it goes beyond its normal position, 
oscillates back and forth through its normal position, and grad- 
ually comes to rest. These vibrations produce sound. 


As the string moves forward it pushes air before it and compresses it, also 
air rushes in to fill the space left behind the moving string. In this way the 
air is set into vibration. Since air is an elastic medium, the disturbed por- 
tion transmits its motion to the surrounding air so that the disturbance is 
propagated in all directions from the source of disturbance. 
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Fic. 2.—Generation of sound waves by the rapid oscillation of a light piston. As the 
piston oscillates the air in front of the piston is compressed when it is driven forward, 
and the surrounding air expands to fill up the space left by the retreating piston when it 
is drawn back. Thus a series of compressions and rarefactions (expansion) of the air is the 
result as the piston is driven back and forth. Due to the elasticity of air, these areas of 
— and rarefaction do not remain stationary but move outward in all directions, 
as shown. 

\ 


If the string be connected in some way to a diaphragm such as the 
stretched drum head of a banjo, the motion is transmitted to the drum, 
The drum, having a large area exposed to the air, sets a greater volume of 
air in motion and a much louder sound is produced. 


If a light piston several inches in diameter, surrounded by a suitable 
baffle board several feet across, be set in rapid oscilláting motion (vibra- 
tion), as in fig. 2, by some external means, sound is produced. 
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Propagation of Sound.—If the atmospheric pressure could be 
measured at many points along a line in the direction in which 
the sound is moving, it would be found that the pressure along 
the line at any one instant varied in a manner similar to that 
shown by the wavy line of fig. 2. 

To illustrate if extremely sensitive pressure gauges could be set up at 


several points in the direction in which the sound is moving it would be 
found that the pressure varied as indicated in fig. 3. 


No NY 


Fic. 3.—Diagram illustrating pressure variations due to sound waves. It should be 
noted that the type gauges shown, register pressure above atmospheric when the pointer 
moves to the right of the vertical, and vacuum or pressure below atmospheric when it moves 
to the left of the vertical. 


PRESSURE 


VACUUM 


Again, if a pressure gauge be set up at one point and the eye could follow 
the rapid vibrations of the points it would be found that the pressure varied 
at regular intervals and in equal amounts above and below the average 
atmospheric pressure. The eye, of course, cannot see such rapid vibrations, 
but it can see wave motion in water, however, which is very similar to 
sound waves with the exception that water waves travel on a plane surface, 
while sound waves travel in all directions. 


In the case of water as a medium for wave propagation, if 
a pebble be dropped into a still pool, as in fig. 4,— and start- 
ing at the point where the pebble is dropped, waves will travel 
outward in concentric circles, becoming lower and lower as 
they get farther from the starting point, until they are so 
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small as not to be perceptible, or until they strike some ob- 
structing object. 





Fic. 4.—Effect of throwing a stone into still water; it produces waves which travel out- 
wardly in expanding, concentric circles from the point where the stone enters the water 


or point of disturbance, 


SOURCE OF WAVES ————»-9 REFLECTED WAVES 
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Fic. 5.—Reflection of waves from a plane surface. 
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If the pond be small it will be noticed that the waves which strike the 
shore will be reflected back. If the waves strike a shore that is parallel 


with the waves, they will be reflected back in expanding circles, as in 
fig. 5. 


If the waves strike a hollow or concave shore line as in fig. 6 the 
reflected waves will tend to converge (focus) to a point. 


Comparing water and air as media for wave propagation, 


water waves travel in expanding circles and air waves in ex- 
banding spheres. 


WAVES FROM THE SOURCE FOCAL AREA REFLECTED WAVES 
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Fic. 6.—Reflection of waves from a curved surface. The solid lines show the direction 
of the onginal waves and the dotted lines show the direction and focusing of the reflected 
waves. Focusing of waves results in their reinforcement, which may cause them to build 
up to considerable proportion at one point, 


Sound waves are reflected in a manner similar to water waves, causing 
echo and reverberation. If the sound waves focus at a point, loud and 
dead spots are produced. 


Wave motion has certain definite characteristics and these 
characteristics determine: 


1. Loudness; 
2. Pitch: 
3. Tone. 
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Loudness.—By definition, loudness is relatively high intensity 
of sound. Loudness (or amplitude) is determined by the 
amount of difference in pressure between the maximum com- 
pression and the maximum rarefaction. This corresponds in 
water waves to the vertical height of the crest above the trough 
of the wave. Loudness is illustrated in fig. 7. 






SOFT NOTE 


Fic. 7.— Properties of wave motion illustrating wHat causes loudness of tone. 


Pitch or Frequency.— Any one of a series of variations, starl- 
ang al one condilion and returning once to the same condilion is 
called a cycle. Observe some point on the surface of the water. 
in which waves exist and it will be noticed that at this point 
the water will rise and fall at regular intervals. At the time 
at which the wave is at its maximum height the water begins 
to drop, and continues until a trough is formed, when it rises 
again to its maximum height. Accordingly, all the variations 
of height which one point on the surface of the water goes 
through in the formation of a wave, is a cycle of wave motion. 
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The number of cycles a wave goes through in a definite interval 
of time is calied the frequency. Therefore the number of times 
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LIMIT OF PIANO SCALE 

Fic. 8.—Musical pitch chart for piano, voice and various instruments. This chart represents 
the relation between the musical scale and the piano keyboard, giving the frequency of each 
note in terms of complete vibrations, or cycles, according to the standard used in scientific 
work such as the scientific scale based on middle C at a frequency of 256 cycles. The piano 
keyboard covers nearly the entire range of musical notes and extends from 26.667 cycles 
to 4,096 cycles. The piccolo reaches two notes beyond the highest note of the piano. The 
extreme organ range, not shown on the chart, is from 16 cycles to 16,384 cycles, scientific 
or physical pitch, as it is usually called. Music seldom utilizes the full keyboard of tbe 
the piano, the extremely high notes and extremely low notes being seldom used. Therefore 
a reproducing device which reproduces all frequencies from 50 to 4,000 cycles would be 
satisfactory in reproducing musical notes. 
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the water rises or falls, at any point in one minute would be 
called the frequency of the waves per minute, expressed as the 
number of cycles per minute. 


In sound, the number of waves per minute is large, and it is more con- 
venient to speak of the frequency of sound waves as the number of waves 
per second, or, more commonly, as the number of cycles per second. Thus, a 
sound which is produced by 256 waves a second is called a sound of a fre- 
quency of 256 cycles. 







PITCH RATIO 6% 





96 CYCLES 





Fic. 9.—Properties of wave motion illustrating pitch. 


When speaking of sound, cycles always mean cycles per 
second. 


Considered from the standpoint of traveling waves, frequency is deter- 
mined by the number of complete waves passing a certain point in one 
second, and this, of course, is equal to the number ot vibrations per second 
generated at the source. 


Fig.8 is a chart showing pitch frequencies corresponding to the 
various keys of the piano and range of the human voice and various 
instruments. 


Tone.—By definition tone is sound in relation to volume, 
quality, duration and pitch; specifically, in acoustics, a sound 
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that may be employed in music, having a definite pitch and 
due to vibration of a sounding body; opposed to sound as mere 
noise. 


By common usage in music, tone generally means the timbre 
or qualily of sound. 


A pure note of a given pitch always sounds the same, and the frequency 
of this note is termed its fundamental or pitch frequency. However, notes 
of the same pitch from two different kinds of instruments do not give the 
same sound impression. This difference is due to the presence of overtones, 
sometimes called harmonics. 


Consider again the case of a taut string which is plucked to 
set it in vibration. 


If the string be plucked at its exact center, it will vibrate as a whole and 
give a very nearly pure note; but if it be plucked at some other point, say 
one-third of the length from one end, it will vibrate as three parts as well as 
a whole, and a change of tone will be noticed. If the string be plucked 
indiscriminately, various tones will be heard, all of the same pitch. 


Hollow cavities built into the bodies of the various musical 
instruments give them their characteristic tones, because the 
air chambers, called resonance chambers, strengthen overtones 
of certain frequencies and give a very pronounced tone to the 
instruments. 


Other instruments have built into them means of suppressing certain 
overtones, which help to give them their characteristic sounds. The fre- 
quency of an overtone is always some multiple of the pitch frequency; that 
is, the second overtone has twice the frequency of the pitch note, and the 
third overtone, three times the frequency, etc. 


Overtones of twenty times the frequency of the pitch note are present in 
the sounds of some musical instruments, but overtones of this order are 
important only when the pitch note is low, because the frequency of the 
twentieth overtone of even a moderately high note would be beyond the 
ability of the human ear to detect. 
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Overtones give character and brilliance to music, and their 
presence in reproduced sound is necessary if naturalness is to 


be attained. 

The combined result of all the partial or overtones gives the quality or 
timbre of the tone, that is the peculiar characteristic sound as of a voice or 
instrument. A great variety of tone is foundin the orchestra as exemplified 
by the strings, wood wind, brass and reed choirs. See figs. 10to 13 
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Fic. 10 to 13.—.—Famiiliar instruments of the orchestra illustrating the great variety of tone 
produced by the various ‘‘choirs” to which these instruments belong. It is because of this 
great variety of tone that the orchestra is the finest medium for musical expression. Jt 
should be noted that even the best organs represent, a very poor attempt to imitate the 
orchestra—it cannot be done. Such impossible instruments as the cornet, saxophone, etc. 


are not employed in any legitimate orchestra. 


A reproducing device which reproduces frequencies from 50 
to 6,000 cycles will cover very well all the notes and overtones 
necessary for naturalness and distinctiveness. 


In singing, the range of notes covered is approximately from 64 to 1,200 
cycles, extreme limits, but this range cannot be covered by one person's 
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voice. The frequency of 1,200 cycles does not represent the highest fre- 
quency used in singing, because overtones of several times the frequency of 
the note are always present in the human voice. The presence of the over- 
tones gives the pleasing quality tosongs. This quality of the singing voice 
is called izmbre. The timbre of the voice transmits the emotions of joy, 
sadness, etc., from the performer to the audience, and therefore is very 
important in the enjoyment of vocal music. 


Wave Length.—By definition the wave length (of a water 
wave for instance) is the distance between the crest of one wave 
and the crest of the next wave. This distance remains the same 
as long as the wave continues, even though the wave becomes 
sO small as to be hardly perceptible. 

Frequency in wave motion ts related to wave length. 


All waves produced do not have the same wave length. A small pebble 
dropped into a pond will produce a wave of short length, but a large 
stone will produce a wave of correspondingly longer length. In sound the 
wave length is dependent upon the frequency of the source. Similarly, in 
sound the wave length of a sound wave is the distance between the point of 
maximum compression of one wave to the point of maximum compression of 
the next wave. 


Sound travels at different speeds in different substances, thus 
it travels at a much higher speed in water and steel than in air. 





NOTE.—Voicing is the art of obtaining a particular quality of tone in an organ pipe and 
of procuring uniform strength and quality throughout the entire stop. Voicing is one of the 
most delicate and artistic parts of the organ builder's art, and it is seldom, if ever, that a voicer 
is good at both flue and reed voicing. 


NOTE.—Percussion instruments such as drums and the various accessory traps pro- 
duce the greatest pressures that are used in music. Although the fundamental frequency of 
the notes which they emit is fairly low, the notes are particularly rich in tones of higher fre- 
quency, which may extend as high as 10,000, cycles. Although these higher tones die out 
rather rapidly, they are essential to good definition, 


NOTE.—The organ, piano and harp have the greatest compass and cover a frequency 
range from about 16 to 4,000 cycles. All three of these instruments are characterized by a 
rather prominent first overtone, so that their effective range extends as high as 8,000 or 9,000 
cycles. 


NOTE.—According to Prout ‘“‘the cornet is a vulgar instrument whereas the trumpet is 
a noble instrument.” The ouly excuse for a cornet is that it is easier to play than a trumpet. 
Non-musical instruments, such as the cornet and saxophone, if they must be heard, should 
be confined to 2nd and 3rd rate taxi-dance halls in order that cultured and discrimjnating 
ears may not be profaned. 
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In the latter medium it travels about 1,100 ft. per second. An illustra- 
tion of the fact that time is required for sound to travel from one place to 
another is shown by a steam whistle at a distance of several hundred yards. 
If it be observed when blown, it will be noticed that the “‘steam’’* can be 
seen coming from the whistle a considerable length of time before the sound 
of the whistle is heard. Sounds of all frequencies, or pitches, travel at the 
same speed. The speed at which sound travels divided by the frequency 
gives the wave length of the sound wave. 


A knowledge of wave length is necessary for the proper con- 
struction and location of baffle boards and horns in theatres. 


Speech.—The sounds of speech are divided into two classes, 
vowels and consonants. The vowel sounds are used in the 
pronunciation of the letters a, e, t, 0, u, and sometimes y, in 
the formation of words. 


These letters are also used in combination to indicate other vowel 
sounds. The pitch frequencies of the vowel sounds in male voices range 
from 110 cycles to 140 cycles. For female voices the range is from 230 to 
270 cycles. The characteristic frequencies, or overtones of the vowel 
sounds, however, reach frequencies of 3,300 cycles. So important are these 
overtones that the pitch frequency can be entirely eliminated without 
noticeably changing the sound sensation produced on the humanear. The 
full range of frequencies used in vowel sounds is from, 110 cycles to 4,800 
cycles, 


The pitch frequency of the vowel sounds are produced when 
air is blown through the vocal cords. 


The vocal cords are two muscular ledges in the air passage of the throat. 
When these muscles are taut there is a narrow slit between them, which sets 
the air passing through into oscillation. The sound produced by the vocal 
cords is changed by the cavities of the mouth. 


The shapes of the cavities continuously change as a person speaks, making 
it possible for him to produce a wide variety of sounds, all of very nearly the 
same pitch frequency. 


*NOTE.—The white cloud seen issuing from a steam whistle usually called “steam,” is 
not steam but a fog of minute liquid particles produced by condensation. The term is misused 
above simply for convenience. Steam is invisible. 
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Consonant sounds are usually produced without the aid of 
the vocal cords. 


Most of these sounds are produced by the lips and teeth, as in the pro- 
nunciation of th, s, and f. The range of frequencies covered by consonant 
sounds is from 200 to 8,000 cycles, but most consonant sounds have fre- 
quencies of less than 6,000 cycles. 


. Hearing.—The actual mechanism of hearing is not very well 
understood, but certain facts regarding the ability of the ear 
to register sounds of various frequencies has been determined 
very accurately. 


The range of frequencies which the average person can hear is from about 
20 cycles to 17,000 cycles, but a comparatively large amount of sound energy 
is required before the ear can detect sound of extremely low or extremely 
high frequencies. 
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The ear is most sensitive to frequencies between 500 cycles 
and 7,000 cycles; also, the ear is most sensitive to changes of 
pitch and changes of intensity of sound in this same band of 
frequencies. 





NOTE.— Woman s speech in general is more difficult to interpret than man’s. This may 
be due in part to the fact that woman's speech has only one half as many tones as man's, so 
t the membrane of hearing is not disturbed in as many places. It may be inferred there- 
re that the nerve fibres do not carry a3 much data to the brain for interpretation. The 
greatest differences occur in the case of the more difficult consonant sounds. In woman's 
speech these sounds are not only fainter but require a higher frequency range for interpretation. 
A range of from 3,000 to 6,000 cycles for man's Voice corresponds roughly to a range of from 
5,000 to 8,000 cycles for woman's voice. Since the ear is less sensitive in the latter range and 
the sounds are initially fainter, their difficulty of interpretation is greater. 


NOTE .—When sounds containing a number of tones are increased in loudness, the lower 
tones in the sound deafen the auditor to the higher tones. This deafening or masking effect 
becomes very marked when the sound pressure of tbe lower tones is greater than twenty sen- 
sation units. In the case of speech, this effect impairs the interpretation of the higher pitched. 
sounds. The best loudness for the interpretation of speech corresponds to a sound pressure 
between O and 20 sensation units. If the sound pressure be less than this, the fainter sounds 
are inaudible. If the sound pressure be greater, the masking effects impair the interpretation 
of these sounds. 
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CHAPTER 3 


Radio Fundamentals 
and | 


Ohm's Law 


The Structure of Matter.—It is now a well known fact that 
all matter is made up of submicroscopic particles. These par- 
ticles which are the smallest into which matter can be sub- 
divided and still retain the properties of the original substance, 
are called molecules. 

Molecules of different substances vary greatly in complexity, 
ranging from extreme simplicity in some substances to very 
great complexity in others. All molecules, however, may be 
broken up into simpler constituents called atoms, of which 
there are more than ninety distinct kinds known, each repre- 
senting one of the chemical elements from which all matter is 
constructed. 

Only a few elements, however, appear in the molecules of any 
one of even the most complex substances. An element, then 
is a fundamental substance composed of only one kind of atom. 
In some elements, the molecules are composed of single atoms; 
in other elements, two or more like atoms are associated to- 
gether to form the molecule. Of the more common elements 
are hydrogen, oxygen, nitrogen, carbon, iron, copper, etc. 
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Carrying the analysis still further, atoms are well known to 
have complex structures. In accordance to the most widely 
accepted modern physical picture of the atom, it corresponds 
roughly to a miniature of our solar system. Corresponding to 
the sun in the solar system is the nucleus of the atom which, in 
general, is a very small, compact structure composed of a com- 
bination of extremely minute particles called protons, neutrons, 
positrons and electrons. 
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Fic. 1.—Structure and electronic orbit of the hydrogen atom. 


The Proton, whose mass may be taken as the unit of atomic 
weight has a positive charge equal in magnitude, but opposite 
insign, tothat of theelectron. Its massis very large compared 
with that of the electron or of the positron. 

The neutron has very nearly the same mass as the proton, but 
is uncharged. The positron may be regarded as the ultimate 
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unit of positive charge just as the electron is the ultimate unit of 
negative charge. The positron has the same magnitude of 
charge as the electron and very nearly the same mass. Prac- 
tically all the mass of the atom is associated with the small, 
dense nucleus. Revolving about the nucleus in orbits at rela- 
tively large distances from it, are one or more electrons. 

The simplest of all atoms is that of hydrogen, whose nucleus 
consists of a single proton with a single electron revolving about 
it. The two charges revolve about each other in space much 
like a whirling dumbbell,except that there 1s no rigid connection 
between them. See fig. 1. 
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Fic. 2.—Structure and electronic orbit of a neutral helium atom. 


The next atom in simplicity is that of helium, whose nucleus 
consists of four protons and two electrons bound together in a 
compact central core of great electrical stability. Revolving 
about this compact nucleus are two electrons. See fig. 2. 


26 Radio Fundamentals & Ohm's Law 


Atoms of other elements become increasingly more complex 
by the successive addition of one electron to those revolving 
about the nuclei, and with the progressive addition of protons, 
neutrons, positrons and electrons to the nuclei. In every 
case the normal atom has an exactly equal number of positive 
and negative elementary charges, so that the atom as a whole is 
neutral; that is, it behaves toward electrified bodies at some dis- 
tance from it as though it had no charge at all. 


Positively and Negatively Charged Substances.—With ref- 
erence to the picture of the neutral atom, it will be easy to 
understand what takes place when a substance is electrically 
charged. 

Assume that by some means one of the external electrons of 
the neutral helium atom is removed as shown in fig. 3, the 
result will be an unsatisfied atom in so far as the balance 
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Fic. 3.—Structure and electronic orbit of a positive helium atom. 
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between the positive and the negative charges are concerned. 

The excess of one proton in the nucleus gives the atom a 
positive charge, and if the previously removed electron is per- 
mitted to return to the atom, it will again become neutral as in 
figs 2. 

A positively charged body therefore is one which has been 
deprived of some of its electrons, whereas a negatively charged 
body is one which has a surplus (acquired more than its normal 
number) of electrons. 

In its unbalanced state the atom will tend to attract any free 
electrons that may be in the vicinity. This is exactly what 
takes place when a stick of sealing wax or amber is rubbed with 
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Fic. 4.—Illustrating how the rubbing process removes electrons from the flannel, and the 
re-distribution of electrons after contact of the two bodies. 


a piece of flannel. The wax becomes negatively charged and 
the flannel positively charged. 

During the rubbing process, the friction rubs off some of the 
electrons from the atoms composing the flannel and leaves them 
on the surface of the wax. Since the surface atoms or mole- 
cules of the flannel are left deficient in electrons and the surface 
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atoms of the wax with a surplus, if the wax and the flannel are 
left together after being rubbed, there will be a readjustment of 
electrons, the excess on the wax returning to the deficient atoms 
of the flannel, as shown in fig. 4. 

Most of the electrons in the universe exist as component 
parts of atoms as described, but it is possible for an electron to 
exist in the free state apart from the atom temporarily at least. 
Free electrons exist to some extent in gases, in liquids and in 
solids, but are much more plentiful in some substances than in 
others. 


Conductors and Insulators of Electricity.—In metals for 
example, enormous quantities of free electrons exist while such 
substances as glass and rubber contain only small amounts. 

It is the presence of free electrons in substances that enables 
us to account for the conduction of electricity. The more free 
electrons a substance contains, the better conductor of elec- 
tricity is it, and it is on account of the great numbers of free 
electrons in metals, that metals are good conductors of elec- 
tricity. Again, substances such as glass, rubber, mica, etc., with 
their comparatively few free electrons are poor conductors of 
electricity—good insulators. 


Flow of Electric Current.—These free electrons are in a state 
of continual rapid motion, or thermal! agitation. The situa- 
tion is analogous to that in a gas where it is known that the 
molecules, according to the kinetic theory, are in a state of 
rapid motion with a random distribution of velocity. 

If it were possible at a given instant to examine the individual 
molecules or electrons, it would be found that their velocities 
vary enormously and is a function of the temperature. The 
higher the temperature of a substance the higher the velocity of 
the atoms and electrons. 
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Now if by some means, the random motion of the molecules 
or electrons in a conductor be controlled and be made to flow in 
one direction, there results what is called a flow of electric cur- 
rent. Such means of controlling or directing the electron mo- 
tion is provided by an electric battery or a generator. See 
Jg. 
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FIG. 5.—Illustrating the movement of electrons from the negative to the positive terminal 
of a battery. In practice it is customary to think of an electric current as flowing from the 
positive to the negative. The reason for this contradiction is due to the fact that the early 
electrical experimenters assumed the direction of current to be from the positive to the 


negative, which is now known to be opposite as far as analyzing a circuit is concerned. It 
causes considerable misunderstanding to those not duly informed. 


Resistance to the Movement of Electrons.—The progressive 
motion of electrons in a conductor are retarded by the collisions 
of the atoms of the substance, and it is this hindrance to their 
movement which constitutes the electrical resistance in a 
conductor. 
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This resistance varies in different metals, and also with the 
temperature of the conductor. When the temperature in- 
creases, the higher will be the velocity of the atoms and elec- 
trons, which in turn causes more frequent collisions and as a 
result, there is a greater hindrance to their progress. 

The frequency of collisions between the atoms and electrons 
is also increased when a greater number of electrons are present. 
It is on account of this fact that the heating in a current carry- 
ing conductor increases with the size of the current. 


Electric Pressure.—It has been previously mentioned that 
the directed motion of free electrons in a conductor constitutes 
an electric current. To understand how a flow of current may be 
established, it is well to consider the analogy of, for example, a 
water pump in a hydraulic system. See fig. 6. 
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Fic. 6.—Water is forced through the conductor by means of the pump action causing a 
pressure difference between the conductor terminals. 


In this case, by virtue of the pump piston the water enters the 
pump at the intake end at low pressure and leaves the dis- 
charge end at high pressure. The difference in pressure at the 
two ends of the pump causes water to flow through the pipe. 
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The action of the electrical system is similar. In any elec- 
trical circuit a generator or battery may be used to supply an 
electromotive force in a simiiar manner as the pump in the 
hydraulic system supplies mechanical force. Here the positive 
and the negative binding posts of the generator correspond to 
the discharge and the intake end of pump respectively. See 
fig. 7. 


TO PRIME MOVER 





Fic. 7.—Note the similarity to the hydraulic circuit. 


similarly in case of the generator it is said that the pressure is 
nigher at the positive end and lower at the negative, correspond- 
ing to the discharge and intake ends of the pump in the hydraulic 
system. 


It is this difference in pressure between the generator ter- 
minals which causes an electric current to flow in the circuit, in 
much the same way as the water is forced through a pipe in the 
hydraulic system. 


Electrical pressure variously called ''difference in potential" 
and "electromotive force" is measured in terms of a unit called 
the volt. 
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Electric Current.—Again using the circuit (water pipes) in 
the hydraulic system, the rate at which water is flowing through 
the pipe may be measured in gallons per second. Similarly in 
the electric circuit the amount of current flowing is measured in 
a unit called ‘‘coulomb” which expresses the rate of flow. 

When the current in a circuit flows at the rate of one coulomb 
per second the name of one ampere is used. This term facili- 
tates the expression of current flow in that it makes it unneces- 
sary to say “per second” each time, as second is already a part 
of the unit “ampere.” 

Thus one coulomb per second is one ampere, and ten cou- 
lombs per second is ten amperes, etc. 

The relation between coulombs and amperes may be ex- 
pressed as follows: 


12 Sor Qo rx 


where J is the current in amperes; Q is the amount of electricity 
in coulombs; and / is the time of flow in seconds. 

Thus for example if a battery sends a current of 5 amperes 
through a circuit for one hour, the number of coulombs of elec- 
tricity that will flow through the circuit will be 5x60x60= 
18,000 coulombs. 


Resistance to Current Flow.—All conductors of electricity 
oppose the flow of current through them, t.e., they have elec- 
trical resistance. The unit of resistance is called the ohm. A 
conductor may be said to have one ohm’s resistance if the ratio 
of the electrical pressure in volts to the current flowing through 
it, is unity. 

Thus, for example, if the current flowing through a circuit is 
found to be 10 amperes, and the electrical pressure 10 volts the 


‘resistance of the circuit will be D =] ohm. 
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Ohm's Law.—When considering the flow of electrons in a 
conductor it is evident that the greater the e.m.f. (electro- 
motive force) is, the more electrons will flow in the circuit, and 
also the greater the resistance of a conductor, the less number of 
electrons will flow through. 

It has been found that there is a definite mathematica] 
relationship between the e.m.f. applied to a circuit having a 
definite resistance, and the current flow. This relationship is 
known as the ohm’s law. This law states that the current 
flowing through a resistance under a given e.m.f. is inversely 
proportional to the resistance and directly proportional to the 


voltage. Thus/- A in which J, is the current in amperes; E, 


the e.m.f.in volts and R, the resistance in ohms. 


Series Circuits.—If there be several resistances in series, as 
shown in fig. 8, the equation becomes 


E 
ps Or E-2I (R1 -4- Rs -- R;) 
or E-IxRr-IxR.F-IxR; 
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Fic. 8.—Simple circuit with three resistances connected in series. 
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The sum of the difference of potential across the various parts 
of the circuit is equal to the total voltage impressed on the cir- 
cuit. Thus, E-2EQ-Ej;4E;. 

In a circuit as shown in fig. 8, the current 7, is the same in 
each part of the circuit, but the voltage across each resistance 
depends directly upon the size of that resistance. 


Example:—What voltage must be furnished by the battery 
in fig. 8, in order to force 0.25 ampere through the circuit if Ri, 
R,and R; are 5, 15 and 20 ohms respectively? 

The total resistance R=54+15+20=40 ohms. The total 
voltage is 40 x 0.25 — 10 volts. 

The voltage required for each part may be conveniently used 
asa check. Thus 


FE, =0.25 *5=1.25 volts 

E,=0.25 X 15 =3.75 volts 

E3;=0.25 X20=5 volts. 
Hence 1.25+3.75+5=10 volts, as before. 


Parallel Circuits.—In parallel circuits, see fig. 9, the voltage 
across the various resistances is the same and the current flow- 
ing through each resistance varies inversely with the value of it. 
The sum of all the currents, however, is equal to the main cur- 
rent leaving the battery. Thus 


E=I,xR,= LhxR;-I,;xR; 
s E 
When Ohm’s law is applied to the individual resistances, the 
following is obtained: 
CE e mes 
— — and — 
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Fic. 9.—Simple circuit with three resistances connected in parallel. 


Example :—If the resistances in previous example be con- 
nected in parallel as shown in fig. 9, what will be the total 
current and the current flowing through each resistance if the 
voltage remains unchanged or 10 volts? 
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The total resistance (R) for the combination will be found as 
follows: 


E E E, 60 
r a ha ato 


=3.16 ohm. 
10 
The total current 96 = 3.17 amperes. 


pel) 
The current in the 5 ohms resistance 1s B5 —2  amperes. 
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The current through each resistance may conveniently be 
added asacheck. Thus 2+0.67+0.5 =3.17 amperes as before. 


Power in Electrical Circuits. —As previously stated, the elec- 
trons in their movement through a circuit do not have a clear 
path, but are in constant collision with atoms of the metals 
causing the metal to heat up. The heat so developed, varies 
with the number of collision and increases with the increase in 
current flow, due toa higher potential. It has been found that 
this developed heat or power loss varies directly as the resistance 
and as the square of the current, which relation may be written 

Je? 


5 =EX!I 


WIE 


in which W is the power in watts; £, Z and R being the voltage 
current and resistances of the circuit. Thus to determine the 
power consumed in a device, multiply the voltage across it by 
the current flowing through it. 
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Example:—If certain heating elements take 25 amperes at 
a potential of 110 volt, what is the power consumption? 

The power is W=25X110=2,750 watts = 234 k.w. 

As the watt is a small unit of electrical power, the kilowatt 
(k.w.) which is a unit 1,000 times larger is more convenient, 
when it is desired to express larger amounts of power. 

Therefore to change watts to kilowatts divide by 1,000 and to 
change kilowatts to watts multiply by 1,000. 


One horse power (H.P.) is= 746 watts. 
Thus one kilowatt is = or 1.34 horse power. 


To obtain the horse power consumption in the above heating 


elements H.P. = oi =3.7 horse power. 


Example.—A certain carbon resistor is marked 1 watt and has 
3 code colors as follows: yellow body, black tip and orangecolored dot. 
What is the maximum current that may safely be sent through it? 


Solution.—In this case it is first necessary to find the resist- 
ance value in ohms. With reference to page 182 the Radio 
Manufacturer's Association's Code colors indicate that the 
resistor has a resistance of 40,000 ohms, which may be checked 
as follows: yellow body means (4); black tip means (0) and 
orange dot means (000) or 40,000. Now the value of power dis- 
sipation in watts is equal to (J?R) from which it follows that 


1 
I= I? 40,000 or P= 75.000 hence 


1 E 
I —' 99g 8mperes or o milli-amperes. 


With an increase in current above the derived value, the 
heating of the resistor may become excessive and may even 
damage or change the accuracy of the resistance in question. 
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SERIES PARALLEL CIRCUITS. 


The solution of circuit shown on opposite page is in reality 
very simple if it be kept in mind that any number of resistances 
connected in series may be replaced by a single resistor with a 
value equal to the arithmetical sum of the individual resistors, 
or that any number of resistors in parallel can be replaced by 
an equivalent whose value is equal to the reciprocal of the sum 

of the reciprocals of the individual units. 


Circuit A-1 consists of resistors R, and R, in series, and the 
two also in parallel with Ru. This group is connected in 
series with R. and the whole combination is again connected 
in parallel with R;. 


The simplest way to solve a resistance combination of this 
type is to remember the foregoing and to go through the prob- 
lem step by step, combining each series and each parallel group 
and to replace them with their equivalent resistance. 


Hence, to solve this circuit first replace R, and R, by their 
equivalent R.. 


The next step is to combine R, and R, replacing them by 
their equivalent Ra. By replacing R. and R, by their equiva- 
lent R;, the original circuit now being reduced to the form as 
shown in fig. A-4. 


In the manner similar to that already described R; and R: 
in parallel is replaced by a resistance R, obtaining the result 
as shown in fig. A-5. Finally as a result of these calculations 
a resistance is obtained having the same current limiting effect 
as that shown in fig. A-1. 
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Method illustrating how a series parallel resistance combination of type 
shown in À-1 may be reduced to the simple fcrm of that shown in fig. A-5. 
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Example.— Assume a battery consisting of two dry cells con- 
nected in series, and that each cell has an E.M.F. of 1.5 volts and 
an internal resistance of 0.3 ohms. In this arrangement the battery 
then has a total EM.F. of 3 volts and an internal resistance of 
0.6 ohms. If a current of 6 amperes is required through a circuit 
of 0.2 ohms resistance, how many batteries should be used and 
how should they be arranged? 


Solution. — With one battery the current according to Ohm's 
law will be 


3 


1-392108 


-=3.75 amperes 


This is not sufficient current, and if two batteries be con- 
nected in series, we obtain 


6 
jJ 0271.2 —4.28 amperes 


This current is still too small and represents an increase in 
current ofonly about 1495although the voltage has been doubled; 
if, however, the two batteries be arranged in parallel, the cur- 
rent will be 


3 
I = 012206: =6 amperes 
2 


Example.—Jn a certain galvanometer, the maximum deflection 
is obtained when the current is 40 milliampere. If the internal 
resistance is 15 ohms, what ts the greatest voltage the instrument 
can be used to measure? If it 1s necessary to use the instrument for 
voltages up to 10 volts, what value of series resistance will F+ 
required? 
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Solution.—By application of Ohm’s law, the largest possible 
voltage that can be measured is given by the products of the 
largest current that can be sent through it (0.04 amperes) and 
the value of the internal resistance (15 ohms). Thus it may be 
written: 0.04x 15 20.6 volts. 


In order to measure larger voltages, however, it is necessary 
to insert a resistance in series with the instrument, after which 
the voltage to be measured is applied across the combination. 


The additional voltage is now dissipated in the series resist- 
ance, and only the smaller voltage is applied to the galva- 
nometer itself. 


Since the same current obviously must flow in both the instru- 
ment and the series resistance, write as follows: 


Max. volt. drop across galvanometer Galvanometer res. 
Max. volt. drop across combination ~ Galvanometer res. +ser. res. 








In this equation the only unknown factor is the series resist- 
ance, hence by substituting known values, the following is 
obtained: 

06 Is — 
10 ` 154R. 


where R, denotes the unknown series resistance. Therefore, 
150 20.6 (15+ R.) or R. =235 ohms 
which is the value of the series resistance to be inserted in 


series with the galvanometer to give full scale deflection at a 
potential of 10 volts. 
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Alternating Current Series Circuits. (Inductive Reactance.) 
—In direct current circuits the current is exactly defined by 
the mathematical relations between voltage and resistance, 
whereas in the alternating current circuits this exact relation- 
ship no longer exists. For example in the case of direct current, 
the current through a piece of wire will be the same if the wire 
be coiled together or uncoiled. In the case of an alternating 
current the current will be less when the wire is in coiled than in 
straight form. 

This is due to the inductive reactance (X,) of the wire and is 
written 

X,—-2X-X]xL 


in which X, is the inductive reactance in ohms, f, the fre- 
quency of the alternating current source and L the co-efficient 
of self-induction in henrys. 


Capacitive Reactance.—If a direct current be connected 
across a condenser there will be no current flow, but if the con- 
denser be connected across an alternating current source of high 
frequency the current will pass through. This is due to the 
capacitive reactance (X,) of the condenser and is written 


1 
TIKE XI XC 
in which X, is the capacitive reactance in ohms, f, the frequency 


of the alternating current source, and C, the capacity of the 
circuit in farads. 


Xe 


Resistance and Inductance in Series.—When a circuit in- 
stead of containing resistance only or inductance only, contains 
both resistance and inductance as in the case of a coil, it is con- 
venient to consider it as a resistance (R) connected in series 
with a pure inductive reactance (X,). See fig. 10. 
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In this case it is necessary not only to know how to calculate 
inductive reactance but also how to combine R and X,. (See 
impedance triangle fig. 11.) 

The combined effect of total amount of resistance and induc- 
tive reactance in the circuit is called the impedance (Z). The 
mathematical relation between the impedance, the inductive 
reactance and the resistance is written 


Z2=X2+R or Z=VX2+R 
and since 
X, ,=2XzXÍXL 


as previously shown, the equation may also be written 


Z—vV (2x xxfx L*-R 





X, 


—— —— —— — — ee — —— 





iic. 10.—Combination of resistance (R) and inductive reactance (XL). 
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Example:—A coil connected as shown in fig. 10 contains 5 
ohms resistance and 0.04 henry inductance. The voltage and 
frequency of the source is 100 and 60 respectively. 

Find (a) the impedance of the coil; (b) the current through 
the coil; (c) the voltage drop across the inductance; (d) the 
voltage drop across the resistance; (e) the power loss; (f) the 
power factor. 


X,-2XzXfxL-22x3.14x60x0.04 215 ohms. 
(a) Z=v/5?+152?=17/250 = 15.8 ohms 


(D f=-42=— — ; =6.3 amperes 


(c) E,=IxXX,=6.3X15=94.5 volts 
(d) Er=IxXR=6.3X5=31.5 volts 
(e) W=2?xXR=6.3X6.3X5=198.45 watts 


(ou ieo = ee 


7 i58 — 0.316 or 32% approximately 


Xp INDUCTIVE REACTANCE 





R= RESISTANCE 


. 1G. 11.— Illustrates vector relation between the induttive reactance and the resistance. To 
obtain the impedance: Resistance R (in ohms) is laid off horizontally; the inductive re- 
actance X;/(also in ohms) is laid off to form the perpendicular, Measure the hypotenuse 
(in the same scale) which gives the impedance of the circuit in ohms. This triangle is 
variously referred to as the impedance triangle, vector diagram or impedance calculator. 
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Resistance and Capacitance in Series.—If a capacitance he 
connected in series with a resistance as shown in fig. 12 the 


impedance may be written Z — V R? -- X? and since 


] 
2X xf x C 


- dm LY 
Z=,/R osse) 





X.= 
it follows that 


Xc 





Fic. 12.—Combination of resistance (R) and capacitive reactance (Xc). 


Example:—An alternating current circuit, connected as 
shown in fig. 12 contains 10 ohms resistance in series with a 
capacitance of 40 microfarads. The voltage and frequency of 
the source is 120 and 60 respectively. 

Find (a) the current in the circuit; (b) the voltage drop across 
the resistance; (c) the voltage drop across the capacitance; 
(d) the power factor; (e) the power loss. 


l ] 
€ 2sXfxC 2x3.14x60x0.00004 


Z=~/10?+66.3? =67 ohms 


x = 66.3 ohms 
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(a) I= eee 1.8 amperes 


(b) Er=IXR=1.8X10=18 volts 
(c) E.,—-1IxX.21.8xX66.32119.3 volts 


(d Cos =2 = -b- 0.149 or 14.997 


(e) W-—ExIxCos0 —120x1.8x0.149 232.18 watts 


Resistance Inductance and Capacitance in Series.—In a 
circuit which contains resistance (R) inductance (X,) and 
capacitance (X,) the reactance (.X) is equal to the arithmetical 
difference between the inductive reactance (X,) and the 
capacitive reactance (X,) which may be written thus 

X= Kr ZK; 
but as previously shown 
Z=V R4X?=V R+(XL-X.) 


1 
A,= 2xa«xXfxLand X,= 2X«XfXC 


it follows that 
T br ERN. — 
= : T L—I——— h 
Z JR +(2x xf x xxr) ohms 
also the current flowing in this circuit 
E 


a x2 
es (prx - iur 


The equations just derived are of the utmost importance in 
all alternating current calculations and are generally referred to 
as the Ohm’s law for alternating current. 


but since 
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Alternating Current Parallel Circuits.—In the previous 
analysis of direct current parallel circuits, it was found that 
across each branch of the parallel circuit the voltage was equal, 
and that the current in each branch varied inversely as the 
resistance of that branch. The arithmetical sum of the 
current in each branch circuit was also equal to the main 
current. 

When considering a parallel circuit as shown in fig. 13 through 
which an alternating current flows, the voltage across each 
branch (as in the case of the d.c. circuit) is equal. 


MS 


L 


— B 





Fic. 13.—Parallel connection of resistance (R) and inductive reactance { Xz). 


The total current, however, can not be obtained (as in direct 
current circuits) by arithmetical addition of the branch circuit 
currents, but each branch circuit current must be added 
vectorially which can best be shown by the following example: 

A parallel connection consists of two branches A and B 
See fig. 13. A, has a resistance of 40 ohms and B, has an in- 
ductive reactance of 30 ohms. If the impressed voltage is 
120, determine: (a) the current through branch A; (b) the 
current through branch B; (c) the line current; (d) the power 
factor of the circuit. 
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(a) In- S =3 amperes 
120 
(b) Ir- 30:5 4 amperes 


(c) 1] 24/334 42 24/25 —5 amperes 


(d) Cos -2-0.6 (or power factor = 60 per cent) 
Resonance.— When in a series circuit the inductive reactance 
becomes equal to the capacitive resistance, the circuit is said 
to be in resonance. The only opposition to the current flow 
then is the ohmic resistance (A). 


R 
INDUCTIVE 
~ REACTANCE 
Xr 
CAPACITIVE 
REACTANCE 





TI 


Fic. 14.—IIlustrates connection diagram and resonance effect in a series circuit. 


Referring to fig. 14 this condition may be written X; = X, but 
since X, -2x x Xf x L and 
X, 75 I — 
Ux conf 
it follows that S 


2XSXJIXL—57— c fxC 
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If it be desired to find the resonant frequency (f) for the 
circuit, the equation may be written 
l l 
2 —— —_—; f = ——_ = 
J 4z22LC J 2zV LXC 
This equation is of importance in all kinds of radio work and is 
used exclusively in calculations for wavemeters, filters, circuit 


tuning, etc. If C, be expressed in microfarads and L, in 
microhenries the equation may be written 


o 500 — o 
/ C (microfarads) x L (microhenries) 


CURRENT IN AMPERES 





FREQUENCY IN K. C. 
Fic. 15.—IIlustrating how the current varies for increasing frequency in a resonance circuit. 
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Example.—Considering the circuit shown in fig. 16A-1 in which 
a resistance of Ry ohms is connected in parallel with an inductive 
coil whose resistance is R, ohms and whose reactance is X, ohms 
al the working frequency. If Ry, 215 ohms, R, 212 ohms and X,— 
16 ohms what will be the impedance of the circuit between A and B? 


Solution.—The simplest way to find the impedance is to 
determine the total current taken when a particular volt- 
age is applied to the ends, the impedance then being given by 
dividing the voltage by the current obtained. Since the circuit 
is a parallel one, 10 volts will be applied to each branch, and the 
voltage vector is thus first drawn as the reference vector, pre- 
ferably in the horizontal position as shown by O-E in fig. 16A-2. 





A-2 
Fic. 16.—Resistance and inductive reactance in parallel combination. 
The current J, in the upper branch of the circuit will be cal- 
culated from Ohm’s law, being J HR =0.667 amperes, 


and this is exactly in phase with the voltage. The correspond- 
ing current vector O-7;, is thus drawn over the top of the volt- 
age vector as shown, and its length could conveniently be made 
6.67 inches. The lower branch has an impedance of 


Z: = V Rè +Xz= V 12?+-16?=20 ohms, 
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and the current in it 1s therefore 


E 10 

i amo ao amperes 

but as this is an inductive branch the current lags to some ex- 
tent behind the voltage. 

If ġ is the angle of lag cos dai = 55 = 0.6 and from a 
table of cosines, it is found that $; — 53? approx. Thus ina vector 
diagram of fig. 16A-2 the current vector O-/,is drawn at an angle 
of 53° to the voltage vector O-E, to the right since the current 
lags by this angle. Using the same scale, its length would be 
made 5 inches. The total current is then found by completing 
the parallelogram and measuring the length of the diagonal 
O-I. This will be found to be approximately 10.5 inches cor- 
responding to a current of 1.05 amperes, and then the im- 


pedance of the whole circuit is Za = 9.52 ohms. 


The combined current 7 lags behind the applied voltage by the 
angle @ which if measured off by a protractor will be found to 
be 22.9?. 

The circuit values just being arrived at by a combined 
measurement and calculation method may of course be cal- 
culated directly. If this be done, the procedure will be as 
follows: 


(1) current through the upper branch, being J; = = or 0.667 
amperes 


10 10 
(2) current through the lower branch, J, = —————— ==. or 
0.5 amperes /1224-16? 20 


(3) cos 0, -5 = 0.6 and the angle of lag between voltage 


and /, is 53° as before. 
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(4) Total current / 2 4/(Ii-4- I5X cos 539)? -- (I; xsin 53)? and 
after substituting numerical values 
I — 4/ (0.667 --0.5 x 0.6)? -- (0.5 0.8) 
from which 7 21.05 amperes approximately. 
Angle of lag between voltage and / is similarly found, thus 
. lif.Xcos53? 0.967 
jose oye a 
and 0 —22.9? approximately. 

In a similar manner most alternating current problems of 
like nature may readily be solved. The important thing to 
remember is that currents and potentials must be computed 
geometrically and not arithmetically as each value is repre- 
sented by a vector of definite size and direction. 


Application to an Inter-stage Coupling.—In a low frequency 
amplifier where resistance, capacitance or choke capacity coup- 
ling is employed between the tubes, it is necessary to guard 
against excessive drop of voltage across the coupling condenser 
at the lowest frequency and the determination of the fraction of 
the total available voltage passed on to the grid of the second 
tube is a matter which is easily analyzed by the aid of vectors, 
which also give the phase angle of this voltage. 

Fig. 17 (a) depicts an ordinary resistance capacity coupling. 
Assuming that the alternating component of the voltage de- 
veloped across the anode resistance is E volts, this potential 
difference is set up between the ends of the coupling circuit CR 
as shown. Suppose that the grid leak R has a resistance of 0.5 
megohms, and that the capacity of the coupling condenser is 
0.01 microfarad. Assuming that 50 cycles per second represent 


the lowest frequency to be dealt with, the reactance of the con- 


6 
denser at this frequency is auk 7 29x50 x0.01 = 318,000 ohms 


or 0.318 megohms 
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Now since R and C are in series, there is only one current 
and so the current vector of fig. 17 (b) is drawn in position 
first, this being denoted by O-J of arbitrary length. 

In the circuit diagram the voltage required to drive the cur- 
rent through the condenser is denoted by E, and through the 
grid leak by E,. What 1s required to find is the ratio of E,to E. 






OUTPUT 





(a) 


Fic. 17.—Showing interstaze coupling and efficiency components with vector diagram. 


By Ohm's law E,-— IR volts in phase with 7. Its numerical 
value cannot be found yet because / is not known, but the 
vector O-E, can be drawn parallel to O-7 and its length made 
proportional to the resistance R. Since R is 0.5 mehogms O-E, 
could conveniently be made 5 inches long. 

The current taken by the condenser leads the voltage across 
it by a quarter of a cycle, and the voltage E, will therefore lag 
behind the current by this amount. Hence the vector O-E, is 
drawn at right angles to OJ in the position shown in fig. 17 (b) 
and its length is made proportional to the reactance of the con- 
denser to the same scale as O-E,. 

Since the condenser reactance at 50 cycles is 0.318 megohm, 
O-E , will have to be 3.18 inches using the same scale as before. 
Now the total voltage E, across the coupling circuit must be 
equal to the vector sum of E. and E,. If the rectancle 
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OE, EE, be completed as shown OE will represent the total 
available voltage to the same scale. 


The length of OE will clearly be 
OE J-OE ? —4/5? --3.182 25.92 inches. 
Thus the ratio of E, to E, is gay 0844 so that 84.4% of 


the available signal voltage is passed to the succeeding tube at 
50 cycles, which represents quite a high efficiency. 

Incidentally the actual value of the voltage E would be 
0.592 I>10-§ volts so that the impedance of the coupling cir- 
cuit is 0.592 x 10-5 ohms or 0.592 megohms. It can be shown 
that the efficiency of the coupling is equal to its power factor. 


Example.— 77 a certain two tube receiver the negative grid bias 
1s obtained by means of insertion of a 600 ohms resistor between 
the high potential and low potential leads. With a tube of 6,500 ohms 
a.c. resistance, the grid bias is 7 volt negative. With another tube of 
8,000 ohms a.c. resistance it is only 4.5 voll negative. If the H.P. 
supply is 120 volis, what is the steady anode current in each case? 


Solution.—When filament current is provided by a battery 
it is customary to measure the grid bias voltage from the nega- 
tive end of the filament, which is thus assumed to have zero 
potential. Fig. 18 shows the essential of the grid biasing arrange- 
ment adopted, in which the steady part of the anode cur- 
rent, provided by the H.P. battery flows through the biasing 
resistance of 600 ohms, while the speech component follows the 
low impedance path of the shunting condenser. The filament 
end of the resistance F, has evidently a more positive potential 
than the.grid end G, which i is connected directly to the.negative 

end. Ofthe battery. G, is thus biased negatively with regard to 
F, and since. this last has zero potential, G may be properly 
E - regarded. as being so many volts negative. with respect to F. 


- 
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By Ohm's law the steady current J, in amperes, is given by 
the quotient = where E is the potential drop or bias voltage 
and œR the resistance in ohms. In the case of the first tube, 
therefore, 

I =- =0.0117 amperes = 11.7 milliamperes 
with the second tube 

I = =(.0075 amperes = 7.5 milliamperes 


In neither case has the a.c. anode resistance anything to do 
with the problem. 





: 
SES 


Fic, 18.—Schemat‘c arrangement of components. 


Problem.—In order to measure the resistance of a grid leak, 
a 200-voli meter of 980 ohms per volt resistance is employed in 
conjunction with a dry battery. The direct voltage reading of the 
battery 1s 144 volts, but 1f the grid leak be included in the circuit, 
the reading drops to 24 volts. What is the value of the leak? 


Solution.—This is quite a good method of ascertaining the 
approximate value of the grid leak or similar large resistance if 
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a reliable high resistance voltmeter be available. The meter re- 
sistance in ohms per volt is usually quoted by the manufacturer, 
but if not, it can readily be calculated by the simple expedient of 
measuring the current taken by it in order to produce a given 
deflection and applying ohms law. 

In this case, since the meter is scaled for 200 volts, its 
resistance will be 200 x 980 or 196,000 ohms. First let us denote 
the unknown value of the grid leak by (R) ohms. Then, when 
the voltmeter is connected to a battery through R, the circuit 
will appear as shown in fig. 19. Now since the battery resistance 


BATTERY 


lle 


SW. 





F1c. 19.— Circuit arrangement for approximate determination of grid leak values. 


may be assumed negligible in comparison with the other re- 
sistance in the circuit, we may regard the voltage drop of the 
battery when measured directly by the meter as equivalent to 
the e.m.f. in the circuit illustrated. The current flowing will 
therefore be: 

E 144 


I= total res. 196,000 LR amperes 
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Now it is known that this current flowing through the volt- 
meter causes it to register a deflection of 24 volts, which is the 
IR drop across its terminals, but this ZR drop is also given 
by the product of the current flowing and the meter resistance, 
so it may be written: 


144 
(i000 FR )196.000=24 


Solving this equation for R, we may write 
24(196,000 + R) = 144 x 196,000 
from which follows that 
24 R = 120 x 196,000 or 
R =980,000 ohms 


Example.— Assuming thai the galuanometer on page 40 ts lo be 
used as an ammeter reading currents up to 2 amperes, how should 
it be connected? 


Solution.— Without any changes the instrument is a direct 
reading milli-ammeter with full scale reading when 40 milli- 
amperes passes through it. To measure higher currents, this 
extra current is simply passed through a resistance inserted in 
parallel with the meter. This resistance must be of such value 
that when 2 amperes flows in the main circuit, only 0.04 amperes 
flows through the galvanometer. If R,, Ip, R., I. represent the 
resistance and current in the galvanometer and parallel resist- 
ance respectively, then, since the potential drop across both the 
galvanometer and the parallel resistance are the same, it is 
obtained as follows: 


R,XxI,-R,xI, and since R, is the only unknown, by sub- 


stitution : 
R,X I, 15Xx0.04 


R, = T, ETA or 0.306 ohms, 
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which is the value of the resistance to be shunted across the 
instrument to enable measurements of currents up to 2 amperes. 


Example.— What is the maximum direct current that may be 
sent through a 50,000 ohms resistance rated at 20 watts, without 
over-heating? 


Solution.—The power loss in watts when a direct current of 7 
amperes passes through a resistance of R, ohms is given by the 
formula I?R, with regard to the above example in which R is 
50,000 ohms and the power loss is 20 watts, it follows that 


TELA 
20 = I? x 50,000 or I* —, 555 


hence 


[= m ampere or 20 milli-amperes. 


Example.—7/f in an alternating current. circuit. the. following 
readings are obtained, watts 10, current 125 MA, and voltage 100, 
what is the power factor and the angle between the current and 
voltage? 


Solution.—In an alternating current of pure sine wave form 
the power in watts will be equal to voltage times current times 
cos Ó or in equation form W —- Ex I xcos § in which 


W is the power in watts, E the pressure in volts. 


I the current in amperes and 6 the angle of lag or lead be- 
tween the current and voltage, or in the above example 
10=100 0.125 xcos 9 


10 
from which cos 0-155-08 from this it follows that the 


angle between the current and the voltage is 60°. 
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CHAPTER 4 


Review 
Questions and Answers 





What is meant by an ‘‘A” power supply? 

Ans. A power supply device providing heating current for 
the cathode of a vacuum tube. 
What is an alternating current? 

Ans. A current, the direction of which reverses at regularly 
recurring intervals, the algebraic average value being zero. 
What is meant by amplification factor? 

Ans. A measure of the effectiveness of the grid voltage rela- 
tive to that of the plate voltage in affecting the plate current. 
Describe an amplifier. 


Ans. A device for increasing the amplitude of electric cur- 
rent, voltage or power, through the control by the input power 
of a larger amount of power supplied by a local source to the 
output circuit. 


What is an anode? 


Ans. An electrode to which an electron stream flows. 
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What is an antenna? 


Ans. A conductor or a system of conductors for radiating or 
receiving radio waves. 


What is meant by the term atmospherics? 


Ans. Strays produced by atmospheric conditions. 


Describe what is meant by attenuation. 


Ans. The reduction in power of a wave or a current with 
increasing distance from the source of transmission. 


What is the approximate length of audio frequency waves? 


Ans. A frequency corresponding to a normally audible 
sound wave. The upper limit ordinarily lies between 10,000 and 
20,000 cycles per second. 


What is an audio frequency transformer? 


Ans. A transformer for use with audio frequency currents. 


What is meant by autodyne reception? 


' Ans. A system of heterodyne reception through the use of 
. a device which is both an oscillator and a detector. 


Describe an automatic volume control device. 


Ans. A self-acting device which maintains the output con- 
stant within relatively narrow limits while the input voltage 
varies over a wide range. 
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What is meant by a ‘‘B’’ power supply? 

Ans. A power supply connected in the plate circuit of a 
vacuum tube. 
Describe and give the function of a ‘‘Baffle.” 

Ans. A partition which may be used with an acoustic radi- 
ator to impede circulation between front and back. 
Describe a band-pass filter. 


Ans. A filter designed to pass currents of frequencies within 
a continuous band limited by an upper and a lower critical or 
cut-off frequency and substantially reduce the amplitude of 
currents of all frequencies outside of that band. 


What is meant by the term ‘‘Beat’’? 

Ans. A complete cycle of pulsations in the phenomenon of 
beating. 
What is meant by beat-frequency? 


Ans. The number of beats per second. This frequency is 
equal to the difference between the frequencies of the combining 
waves. 


What is meant by the term beating? 


Ans. A phenomenon in which two or more periodic quanti- 
ties of different frequencies react to produce a resultant having 
pulsations of amplitude. 


What is meant by broadcasting? 


Ans. Radio transmission intended for general reception. 
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Describe a by-pass condenser. 


Ans. A condenser used to provide an alternating current 
path of comparatively low impedance around some circuit 
element. 


What is meant by a ‘‘C”’ power supply? 


Ans. A power supply device connected in the circuit be- 
tween the cathode and grid of a vacuum tube so as to apply a 
grid bias. 

What is meant by a capacity coupling? 

Ans. The association of one circuit with another by means 
of capacity common or mutual to both. 
Describe a carbon microphone. 


Ans. A microphone which depends for its operation upon 
the variation in resistance of carbon contacts. 


Describe the meaning of the term carrier. 
Ans. A term broadly used to designate carrier wave, carrier 
current or carrier voltage. 


What is meant by carrier frequency? 


Ans. The frequency of a carrier wave. 


What is meant by carrier-suppression? 


Ans. That method of operation in which the carrier wave 1s 
not transmitted. 
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What is a carrier wave? 


Ans. A wave which is modulated by a signal and which en- 
ables the signal to be transmitted rough a specific physical 
system. 

What is a cathode? 


Ans. The electrode from which the electron stream flows. 


Describe and give the function of a choke coil. 


Ans. An inductor inserted in a circuit to offer relatively 
large impedance to alternating current. 


Describe a condenser loud speaker. 

Ans. A loud speaker in which the mechanical forces result 
from electrostatic reactions. 
Describe a condenser microphone. 

Ans. A microphone which depends for its operation upon 
variations in capacitance. 
What is meant by continuous waves? 

Ans. Continuous waves are waves in which successive cycles 
are identical under steady state conditions. 
Define the meaning of Conversion transconductance. 


Ans. The ratio of the magnitude of a single beat-frequency 
component (f;-Ff;) or (f:—f2) of the output current to the mag- 
nitude of the input voltage of frequency f, under the conditions 
that all direct voltages and the magnitude of the second input 
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alternating voltage fə must remain constant. As most pre- 
cisely used, it refers to an infinitesimal magnitude of the 
voltage of frequency f,. 


Describe a converter generally as applied to super-heterodyne 
receivers. 


Ans. A converter is a vacuum tube which performs simul- 
taneously the functions of oscillation and mixing (first detec- 
tion) in a radio receiver. 


What is meant by coupling? 


Ans. The association of two circuits in such a way that 
energy may be transferred from one to the other. 


What is meant by cross modulation? 


Ans. A type of intermodulation due to modulation of the 
carrier of the desired signal in a radio apparatus by an unde- 
sired signal. 


What is meant by current amplification? 


Ans. The ratio of the alternating current produced in the 
output circuit of an amplifier to the alternating current supplied 
to the input circuit for specific circuit conditions. 


What is a cycle? 


Ans. One complete set of the recurrent values of periodic 
phenomenon. 


What are damped waves? 


Ans. Waves of which the amplitude of successive cycles at 
the source, progressively diminishes. 
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What is a decibel? 


Ans. The common transmission unit of the decimal system, 
equal to 1/10 bel. 


E I 
1 bel =2 logo =2 logu-T- 
What is meant by detection? 


Ans. Any process of operation on a modulated signal wave 
to obtain the signal imparted to it in the modulation process. 


What is a detector? 


Ans. A device which is used for operation on a signal wave 
to obtain the signal imparted to it in the modulation process. 


Describe a diode vacuum tube. 


Ans. A type of thermionic tube containing two electrodes 
which passes current wholly or predominantly in one direction. 


What is meant by direct capacitance (C) between two con- 
ductors? 


Ans. Theratio of the charge produced on one conductor by 
the voltage between it and the other conductor divided by this 
voltage, all other conductors in the neighborhood being at the 
potential of the first conductor. 


What is meant by direct coupling? 


Ans. The association of two circuits by having an inductor, 
a condenser, or a resistor common to both circuits. 
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What is a direct current? 


Ans. An unidirectional current. As ordinarily used, the 
term designates a practically non-pulsating current. 


Describe what is meant by distortion. 


Ans. A change in wave form occurring in a transducer or 
transmission medium when the output wave form is not a faith- 
ful reproduction of the input wave form. 


What is meant by double modulation? 


Ans. The process of modulation in which a carrier wave of 
one frequency is first modulated by the signal wave and is then 
made to modulate a second carrier wave of another frequency. 


Describe an R.C.A. dynamic amplifier. 


Ans. This is a variable gain audio amplifier, the gain of 
which is proportional to the average intensity of the audio sig- 
nal. Such an amplifier compensates for the contraction of 
volume range required because of recording or transmission 
line limitations. 


What is meant by the dynamic sensitivity of a phototube? 


Ans. The alternating-current response of a phototube to a 
pulsating light flux at specified values of mean light flux, fre- 
quency of pulsation, degree of pulsation, and steady tube 
voltage. 


What is an electro-acoustic transducer? 


Ans. A transducer which is actuated by power from an 
electrical system and supplies power to an acoustic system or 
vice versa. 
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Describe what is meant by electron emission. 


Ans. The iiberation of electrons from an electrode into the 
surrounding space. In a vacuum tube it is the rate at which 
the electrons are emitted from a cathode. This is ordinarily 
measured as the current carried by the electrons under the in- 
fluence of a voltage sufficient to draw away all the electrons. 


What is an electron tube? 

Ans. A vacuum tube evacuated to such a degree that its 
electrical characteristics are due essentially to electron emission. 
What is meant by emission characteristics? 


Ans. A graph plotted between a factor controlling the emis- 
sion (such as the temperature voltage or current of the cathode) 
as abscissas, and the emission from the cathode as ordinates. 


What is meant by facsimile transmission? 


Ans. The electrical transmission of a copy or reproduction 
of a picture, drawing or document. This is also called picture 
transmission. 


What is fading? 


Ans. The variation of the signal intensity received at a given 
location from a radio transmitting station as a result of changes 
occurring in the transmission path. 


What is meant by fidelity? 


Ans. The degree to which a system, or a portion of a system, 
accurately reproduces at its output the signal which is impressed 
upon it. 
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What is a filament? 


Ans. A cathode in which the heat is supplied by current 
passing through the cathode. 


Generally define and give the function of a filter. 


Ans. A selective circuit network,.designed to pass currents 
within a continuous band or bands of frequencies or direct cur- 
revit, and substantially reduce the amplitude of currents of un- 
desired frequencies. 


What is meant by the term frequency? 


Ans. The number of cycles per second. 


Describe a full-wave rectifier. 


Ans. A double element rectifier arranged so that current is 
allowed to pass in the same direction to the load circuit during 
each half cycle of the alternating current supply, one element 
functioning during one-half cycle and the other during the 
next half cycle, and so on. 


What is meant by fundamental frequency? 


Ans. The lowest component frequency of a periodic wave or 
quantity. 


What is meant by fundamental or natural frequency of an 
antenna? 


Ans. The lowest resonant frequency of an antenna; without 
added inductance or capacity. 





x 
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What is a gas phototube? 


Ans. A type of phototube in which a quantity of gas has 
been introduced usually for the purpose of increasing its 
sensitivity. 


What is a grid? 


Ans. Anelectrode having openings through which electrons 
or ions may pass. 


What is "meant by grid bias? 
Ans. The direct component of the grid voltage. 


What is a grid condenser? 


Ans. A series condenser in the grid or control circuit of a 
vacuum tube. 


What is a grid leak? 


Ans. -A resistor in a grid circuit, through which the grid 
en flows, to affect or determine a grid bias. 


What is meant by the grid-plate transconductance? 


Ans. The name for the plate current to grid voltage irans- 
conductance. This has also been called mutual conductance. 


Describe a ground system of an antenna. 


Ans. That portion of the antenna system below the antenna 
loading devices or generating apparatus most closely associated 
with the ground and including the ground itself. 
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What is a ground wire? 


Ans. A conductive connection to the earth. 


Describe a half- wave rectifier. 


Ans. A rectifier which changes alternating current into 
pulsating current, utilizing only one-half of each cycle. 


What is meant by a harmonic? 


Ans. A component of a periodic quantity having a fre- 
quency which is an integral multiple of the fundamental fre- 
quency. For example, a component the frequency of which is 
twice the fundamental frequency is called the second harmonic. 


Describe a heater. 


Ans. Anelectrical heating element for supplying heat to an 
indirectly heated cathode. 


Describe heterodyne reception. 


Ans. The process of receiving radio waves by combining in 
a detector a received voltage with a locally generated alternat- 
ing voltage. The frequency of the locally generated voltage is 
commonly different from that of the received voltage. Hetero- 
dyne reception is sometimes called beat reception. 


What is meant by homodyne reception? 


Ans. A system of reception by the aid of a locally generated 
voltage of carrier frequency. Homodyne reception is some- 
times called zero-beat reception. 
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Describe an expansion type hot-wire ammeter. 

Ans. An ammeter dependent for its indications on a change 
in dimensions of an element which is heated by the current to be 
measured. 

What is meant by an indirectly heated cathode? 

Ans. A cathode of a thermionic tube in which heat is sup- 
plied from a source other than the cathode itself. 
Describe an induction loud speaker. 

Ans. It is a moving coil loud speaker in which the current 
which reacts with the polarizing field is induced in the moving 
member. 

What is meant by inductive coupling? 

Ans. The association of one circuit with another by means 
of inductance common or mutual to both. 
What is meant by interelectrode capacitance? 


Ans. The direct capacitance between two electrodes. 


Describe what is meant by interference. 


Ans. Disturbance of reception due to strays, undesired sig- 
nals, or other causes; also that which produces the disturbance. 


What is meant by intermediate frequency in superheterodyne 
reception? 


Ans. A frequency between that of the carrier and the sig- 
nal, which results from the combination of the carrier frequency 
and the locally generated frequency. 
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What is meant by intermodulation? 


Ans. The production in a non-linear circuit element, of 
frequencies corresponding to the sums and differences of the 
fundamentals and harmonics of two or more frequencies which 
are transmitted to that element. 


Describe what is meant by interrupted continuous waves. 


Ans. These are waves obtained by interruption at audio 
frequency in a substantially periodic manner of otherwise con- 
‘tinuous waves. 


What constitutes an ion? 

Ans. It is an atom or molecule having an electrical charge 
either positive or negative. 
What does the term ‘‘kilocycle’’ stand for? 

Ans. When used as a unit of frequency, it is one-thousand 
cycles per second. 
Describe a lead-in. 


Ans. That portion of an antenna system which completes 
the electrical connection between the elevated outdoor portion 
and the instruments or disconnecting switches inside the build- 
ing. 


What is meant by linear detection? 


Ans. That form of detection in which the audio output 
voltage under consideration is substantially proportional to the 
modulation envelope throughout the useful range of the de- 
tecting device. 
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Describe and give the function of a loading coil. 

Ans. Aninductor inserted in a circuit to increase its induc- 
tance but not to provide coupling with any other circuit. 
What is generally meant by a loud speaker? 

Ans. A telephone receiver or apparatus designed to radiate 
acoustic power into a room or open air. 
What is meant by a magnetic loud speaker? 

Ans. One in which the mechanical forces result from mag- 
netic reactions. 
What is a magnetic microphone? 


Ans. A microphone whose electrical output results from the 
motion of a coil or conductor in a magnetic field. 


Describe a master oscillator. 


Ans. An oscillator of comparatively low power so arranged 
astoestablish the carrier frequency of the output of an amplifier. 


How many cycles per second is one megacycle? 


Ans. When used as a unit of frequency, it is one million 
cycles per second. 


Describe a mercury-vapor rectifier. 


Ans. A mercury-vapor rectifier is a two electrode, vacuum- 
tube rectifier which contains a small amount of mercury. Dur- 
ing operation, the mercury is vaporized. A characteristic of 
mercury-vapor rectifiers is the low voltage drop in the tube. 
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Describe a microphone. 


Ans. A microphone is an electro-acoustic transducer actu- 
ated by power in an acoustic system and delivering power to an 
electric system, the wave form in the electric system correspond- 
ing to the wave form in the acoustic system. This is also called 
a telephone transmitter. 


What is generally understood by a ‘‘Mixer tube" in super- 
heterodyne receivers? 

Ans. A mixer tube is one in which a locally generated fre- 
quency is combined with the carrier signal frequency to obtain 
a desired beat frequency. 

What is a modulated wave? 

Ans. A wave of which either the amplitude, frequency or 
phase is varied in accordance with a signal. 
Describe what is meant by modulation. 


Ans. Modulation is the process in which the amplitude, 
frequency or phase of a wave is varied in accordance with a sig- 
nal, or the result of that process. 


Describe what is meant by monochromatic sensitivity. 

Ans. The response of a phototube to light of a given color, 
or narrow frequency range. 
What is a moving-armature speaker? 


Ans. A magnetic speaker whose operation involves the vi- 
bration of a portion of the ferromagnetic circuit. This is 
sometimes called an electromagnetic or a magnetic speaker. 
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Describe a moving coil loud speaker. 


Ans. A moving coil loud speaker is a magnetic loud speaker 
in which the mechanical forces are developed by the interaction 
of currents in a conductor and the polarizing field in which it is 
located. This is sometimes called an electro-dynamic or a 
dynamic loud speaker. 


What is meant by Mu-factor? 


Ans. A measure of the relative effect of the voltages on two 
electrodes upon the current in the circuit of any specified elec- 
trode. It is the ratio of the change in one electrode voltage to 
a change in the other electrode voltage, under the condition 
that a specified current remains unchanged. 


What is an oscillator? 


Ans. A non-rotating device for producing alternating cur- 
rent, the output frequency of which is determined by the char- 
acteristics of the device. 


Describe an oscillatory circuit. 


Ans. A circuit containing inductance and capacitance, such 
that a voltage impulse will produce a current which periodically 
reverses. 


Describe a pentode tube. 


Ans. A type of thermionic tube containing a plate, a cath- 
ode, and three additional electrodes. Ordinarily the three addi- 
tional electrodes are of the nature of grids. 
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"What is meant by percentage modulation? 


Ans. Theratio of half the difference between the maximum 
and minimum amplitudes of a modulated wave to the average 
amplitude, expressed in per cent. 


Describe a phonograph pickup. 


Ans. An electro-mechanical transducer actuated by a phon- 
ograph record and delivering power to an electrical system, the 
wave form in the electrical system corresponding to the wave 
form in the phonograph record. 


What is a phototube? 


Ans. A vacuum tube in which electron emission is produced 
by the illumination of an electrode. This has also been called 
photoelectric tube. 


What is meant by the plate in a vacuum tube? 


Ans. A common name for the principal anode. 


Describe what is meant by power amplification of an amplifier. 


Ans. The ratio of the alternating current power produced in 
the output circuit to the alternating current power supplied to 
the input circuit. 


What is meant by power detection? 


Ans. That form of detection in which the power output of 
the detecting device is used to supply a substantial amount of 
power directly to a device such as a loud speaker or recorder. 
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Describe what is meant by pulsating current. 


Ans. A periodic current, that is, current passing through 
successive cycles, the algebraic average value of which is not 
.zero. A pulsating current is equivalent to the sum of an alter- 
nating and a direct current. 


What is a push-pull microphone? 


Ans. One which makes use of two functioning elements 180 
degrees out of phase. 


Define the term radio-channel. 


Ans. A band of frequencies or wave-lengths of a width suffi- 
cient to permit of its use for radio communication. The width 
of a channel depends upon the type of transmission. 


What is a radio compass? 


Ans. A direction finder used for navigational purposes. 


Describe what is meant by radio frequency. 

Ans. A frequency higher than those corresponding to nor- 
mally audible sound waves. 
What is a radio-frequency transformer? 


Ans. Atransformer for use with radio-frequency currents. 


What is a radio receiver? 


Ans. A device for converting radio waves into perceptible 
signals. 
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Describe what is meant by radio transmission. 


Ans. The transmission of signals by means of radiated elec- 
tro-magnetic waves originating in a constructed circuit. 


What is a radio transmitter? 


Ans. A device for producing radio-frequency power, with 
means for producing a signal. 


Describe a rectifier. 


Ans. A device having an asymmetrical conduction charac- 
teristic which is used for the conversion of an alternating cur- 
rent into a pulsating current. Such devices include vacuum- 
tube rectifiers, gas rectifiers, oxide rectifiers, electrolytic recti- 
fiers, etc. 


What is meant by a Reflex circuit arrangement? 


Ans. A circuit arrangement in which the signal is amplified, 
both before and after detection, in the same amplifier tube or 
tubes. 


Describe what is meant by regeneration. 


Ans. The process by which a part of the output power of an 
amplifying device reacts upon the input circuit in such a manner 
as toreinforce the initial power, thereby increasing the amplifica: 
tion. This is sometimes called ''feedback"' or *'reaction"' 


What is a resistance coupling? 


Ans. The association of one circuit with another by means 
of resistance common to both. 
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What is meant by the term *'resonance frequency" of a reactive 
circuit? 


Ans. The frequency at which the supply current and supply 
voltage of the circuit are in phase. 
Describe a rheostat. 

Ans. A resistor which is provided with means for readily 
adjusting its resistance. 

What is the function of the screen grid in a vacuum tube? 

Ans. A screen grid is a grid placed between a control grid 
and an anode, and maintained at a fixed positive potential, for 
the purpose of reducing the electrostatic influence of the anode 
in the space between the screen grid and the cathode. 

What is secondary emission? 

Ans. Electron emission under the influence of electron or ion 
bombardment. 

What is meant by the term selectivity? 

Ans. The degree to which a radio receiver is capable of 
differentiating between signals of different carrier frequencies. 
What is meant by sensitivity? 

Ans. The degree to which a radio receiver responds to sig- 
nals of the frequency to which it is tuned. 

Describe sensitivity as applied to the photo-electric tube. 


Ans. The electrical current response of a phototube with no 
impedance in its external circuit. to a specified amount and kind 


80 Review Questions and Answers 


of light. It is usually expressed in terms of the current for a 
given radiant flux, or for a given luminous flux. In general the 
sensitivity depends upon the tube voltage, flux intensity, and 
spectral distribution of the flux. 


What is meant by the term ‘‘service band’’? 


Ans. A band of frequencies allocated to a given class of radio 
communication service. 


What is meant by the term ‘‘side band’’? 


Ans. The bands of frequencies, one on either side of the 
carrier frequency, produced by the process of modulation. 


What is a signal]? 


Ans. The intelligence, message or effect conveyed in com- 
munication. 


Describe what is meant by single-side band transmission. 


Ans. That method of operation in which one side band is 
transmitted, and the other side band is suppressed. The car- 
rier wave may be either transmitted or suppressed. 


What is static? 


Ans. Strays produced by atmospheric conditions. 


What is meant by the static sensitivity of a phototube? 


Ans. The direct current response of a phototube to a light 
flux of specified value. 
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Describe a stopping condenser. 


Ans. A condenser. used to introduce a comparatively high 
impedance in some branch of a circuit for the purpose of limiting 
the flow of low-frequency alternating current or direct current 
without materially affecting the flow of high frequency alter- 
nating current. 


What is meant by the term *'strays"? 


Ans. Electromagnetic disturbances in radio reception other 
than those produced by radio transmitting systems. 


Describe superheterodyne reception. 


Ans. Superheterodyne reception is a method of reception in 
which the received voltage is combined with the voltage from a 
local oscillator and converted into voltage of an intermediate 
frequency which is usually amplified and then detected to re- 
produce the original signal wave. This is sometimes called 
double detection or supersonic reception. 


What is meant by the term ‘‘swinging’’? 
Ans. The momentary variation in frequency of a received. 
wave. 


Describe a telephone receiver. 


Ans. Anelectro-acoustic transducer actuated by power from 
an electrical system and supplying power to an acoustic system, 
the wave form in the acoustic system corresponding to the wave 
form in the electrical system. 
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What is television? 


Ans. The electrical trahsmission of a succession of images 
and their reception in such a way as to give a substantially con- 
tinuous reproduction of the object or scene before the eye of a 
distant observer. 


Describe a tetrode vacuum tube. 


Ans. A type of thermionic tube containing a plate, a cath- 
ode, and two additional electrodes. Ordinarily the two addi- 
tional electrodes are of the nature of grids. 


What is meant by the term thermionic? 


Ans. It is a term relating to electron emission under the 
influence of heat. 


Describe what is meant by thermionic emission. 
Ans. Electron or ion emission under the influence of heat. 


Describe a thermionic vacuum tube. 


Ans. Anelectron tube in which the electron emission is pro- 
duced by the heating of an electrode. 


How does a thermo-couple ammeter operate? 


Ans. An ammeter dependent for its indications on the 
change in thermo-electro-motive force set up in a thermo- 
electric couple, which is heated by the current to be measured, 


What is meant by the term ‘‘total emission’’? 


Ans. The value of the current carried by electrons emitted 
from a cathode under the influence of a voltage such as will draw 
away all the electrons emitted. 
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What is meant by transconductance? 


Ans. The ratio of the change in the current in the circuit of 
an electrode to the change in the voltage on another electrode, 
under the condition that all other voltages remain unchanged. 


Describe a transducer. 


Ans. A device actuated by power from one system and sup- 
plying power to another system. These systems may be elec- 
trical, mechanical or acoustic. 


What is a transmission unit? 


Ans. A unit expressing the logarithmic ratios of powers, 
voltages, or currents in a transmission system. 


Describe a triode vacuum tube. 


Ans. A type of thermionic tube containing an anode, a 
cathode, and a third electrode, in which the current flowing 
between the anode and the cathode may be controlled by the 
voltage between the third electrode and the cathode. 


Describe a tuned transformer. 


Ans. A transformer whose associated circuit elements are 
adjusted as a whole to be resonant at the frequency of the alter- 
nating current supplied to the primary, thereby causing the 
secondary voltage to build up to higher values than would 
otherwise be obtained. 


What is tuning? 


ans. The adjustment of a circuit or system to secure opti- 
mum performance in relation to a frequency; commonly, the 
adjustment of a circuit or circuits to resonance. 
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What constitutes a vacuum? 


Ans. Vacuum is absolutely nothing, if we can conceive of 
such a thing. The degree of vacuum is measured in microns, 
one micron represents one-millionth part of the usual atmos- 
pheric pressure which is approximately 14.7 pounds per square 
inch. Thus a perfect vacuum would be zero microns; such a 
state is however only a theoretical ideal that can never be real- 
ized even with the most perfect laboratory technique. 


Describe a vacuum phototube. 


Ans. A type of phototube which is evacuated to such a 
degree that the residual gas plays a negligible part in its oper- 
ation. 

What is a vacuum tube? 

Ans. A device consisting of a number of electrodes contained 
within an evacuated enclosure. 
What is a vacuum tube transmitter? 


Ans. Aradiotransmitter in which vacuum tubes are utilized 
to convert the applied electric power into radio-frequency 
power. 


Describe a vacuum tube volt-meter. 

Ans. A device utilizing the characteristics of a vacuum tube 
for measuring alternating voltages. 
Define voltage amplification. 


Ans. The ratio of the alternating voltage produced at the 
output terminals of an amplifier to the alternating voltage im- 
pressed at the input terminals. 
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CHAPTER 5 


Radio Batteries 


There may be confusion in the minds of some as to batteries 
so a Classification of types and functions will be helpful, par- 
ticularly to the novice. 

Radio batteries may be classified according to the three ele- 
ments of the vacuum tube which they serve, as - 


“A” battery 
“B” battery 
“C” battery 


The three elements of the common vacuum tube, filament, 
plate and grid are often designated by the letters A,.B and C. 

The order in which the letters are assigned corresponds to 
the historical development of the tube. 

The heated filament is comparatively an old device and the 
battery which lights it is known as the filament battery or ‘‘A’: 
battery. 

The ‘plate was the second element to be invented and any 
battery used in the plate circuit is a “B” battery. 

A later invention is the grid and the battery in the grid cir- 
cuit is termed a “C” battery. 

The B battery, connected in the plate circuit, maintains the plate at proper 


pressure and supplies the energy which operates the head phones or loud 
speaker. 
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‘The length of the period of satisfactory results, however, depends upon 
the quality of the battery. No battery can give out more than is put into 
it. That is why extreme care should be taken in the selection of B batteries, 
in order to secure the best results possible from radio. All B batteries of 
standard makes when fresh will measure up to the required voltage and give 
equal results at the start, but the initial voltage does not indicate the length 
of its useful life, which in a 45 volt battery ends after it drops below 34 volts. 


FILAMENT PLATE, 





Fic. 1.—Hydrostatlc analogy illustrating function of the grid. Consider a U tube at the 
bottom center of which is placed a pet cock and in one side of which with the pet cock closed 
is placed a quantity of mercury. If this pet cock be opened wide, the mercury will immedi- 
ately seek its own level, that is, the same amount of mercury by weight will flow up into 
the other side of the U tube, and after oscillating for a few moments in an attempt to seek 
a level, it will come to rest. In the case of the'vacuum tube, the flow of this mercury which 
is the electron flow from the filament is controlled by means of the grid which is the pet cock at 
the bottom of the U tube, to the plate which is the other side of the U tube. 


NOTE.—The discriminatiny radio set purchaser is primarily interested in tone quality 
that is, the undistorted reproduction of the voice or instrumental music. Many factors govern 
tone quality. The'care used in the adjustment of the transmitting apparatus at the broadcast 
station and the scientific placement of the pick up microphone, as related to the acoustical 
properties in the studio have a direct bearing on-the tone quality of the broadcast program. 
The engineering design of the receiving set, together with the care used in its construction, are 
factors of considerable importance. The proper selection of the parts entering into the set; 
the scientific balance between the related parts are equally important. 
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A Battery. 


This battery performs one specific function, that of 
neating the filament in the vacuum tube. If, for any 
reason this A battery be low in voltage, there will be a 
consequent low rate of electron emissions and the re- 
ceiving set will not operate satisfactorily. 


B Battery. . 


lhis battery performs two specific functions in a 
receiving set. It insures a positive pressure on the plate 
of the tube to which the negative electrons which are 
emitted from the filament may flow and improves the 
quality of reception. 


C Battery. 


This battery functions as a governor on the grid or 
control device to retard or accelerate the flow of elec- 
trons from the filament to the plate. By so doing, the 
C battery permits a correct volume of electrons to flow 
from filament to plate thus controlling the plate cur- 
rent. which flows from plate to filament and allows the 
tube to be operated on the straight portion of the curve 
which insures quality reception. 


Testing Radio Batteries.—Much of the service life of dry cell 
B batteries in radio receiving sets depends on the conditions cf 
use together with the type and number of tubes. 

The term service hours is the total time that a battery will 
deliver the necessary current before it must be discarded from 
the set as being no longer useful. High service hours are, 
therefore, necessary for economical operation. 

Service hour tests are made by discharging batteries under 
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various conditions, usually through a constant resistance or at 
a constant current rate. The latter test is made by maintain- 
ing a constant current in the battery by means of an adjustable 
resistance. This type of test can be either continuous or inter- 
mittent with periods of rest between discharges. 

The intermittent test represents the service of a battery under 
usual broadcast listening use. 
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Fic. 2.—Diagram of service hours at var.ous currents from tests made on Burgess dry 
batteries. Discharge based on intermittent service of 2 hours per day to an end voltage of 
' 17 volts for a 2214 volt battery. 
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To determine the expected service hours of a B battery, it is only neces- 
sary to determine the average current drain on the battery and then pick 
off the service hours from curves fig. 2. In a receiving set however, 
it is almost impossible to estimate the plate current accurately as it is 
affected by the various constants of the receiving set itself. The. only 
correct way to determine this current is by measuring it with a milli-am- 
meter, and this method is recommended not only to determine the battery 
drain but as a means of checking the installation in the receiving set and 
of adjusting the Various tube voltages. 


The milli-ammeter offers a convenient method of testing the plate and 
grid battery conditions as well as checking the current drain of the set. 
When strong signals are received with the set, there should not be a fluctua- 
tion of the milli-ammeter pointer. A noticeable fluctuation indicates 





Fic. 3.— Weston plate or grid milli-ammeter for measuring the plate current of vacuum tubes. 
It will give a deflection for steady or pulsating direct current and wilt indicate the.average 
value of a pulsating current. Superimposed upon the steady plate current is the current due 
to the modulation which is an alternating current and will cause the total plate current to 
be a pulsating current varying at the same frequency as the modulation current. The milli- 
ammeter will again indicate the average value ot this current and if the tube be working at a 
point where it rectifies, this average value will not be the same.as the value of the unmodu- 
lated steady plate current and therefore fluctuate with the modulation. For perfect repro- 
duction, ampbfying tubes should not rectify and no variation in the indication of the milli- 
ammeter should occur. In practice however, on account of the properties of vacuum tubes, 
Some rectification will result, but by properly adjusting the grid bias, a minimum fluctua- 
tion in the plate current may be obtained consistent with good quality and volume. 
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Fic. 4.—Sectional view of Underwood dry B battery showing placement of cells, taps, etc. 


improper B or C battery voltages or both. When the C battery voltage is too low there will be a fluc- 
tuation of the needle toward zero with strong signals. 

In case the milli-ammeter hand vary up the scale, too low a B battery voltage is indicated. Erratic 
fluctuations indicate too low B and C battery voltages. 


The current at the installation of new batteries with a high voltage will be higher 
than the average current. Experience shows that the average current is about 1597, 


lower than the initial current. 
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For example if the initial current be 20 milli-amperes, the average can be 
estimated as being 17 milli-amperes. This figure then, is used to determine 
the approximate service hours from the curves, fig. 2. 


Either a hydrometer or a volt meter or both together may be 
used to test storage batteries. The hydrometer gives an indica- 
tion of the specific gravity or unit weight of the acid solution 
in the battery. The specific gravity gives a good indication 
of the charge in the battery. 


Specific Gravity 
(Table refers to Westinghouse Batteries) 


Type of Battery At Full Charge At Discharge 


All BRO and OB Batteries. . . . . . .. . ... ..... 1.285 1.100 
24-RG-2 Battery sees ee ete: 1:225 1.160 
JUL qoc C ED CE 1.240 1.165 


The following instructions are given by Westinghouse for 
hydrometer and volt meter tests: 


A Batteries.—4A hydrometer reading of 1.285* indicates a fully charged 
battery; 1.100 indicates a discharged battery. 


B Batteries.—Small special B battery hydrometers are now obtainable 
and their use is entirely satisfactory. B batteries are charged and dis- 
charged at the gravities given in the accompanying specific gravity table. 
Do not take a hydrometer reading immediately after adding distilled water 
to the battery. Such a reading would be incorrect as the water will float 
on the acid solution. No accurate reading can be obtained until charging 
has mixed the water with the acid. The hydrometer reading will be a 
correct indication of the battery charge so long as none of the acid is spilled 
and occasional overcharges are given. Be sure to replace the acid in the 
same cell it was taken from for test. 


*NOTE.—Occasionally during the life of a battery, a cell may read as low as 1.260 instead 
of 1.285. No harm will be done if the cell do not continue to decrease in gravity. Different 
gravities are used to obtain different results, Where a compact battery is desired acid space is 
limited and a high gravity solution (that is one having a high percentage of sulphuric acid) must 
be used to obtain the required capacity. Where there is plenty of space and the current re- 
quirements are moderate a lower gravity acid is used. 
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The table on page 91 gives the specific gravity of different types of 
batteries at charge and discharge. 


Never add acid or any other substance or solution to the battery, except 
distilled water. Recharge batteries as soon as they have reached the dis- 
charge points given previously. Do not allow batteries to stand in a 
discharged condition. About every fourth charge the batteries should 





Fic. 5.—Kleartone dry battery with top removed showing what the inside of a 45 volt B 
battery looks like. The illustration also shows at the right the one picce seamless zinc 
cup, and at the left the paper insulator and filter which fits inside it. ' 


be given an overcharge by leaving them on for two or three hours longer 
than necessary. This will insure keeping the plates in such condition as 
will enable them to give a maximum of capacity. 


If only alternating current be available, a rectifier of some kind to change 
the alternating current into direct current for charging the battery must 
be used. 
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Volt meter Test.—The individual cells of any radio battery: 
may be tested by means of a volt meter having a scale reading 
from 0 to 3. 


A Batteries.—The cells are discharged when the voltage drops to 1.8 
while the battery is being used at a normal rate. The cells are fully charged 
when the voltage averages from 2.4 to 2.6 for a period of several hours while 
the battery is on the charging line at the finish charge rate. 


B Batteries.—The B batteries should be immediately recharged when 





Fic. 6.— Willard A power unit and B battery charger. Zt is a combined trickle charger 
ana conventional radio battery charger with a two ampere rate available. This two ampere 
rate is held in reserve until such time as it is necessary to compensate for any excessive use 
of the receiving set. The battery has visible gravity balls and whenever it is found that the 
green ball shows a tendency to sink, the high charge rate should be reso ‘ted to until the bat- 
tery again come; back toa normal condition. The balance of the time. of course, the unit will 
be used as a straight trickle charger. A double partition is placed between the battery and 
charger compartments The charger is of the bulb type. 


any cell in the battery has dropped below 2 volts. The cells should be kept 
on the charging line until the voltage of the cells averages from 2.4 to 2.6 
for a period of several hours. Note carefully that voltage readings to de- 
termine discharge should be taken while the batteries are being used witk 
the radio set at a normal rate of discharge. Also note that voltage taken to 
indicate a charged condition is taken while the battery is on the charging 
line TAT at its normal rate of charge or at the finish rate if such be recom- 
mended., 
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A 6 volt battery is not charged when it reads 6 volts and a 24 volt battery 
is not charged when it reads 24 volts. A cell in good condition will show 
2.1 volts in a few minutes after being put on the charging line and some 
cells may show an even higher voltage. Thus a 3 cell battery would show 
over 6 volts and a 12 cell battery would show over 24 volts within a few 
minutes after being placed on charge. A 6 volt battery should not be taken 
off the charging line until it shows about 7.5 volts and a 12 cell battery 
should be charged until it shows about 30 volts. If a 6 volt battery be taken 
off the line at a voltage of 7.5 volts and allowed to stand idle for severai 





Fics. 7 and 8.— Willard B power unit. The rectifying units consist of 4 jars containing the 
electrodes. The rectifier is not the conventional lead aluminum ty pe but has one aluminum and 
one special electrode in each of the four jars. "This special electrode material prevents delay 
before going into action that is found where tne aluminum lead type of rectifier is used. Var- 
jable voltage taps for the detector and amplifier allow close regulation and insure maximum 
results from the receiving set. There is a fixed resistance inside of the power unit, held in 
fuse clips that looks very similar to a cartridge fuse. This, however, is a special resistor and 
should not be replaced. 


hours it will show a reading of about 6.3 volts, this is not due to any loss of 
charge or any trouble in the cell, but to the escape of gas from the cell and 
is a normal process. The voltage of the cell will then gradually decrease 
from 2.1 to 1.8 as the battery is discharged through use. 
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It is necessary to watch the voltage on B batteries more closely than on 
the A batteries. 


The amount that the voltage of a cell drops depends upon the quantity 
of current flowing and the resistance of the circuit through which it flows. 
The amount of current drawn from a B battery is small and not enough in 
itself to produce much of a voltage drop. The drop in voltage is due rather 
to the exhaustion of the plate than to the current flow. The result is that 
a cell that reads 2 volts to-day may read only 1 volt to-morrow due to the 
absolute exhaustion of the plates. 


The voltage of individual cells of the battery should be tested at frequent 
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Fic. 9.—Diagram showing method of charging Universal battery from alternating current 
with Universal chemical rectifier; connect B battery chemical rectifier and lamp as shown. 
The rectifier must be properly prepared for service by being filled with the chemical solu- 
tion before connecting. From 110 volt lines, one or two 24 volt batteries can be charged 
from one lamp by connecting the batteries in series (positive of one to the negative of the 
next). Use only a 25 watt lamp. For 24 volts this gives a charging rate of .083 ampere: for 
48 volts it gives a charging rate of .05 ampere. 


intervals and the battery recharged if one or more cells be much lower than 
therest. In using a volt meter care must be taken to procure an accurate 
instrument. 
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Charging Radio Storage Batteries.—A battery is not 100% 
efficient, and so in charging it is necessary to put about one 
quarter more current into the battery than is taken out. 






TO CHARGE FROM 
DIRECT CURRENT LINE 


Fic. 10.—Diagram showing method of charging Universal battery from direct current line. 
Connect B battery and lamp to the line as shown. The lamp will burn with less than normal 
brilfiancy when properly connected. If the lamp burn brighter than usual, turn the battery 
around. From 32 volt farm lighting plants only one 24 volt B battery can be charged from 
one lamp. 48 volt B batteries must be charged half (12 cells) at atime. Useeither a 10 watt 
or a 20 watt 32 volt lamp. A 10 watt lamp charges at .1 ampere; 20 watt lamp charges 
at .2 ampere. From 110 volt power lines, one, two or three 34 volt batteries can be charged 
from one lamp by connecting them in series (positive or one battery to the negative of the 
next). For one battery, 24 volts, use a 25 watt lamp. For two batteries, 48 volts, use a 40 
watt lamp. For three batteries, 72 volts, use a 60 watt lamp. The charging rate in each case 
will be about .2 ampere. ‘‘A” radio or automobile batteries can also be charged from direct 
current lines which include many small town and all farm lighting plants of 32, 65 and 110 
volts. The same “hook up” is used as on the B battery except more and larger wattage lampe 
are used. The number and size of lamps depends on voltage of plant and size of battery. 


For instance if 80 ampere hours be taken from an 80 ampere hour battery 
it will require 100 ampere hours to charge it fully. To do this it will take 
fifty hours charging, if the charger have a capacity of 2 amperes or 20 hours 
charging with a 5 ampere charger. 
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If in doubt as to the kind of current furnished, consult the 
electric light company. Batteries can be charged only with 
direct current. If the supply be direct current, only a rheostat, 
resistance, or lamp bank will be needed to limit the charging 
current to the rates given herein. Note that a finish charge 
rate is shown for some batteries. 
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Fic. 11 —Globe Jewell A-B- relay. This relay is a magnetically operated switch so arranged 
that when the filament switch of the radio receiver is off, the trickle charger or A power is 
Operating to charge the battery. When filament switch is on, the B eliminator is auto- 
matically turned on and the trickle charger or A power is cut off. The use of this relay per- 
mits control of A power or charger and battery and eliminator by means.of one switch regu- 
larly provided on the receiver and commonly known as the filament switch. It can be used 
in connection with any receiver having four or morg 5 volt tubes. When used in connection 
with receivers having ten 201A tubes the total drop through the relay is only .3 volts 
which is considerably less than the difference between the battery and the tube voltage. 1f 
a standard charger be used, which charges at a relatively high rate, or more than 1 ampere, 
it can be left plugged into the relay only until the battery is fully charged. It should then 
be disconnected from the relay in order not to overcharge the battery. The relay will then 
serve to turn the B eliminator on and off, 


It is necessary to reduce the charging rate in some batteries to avoid 
overheating them at the end of the charge. Charging the batteries at higher 
rates than given is harmful to the plates and shortens the life of the bat- 


tery. 
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The temperature of the battery must not be allowed to rise over 100° 
F., and if more than the slightest degree of warmth be perceptible to the 
hand the charge rate should be reduced or discontinued for a while. 


Overcharging has a tendency to dislodge the active material from the 
plates. Before charging the battery add sufficient distilled water to cover 
the plates and separators but do not fill so that the solution touches the 
inside of the cover. 


Vent plugs must be unscrewed if the charging rate beat all high, but may 
be allowed to sit loosely in the vent See that holes in vent plugs are open. 
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Fic. 12.—Vesta dry rectifier socket power "A" unit trickle charger. This unit is built 
in glass ror clear visibility of all that is going on inside the unit and with the dry rectifier. 
This trickle charger operates through the medium of discs of two dis-similar metals, the 
elements being aluminum and copper sulphate. This construction gives contact at three 
points maintained under a central spring pressure to obtain efficient contact ana eliminate 
heat. The low charging rate is .5 and the high rate 1314 amperes. Uses the tull wave for 
rectification. This unit, which included battery of either 4 or 6 volt sizes, has a built in 
visible hydrometer. An automatic relay is provided. This relay disconnects tne charging 
current from the battery when set is turned on and if used with a B socket power unit not 
equipped with a relay, automatically connects the B when set is turned on. 


A and B radio batteries can be charged in the home with any 
one of the many chargers on the market as 


1, Bulb type rectifiers, such as Silver Beauty, Eagle Unitron, 
Tungar, Rectigon; 
2. Chemical rectifiers such as Balkite, Universal; 
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Fic. 13.—Globe Silite trickle charger. This charger uses the new metallic glass clement, silite, 
adapted to storage batteries preferably not over 60 ampere hour capacity. This coinbination 
will meet the requirements up to six or eight tube sets which are not used on an average of 
more than four hours a day. Charges at .6 to .75 ampere rate and may be used with either 
4 or 6 volt batteries. 
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Fic. 14.—Diagram showing method of charging A batteries with Willard charger from 110 
volt a.c line. 
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3. Resistance type from direct current only 
(rheostat or bank of lamps). 

The charging equipment as specified in 1 and 
2 1s to be used where alternating current only 
is available. Batteries can be charged only from 
direct current, and if only alternating current 
be available then a rectifier of some type must 
be used to change the alternating current to 
direct current. If direct current be available 
a resistance type 3, is necessary to reduce the 
charging rate to that given on the name plate 
of battery. These various methods of charging 
are shown in the accompanying illustrations. 





Fic. 15.—Universal chemical rectifier for charging B batteries from 110 volt alternating current 
line. When attached to any electric light circuit D batteries may be charged. 
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Fic. 16.—Set up of batteries, switches and Westinghouse charging apparatus for charging 
A and B batteries. 
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Charging A Batteries —When the gravity of an A battery 
is shown to be low it should be placed on charge. There are 
many chargers on the market that are suitable for charging the 
A battery and the instructions for the use of this charger 
should be followed very closely. In every case the leads will 
be marked as to their polarity and the greatest care should be 
taken to be sure that the positive lead of the charger goes to the 
positive pole on the battery and the negative of the charger 
to the negative of the battery. Turn on the charger and if it 





Fic._17.—Set up showing connections for charging a 6 volt A battery from 110 volt alternat- 
ing current house lighting circuit using Westinghouse Rectigon charger. 


have a meter on it showing charge or discharge be sure that 

the battery is charging. If the charger do not have a meter, it 

is a good policy to note any change in gravity of the electrolyte 
' by the use of a hydrometer. 


If the gravity start to rise, it indicates that the battery is charging. 
Charge until all cells gas freely and until the gravity stops rising. This is 
found by taking a hydrometer reading. After two hours take another 
reading and if the gravity has risen, keep on charging. Continue to take 
readings at intervals until the gravity does not show an increase, then the 
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Fic. 18.—Set up showing connections for charging a 6 volt A battery from a 32 or 110 volt 
direct current line by means of a lamp bank. Adding lamps to the bank will increase the 
rharge rate. Using lamps of larger wattage will also increase the charge rate. 
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Fic. 19.—Set up showing connections for charging 2 B batteries in series from a 110 volt direct 
current line. The lamp is shown in the negative lead but may be connected in either lead 
Not over 3 batteries may be charged in series from a 110 volt line. 
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battery is fully charged. The charging leads should be disconnected im- 
mediately after the rectifier is shut off, unless a trickle charger is being used. 


Before recharging the A battery, its leads to the receiving set should be 
removed, otherwise the vacuum tubes are liable to be damaged. 


In case direct current be the source of power, a rectifier is not required 
and the battery may be recharged directly from the line by the use of a 
lamp bank; that is, a series parallel of lamps in series with the battery as 
in fig. 20 It is important when charging from direct current that the 
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Fic. 20.—Diagram showing method of charging A battery through a lamp bank on 110 
ər 220 volt d.c. line. 


correct polarity of the line be obtained. This may be secured by placing 
the leads in a glass of water. Bubbles will arise from the negative lead. 
If bubbles arise from both leads, that having the greater number is the 
negative lead. It is well after the polarity is found to use sume distinguish- 
ing mark for future reference. 


If the source of current be 32 volt direct current, the more efficient way 
to charge an A battery from the standpoint of current consumption is to 


charge it from the lighting plant while the 32 volt battery is being charged 
as in fig. 21. 
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Fic. 21.— Diagram showing method of charging A battery from 32 volt farm lighting plant. 
Fic. 22.—Diagram showing method of charging B battery using Willard rectifier. 


Where the current source is 110 or 220 volt direct current it is more efficient from a standpoint of cur- 
rent consumption to charge A batteries from a motor dynamo than by a lamp bank. 

In most cases however, a motor dynamo of the 110 or 220 d.c. type is not available, and in such cases 
it will be necessary to use the lamp bank charging method as shown in fig. 20. 
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Fic. 23.—Diagram showing charging switch circuit for two 48 volt units. 
FiG 24 — Diagram showing charging switch circuit for one 80 volt unit using Willard rectifiers. 


Charging B Batteries.— 


ing set should first be removed. 


fig. 24. shows how batteries may be charged from 1 10 
volts alternating current by the use of the Willard colloid rectifier. Place this rectifier 
in series with a 110 volt lamp as shown in the diagram, being sure that the positive pole 
of the battery goes to the aluminum of the rectifier which is plainly marked on the 
rectifier and battery. As in recharging an A battery, the B battery leads to the receiv- 
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It is possible to charge only 48 volts of B battery with one 
rectifier in series at one time from a 110 volt line. The 80 volt. 
battery must be charged in two sections of 40 volts each. If 
it be desired to charge two 48 volt units or one 80 volt battery 
at the same time, use the scheme of connection shown in fig. 

23.- or fig. 24. If three 48 volt units are to be charged at 
the same time use either fig. 22— for one of the units and 
fig. 23 — for the other two, or three separate hookups as 
shown in fig. 22. 
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fic. 25.—Diagram showing method of charging 48 volt B battery from 32 volt d.c. line. 





In cases where it is necessary to use two or more colloid rectifiers in series 
on a 220 volt a.c. circuit, first place one rectifier on line until lampis dimmed, 
then replace this with thé other rectifier until lamp is dimmed. Then 
put both rectifiers on the line. In using a switch in the circuit to charge 
two 48 volt units from 110 voit a.c. line, the detector tap should be changed 
to 48 volts for charging as shown in Fic. 23, 


When charging has been completed the detector tap may then be shifted 
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back to the voltage demanded by the individual set if it do not happen to 
be 48 volts. When 110 volts d.c. is the source of power, the rectifier is not 
required and all that is necessary is to use a 40 watt 110 volt lamp in series 
with the battery and the line, being sure that the correct polarity is obtained 
as previously described. 


In case of 32 volt d.c. such as the farm lighting plant, etc. one 20 to 24 
volt section of B battery may be recharged at one time. This is accom- 
plished by the use of a 32 volt 20 watt lamp in series with each 20 to 24 
volts of battery, being sure that the correct polarity of the line is first ob- 
tained. 







CHARGING 48 VOLTS 
SIZE OF LANP CHARGING CURRENT 
25 WATT ; 45 AMPS 
40 WATT i23 AMPS 
60 wATT 335 AMPS 
75 WATT :44 AMPS 
NORMAL CHARGING RATE .25 AMPERES 
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Fic 26.—Diagram showing method of charging 24 volt B battery from 110 volt d.c. lines. 


For charging Willard battery type HR-155 from 110 volt d.c. line con- 
nect as in Fic.26.- inserting a 32 volt 25 watt lamp in place of the 115 
volt lamp as indicated. For charging HR-155 from a 110 volt a.c. line,. 
hook up as shown in Fic 24, 


Battery Hook Ups.—By using different combinations ‘any 
desired voltage may be obtained. It is important to have the 
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correct polarity of A and B batteries when connecting them to 
the radio set. There should be no difficulty as the terminals are 
plainly marked. 

To obtain different voltages, the following combinations may 
be used: Two 48 volt units in series giving 96 volts; one 48 volt 
unit and one 80 volt unit in series giving 128 volts; three 48 - 
volt units in series giving 144 volts, or two 80 volt units in 
series giving 160 volts. 
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Fic. 27.—Dnagram showing two 48 volt B batteries connected in series making 96 volts. 
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Fic. 28,—Diagram showing C battery as part of a regular B battery and this is recommended 
where a radio set is so wired that the negative A and negative B battery leads are connected 
together; 1, negative C tap; 2, positive C tap; 3, negative B tap; 4, positive B tap; 5, detector 
tap at 22 volts. For proper operation as a C battery the negative B lead is extended to any 
number of cells which are to be used as a C battery. In this particular diagram, 6 volts or 


3 cells are utilized. However, this hook up should not be used where the negative B battery 
lead goes to the positive A. 
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CHAPTER 6 


Electrical Measuring 
Instruments 


Galvanometers.—Instruments designed for measuring small 
amounts of electricity may be called galvanometers, although 
a galvanometer is generally employed as an electro-dynamic 
instrument used to indicate current. 

There are numerous kinds of galvanometers designed to 
meet various requirements such as the astatic, tangent, differen- 
tial, ballastic and D’ Arsonval types, which according to their 
design may have either a movable magnet and stationary coil 
or a stationary magnet and movable coil. The above types may 
be designed with a short or long coil, and the indications or 
‘deflections are given in several ways, depending upon the 
various uses. 


The Tangent Galvanometer.—In the tangent galvanometer 
the sensitivity is directly proportional to the number of turns 
in the coil, and inversely proportional to its diameter. The 
strength of the current may: be calculated in c.g.s. units when 
the dimension of the instrument is known, by the üse of the 
following formula: 


xig 
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in which H is the galvanometer constant representing the hori- 
zontal force of the earth’s magnetism for the place where the 
galvanometer is used; 7, the radius of the coil in centimeter; 
0, the angle of the needle deflection in degrees; and J , the cur- 
rent in c.g.s. units. 


TERMINAL 





MAGNETIC 
NEEDLE 


+ 


FIG. 1—The tangent galvanometer consists essentially of a short magnetic 
needle suspended at the center of a coil of large diameter and small cross- 
section. In practice the diameter of the coil is approximately 17 times the 
length of the needle. If the instrument be so placed, that when there is no 
current in the coil, the suspended magnet lies in the plane of the coil, that 
is, if the plane of the coil be set in the magnetic meridian, then the current 
passing through the coil is proportional to the tangent of the angle by which 
the magnet is deflected from the plan of the coil or zero position, hence the 
name: ''Tangent galvanometer." 


When the tangent galvanometer has more than one turn the 
factor 2% should be multiplied by the number of turns (N) on 
the coil. 


Example.—Find the current in a tangeni galvanometer having 
a coil of 25 centimeter radius, when the needle deflects an angle 
2f 10 degrees. Assume H — 0.2066 


& 
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rTXH 25 X0.2066 


I =0.145 c.g.s. units or 1.45 amperes. 





Solution.—/ = 


If it be desired to determine the tangent galvanometer con- 
stant for a certain location, the current through the galvano- 
meter may be measured by inserting an instrument of known 
accuracy in the circuit. 

With the circuit of known value the galvanometer constant 
can be computed from the following formula as follows: 


| AXT* XI 
Hes rxigh 


This type of galvanometer however, has a number of dis- 
advantages of which the following are the most prominent. 


1. The coil being much larger than the needle, and hence far 
away from it, reduces to a considerable extent its sensitiveness. 


2. The readings are effected by an external magnetic field 
which may exist in the neighborhood of the instrument. 


3. Accuracy of readings may be lessened by changes in the 
earth's magnetic field, which changes may be of considerable 
proportions especially during magnetic storms. 


D'Arsonval Galvanometer.—In this type of galvanometer 
the aforementioned disadvantages are largely eliminated. 

The principal design is shown in figs. 2 and 3. In this instru- 
ment the indicating needle is attached to a coil of wire, through 
which the current flows, and inside of which is an iron core. 
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The coil is free to turn with the core which is held in place with 
a pin, and suspended between the poles of a horseshoe magnet. 
When the current to be measured flows through the coil, a mag- 
netic field is set up in and around it, causing the coil to turn. 
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FIGS. 2 and 3—Drawing showing essential features of construction and prin- 
ciple of operation of D’Arsonval type galvanometer. 


This rotating tendency is prevented by the twisting of the wire 
which suspends the loop. By planning the weight of the wire 
used, the number of turns in the coil and the amount of resist- 
ance used, this galvanometer can be used for determining small 
amounts of currents. It is on this principle that many commer- 
cial types of current measuring devices is based. 

The readings of the galvanometer may be facilitated by 
means of a mirror which is usually attached to the coil in such 
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a way that a beam of light from a light source directed to the 
coil by a lense system, will be reflected back on to a semi- 
circular graduated scale placed at a suitable distance from the 
mirror as shown in fig. 4. 
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LIGHT RAY | 
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FIG. 4—Arrangement to obtain enlarged view of mirror movement. 


In this way a small deflection of the coil and mirror will 
produce an enlarged amplification of the beam of light on the 
scale, which reading may be accurately accomplished by means 
of a telescope. 
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Electrochemical Current Measurements.—Another method 
of current determination is by utilizing the amount of the 
chemical decomposition the current causes in passing through 


the electroylete in a cell. 
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FIG. 4a—Weston model 440 movable coil galvanometer. 


If a constant current of (J) amperes is passed through the 
electrolyte during (/) seconds, the weight increase on the 
cathode in milligram (M) is direct proportional to the amount 
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of current multiplied by the electrochemical equivalent of the 
metal (C) and the time of current flow. 


M=CxIxt 
For J =1 ampere and ¢=1 second; M =C. 


Among the various apparatus based on the electrochemical 
effect of an electric current are: 


The weight voltameter 
The gas voltameter. 


GALVANOMETER 










CATHODE 
=j (Platinum Bowl) 


RESIGTOR 






SWITCH BATTERY 


i 
FIG. 5—Diagram of connection to obtain current strength by use of a silver- 


voltameter. Example: What is the current strength in amperes when after 
20 minutes the silver deposit on the cathode is found to be 1.34 gram. 







+ 





iu 





: M 1,340 
Solution: M—-CxIxtorI1-—-—- 9*7"  .-] e 
* ISOLE BEP 


A typical silver voltameter is depicted in fig. 5 and functions 
principally as follows: The cathode on which the silver is de- 
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posited consists of a platinum bowl not less than 10 centi- 
meters in diameter and from 4 to 5 centimeters in depth. 

The anode consists of a disc or plate of pure silver, some 30 
square centimeters in area and 2 to 3 centimeters in thickness, 
which is horizontally supported in the electrolyte near the top 
by a silver rod rivited through its center. 

To prevent the disintegrated silver which is formed on the 
anode falling upon the cathode, the anode should be wrapped 
around with pure filter paper, secured at the back by suitable 
folding. 

The liquid consists of a neutral solution of pure silver nitrate 
(Ag NOs) containing approximately 15 parts by weight of the 
nitrate to 85 parts of water. 


Direct Current Meters.—Most electrical measuring devices 
are fundamentally current measuring devices, being either 
voltmeters, milliammeters. or microammeters. 


Construction.—Such a meter consists of a horseshoe magnet 
between the two poles of which is suspended an armature to 
which is attached a pointer and a spring arrangement to hold 
the pointer to its zero position when no current is being passed 
through the meter coil. 


How the Current is Measured.—When a current be passed 
through the armature coil, it becomes an electromagnet, with 
two poles of opposite polarity, and the reaction between the 
energized coil and the permanent magnet causes the coil to 
rotate on its axis so as to facilitate the attraction of the unlike 
poles and the repulsion of the like poles of the two magnets. 

The amount of movement is determined by the balance 
attained between the resiliency of the spring mechanism and 
the strength of the magnetic field set up around the coil, and 
since the strength of the magnetic field set up around the coil is 





Electrical Measuring Instruments 117 


determined by the amount of current flowing through it, the 
movement may be calibrated in unit of currents, or in any other 
unit such as volts, ohms or microfarads, all of which possess a 
definite relationship to the unit of current. 





FIG. 6—The essential parts of the instrument are: A, spiral spring; C, coil; 
K, soft iron core; M, permanent magnet and P, pointer. Current passing 
through the coil causes the moving system to turn against the restraining 
force due to the influence of the permanent magnet. 


Connection of Meters.—A meter calibrated for current 
measurement in terms of amperes or fraction thereof, usually 
has a comparatively low resistance and is connected in series 
with the circuit in which the current is to be measured, whereas 
a potential pressure measuring meter or voltmeter is of com- 
paratively high resistance and is connected across the circuit, 
across which a potential pressure is to be measured. 
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Direct Current Ammeters.—The ammeter as already de- 
scribed, is an instrument of low resistance, and is always con- 
nected in series with the current it is desired to measure. It is for 
this reason that the series resistance usually found in voltmeters 
are omitted. 


AMMETER VOLTMETER 
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FIG. 7—Indicating method of connecting for determination of current flow 
and pressure in a circuit. 


Ammeters are employed for current measurement in all 
branches of electrical work and may be designed for measure- 
ment of from a few milliamperes up to thousands of amperes. 

A milli-ammeter therefore is an ammeter which measures 


divisionsof currents in T.000 9f an ampere, whereas an ammeter 
, 


employed in measurements of larger amounts of current meas- 
ures amperes in units of 1 to 100 or more. 
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Using a Miliammeter as a Voltmeter.—As previously 
pointed out the only difference between a voltmeter and a 
milhammeter is that a voltmeter has a high resistance con. 
nected in series with the moving coil. 


Hence by connecting accurately fixed resistances in series 
with the milliammeter, it is possible to make a very useful 
voltmeter that may be employed to read filament voltages, 
plate voltages, C voltages, the output voltage of B-power 
units, etc. 

Of course it is self evident that the accuracy of such a con- 
verted meter depends upon the accuracy of the milliammeter, 
and the fixed resistance used. 


The table shown gives the value of resistances required with 
different milliammeters to read voltages from 1 to 1,000 volts. 


VOLTAGE MULTIPLIER FOR MILLIAMMETERS 





Milli- 1,000 10,000 | 100,000 | 3,000,000 
Amperes | Ohms Ohms Ohms Ohms 
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Example.— Jf a 5 milliampere meler is to be employed to read 
vollages up to 50 volis, what resistance should be used? 


‘Solution.—From table, the resistance required is 10,000 


ohms. According to Ohm’s law, E=/R or R-- = E 
from which R — 16,000 as already obtained from table. 





um E 
a —— 
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Likewise, if a l-milliampere meter is to be used to read 
voltages up to 1,000 volts, then a 1-megohm resistance is placed 
in series with it. 

If the values of resistance required to read voltages is not 
found in the table, the resistance may be obtained by calcu- 
lation in the same manner as that already shown. 

Resistors with a wattage rating of one watt will be satisfac- 
tory for all those values given in the table, however, it is advis- 
able to use resistors with a rating of approximately 5 watts so 
that there will be little possibility of the value of the resistance 
changing due to the heating effect (/?R). 

_ Also, resistors with a 5 watts rating operating considerably 
below their rated dissipation, will be likely to hold their calibra- 
tion a longer time then resistors of lower wattage. 


The Direct Current Vottmeter.—Since the current through a 
meter is proportional to the voltage impressed at its terminal, 
any ammeter as previously described may be used as a volt- 
meter. 

In this case however, a resistor of high value must be con- 
nected in series with the movable coil, because if an ammeter 
were connected directly across the line, it would immediately 
burn out due to the low resistance in its coil. 

The high fixed resistance connected in series with the moving 
coil is considered as part of the meter. 

Assume that the moving coil milliammeter, as used in the 
previous example, is to be utilized for a voltage measurement of 
110 volts at full scale deflection, the allowable current drain to 
be 1 milliampere, what will be the value of the series resistance? 

It is evident that the resistance unit must be of such a value 
that when the voltage across the terminal is 110 volts, exactly 1 
milliampere will flow through the resistance and meter coil at 
full scale deflection of the pointer. 
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By Ohm’s law is obtained: 


110 


R 2 0:001 = 110,000 ohms 


VOLTMETER 
(2-Scales) 







CONNECT TO 
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OF SOURCE 
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—55 VOLTS 


SERIES 
RESISTANCE 


FIG. 8—Connection of multiplier resistance to 2-range voltmeter. 


As the moving coil resistance is very small compared with the 
series resistance, it may readily be omitted for most practical 
problems. 


Thé series resistance or multiplier resistance may be tapped at 
various places to obtain more than one voltage range, and is 
usually placed inside the voltmeter case and connected in series 
with the coil. See fig. 8. 


122 Electrical Measuring Instruments 





If the voltmeter with the 110,000 ohms series resistance be 
tapped at its center, the voltage range for the same current 
drain would be E =0.001 55,000 =55 volts. 

In order to obtain proper needle deflection the binding posts 
of the meters are marked + (plus) and — (minus). The post 
marked + should always be connected to the positive of the 
line and either of the other binding posts to the negative side. 
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FIGS. 9 and 10—Two methods of connecting multipliers to a voltmeter. In 
fig. 9, one resistor is tapped at the various points to obtain the proper multi- 
plier values for each scale as shown. This arrangement obviously is eco- 
nomical in that only one resistor need to be used. However, the disadvantage 
being that if an opening occur for example to the left of the 10 volt tap, the 
voltmeter will be rendered useless until the fault is being repaired, whereas 
if an opening occur within a resistance when connected as shown in fig. 10, 
only that particular scale will be effected. 
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How to Arrange Resistors for a Multi-Range Voltmeter.— 
Resistors for multi-range voltmeters may be arranged in various 
ways as shown in figs. 9 and 10. Each resistor will give a cer- 
tain definite voltage drop, and should be of the so-called pre- 
cision type, unaffected by nominal temperature changes. 

Voltmeters suitable for radio work usually have a resistance 
of 1,000 ohms per volt. 
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Inspecting the resistance arrangement in fig. 10 it is found 
that when using the 0-100 volt the circuit resistance is 100,000 
ohms and when using the 0-250 volt scale, 250,000 ohms, etc. 


VOLTMETER 
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FIG. 11—ITlustrating how to increase voltmeter range by adding series resist- 
ance. 


0.001 AMP. 


To compute the resistance to be inserted to obtain a certain 
voltage range, no difficult mathematical formulas need to be 
employed. 

According to Ohm's law E =I X R; hence to obtain a voltage 
drop of 100 volts for example, with a current drain of 1 milli- 


100 
ampere, a resistance of 0.001 °F 100,000 ohms should be 
inserted. 


Example.— Assume that the volimeter shown in fig. 11 which 
has a range of 250 volts and a resistance of 250,000 ohms must 
be changed so as to enable it to be used on 1,000 volis, what value 
must a resistance connected in series with the existing multiplier 
have? 
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1000 
Solution.—The multiplying factor = 250 7 4 
using Ohm's law E — IR; 1,000 «0.001 (250,000+.X) 
or 1,000 2250 4-0.001X ; from which X — = 750,000 ohms. 


The resistor to be inserted should have a value of 750,000 
ohms and each reading taken after insertion of this new resist- 
ance should be multiplied by 4 to obtain the true voltage. 


A Combination Volt-Ammeter.—Since the construction of a 
voltmeter and ammeter is the same, the difference being that 
in an ammeter resistors are placed parallel to the moving coil, 
while in the voltmeter resistors are placed in series with the 
moving coil, it is possible that by employing a proper switching 
arrangement, to use a single instrument for measurement of 
both volts and currents. A typical arrangement of this kind is 
shown in fig. 12 and 12a. 

Other meters of this type may have in addition to the voltage 
and current scale, a resistance or ohmmeter scale, which makes 
it convenient to check the value of a certain resistor. It is to be 
observed that an ohmmeter is simply a low current d.c. volt- 
meter, provided with a source of voltage usually consisting of 
dry cells, which are connected in series with the unknown 
resistance. 

An instrument of this sort is shown in fig. 13 and it may 
readily be seen that the instrument is rather complicated with 
its various scales, switches and terminals. 

When using this type of instrument great care should be 
observed so as to minimize contact resistance. Hence the 
ordinary selector switches should be substituted for toggle 
switches if possible. 

Before the use of a multi-purpose meter a precautionary 
examination should be taken to make sure that the respective 
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FIG. 12—Schematic or simplified diagram showing principal method of circuit 
hook-up and switching arrangement when using a volt-ammeter instrument. 
Current measurement: When it be desired to employ the meter for current 
measurement, the current voltage selector switch is closed towards A, after 
the proper shunt has been seleeted. Volfage measurement: For voltage 
measurement the meter is connected across the load after selection of 
proper resistor, and the current voltage selector switch is closed towards V. 


controls are properly adjusted, to prevent the instrument from 
serious damage. 

When measuring unknown values of currents, it is an excellent 
idea to begin with the highest range, and thus identify the 
proper range for most accurate measurement. 
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When using the instrument as an ohmmeter the instrument 
should never be connected across a circuit in which current is 
flowing, i.e. the receiver power should be turned off when 
resistance measurements are obtained. 


TO SOURCE 
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FIG. 12a—Outline of principal construrtion details of a combination volt- 
ammeter. 


Shunts and Their Use.—All ammeters for use in direct cur- 
rent measurements may be designated to pass a similar amount 
of amperes, although the actual amount of current in the circuit 
may differ greatly. 

The main difference between the various ammeters is in the 
type of shunts employed. The function of a shunt is to pass a 
certain definite amount of the circuit current through the meter. 

If the full amount of current were allowed to pass through 
the ammeter, the ammeter coil would of necessity have to be 
of heavier wire and thereby increase the size and cost, and also 
cut down the sensitivity of the entire moving element. 
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FIG. 12b—Front view Of typical combination type volt-ammeter. 
(Courtesy Weston Electrical Instrument Corp.) 


A shunt will carry a certain ratio of the total current depend- 
Ing upon the ratio of its resistance to the resistauce of the 
ammeter coil; this makes it possible to use the same sensitive 
ammeter for different current carrying ranges by merely 
shunting or by-passing a portion of the current. 

The size of the shunts required are designed from a knowledge 
of the proportional current to be measured, and of the existing 
resistance of the ammeter coil. 
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FIG. 13—Typical volt-milliamp-ohmmeter. (Courtesy Weston Electrical In- 
strument Corp.) 


Example.—74f a milli-ammeter giving full scale deflection on 500 


milliamperes ( — of an ampere is required to be changed so 


DES FEM CEL OORT 
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as to enable the measurement of currents up to 5 amperes, what 
size of shunt should be used? 
Solution.—The increase in current for full scale deflection is 
5 ' 
then 77 or 10 times; hence each scale reading would have to be 
multiplied by 10 for each actual current indication. 


The resistance therefore, of the coil and shunt combined, in 
order to permit 10 times the current to flow through, would 


1 
have to be such that the coil would carry 10 of the current and 


Pea a, 
the shunt the remaining 10 of the total current. By formula: 
The shunt resistance is equal to the meter resistance divided by 





— T s E 
the multiplication factor less one or R= zen which: 
R is the resistance of the shunt; 


n is the multiplication factor or the number indicating how 
many times the meter range is to be extended or multiplied; 


T is the internal resistance of the meter. 
From th» above it follows that the shunt resistance would 


] 
have to be 16 of the coil resistance. 


2 
If the meter coil has a resistance of 10 of an ohm the shunt 
resistance would have to be 


V2 2 


191190 


or 0.0022 ohms approximately. 


Hence a shunt having a resistance of 0.0022 ohms must be 
connected across the meter. This resistance should be of a size 
sufficient to carry the current without overheating. 
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FIG. 14—Arrangement in which shunts Ri, R: and R; may be utilized for vari- 
ous size current measurements. In the case where the meter has only one 
scale, current indication shown on meter should be multiplied by the value 
of the multiplication factor given for each shunt. 


Hot Wire Instruments.—The action of this meter depends 
upon the heating of a conductor by the current flowing through 
it, causing an expansion which in turn sets in motion an index 
needle or pointer, the movements of which by calibration are 
made to correspond to the amount of the actuating currents. 
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FIG. 15— Various ammeter connections and method of showing connections. 
As connected in (A) it is obvious the ammeter coil must carry the total 
current in the circuit. If this current is greater than the meter coil is per- 
mitted to carry, then part of the current should be allowed to pass through 
the shunt as shown in (B), (C) or (D). A shunt as shown at (C) consists of 
one or more sheets of a special alloy, fitted at each end into grooves of two 
copper blocks, which are provided with means for connecting the shunt into 

the circuit with the main conductor and with the meter. 


This type of meter is frequently employed in radio work on 
account of its ability to measure either direct or alternating 
current. 

The principal defects of this type however, are: 

l. Scale divisions will not be uniformly spaced, since the 
heating effect and movement of the pointer depends upon the 
square of the current (7? R) flowing through it. 

2. They are somewhat erratic in the readings near the zero 
point. 
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3. They are sluggish in operation and their readings are 
effected by changes in room temperature. 

4. The actuating wire has a tendency to expand when not in 
use, hence it is necessary to set the pointer back to zero before 
sending a current through it. 

5. They are uneconomical, 1.e. the current consumption is 
considerably in excess of that in other types. 
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FIG. 16—Simplified diagram illustrating the construction of a hot wire instru- 
ment. N, represents a silk thread connected to spring S, wound around 
pully P, and attached to a bead threaded on wire 1B. Wire 1B, made of 
platinum alloy, is connected in the circuit whose current is tc be measured. 
This wire lengthens, due to the heating effect (PR) when a current flows 
through it. The slack is taken up by spring S, causing pulley to turn and 
move the pointer over the scale. 


Thermocouple Instruments.—In this type of instrument the 
direct or alternating current to be measured is sent through 
heater (H) fig. 17, which heats the junction of two dissimilar 
metals. 

When two dissimilar metals are joined together and their 
junction heated, a voltage is generated which is proportional to 
the temperature difference between the heated junction and the 
open end of the thermocouple. 
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A sensitive milliammeter is connected to the open ends and 
is generally calibrated to indicate the current through the 
heater. For measurements of very small values, the heater and 
the thermocouple are enclosed in an evacuated glass bulb to 
prevent oxidation. 


SCALE OF THERMAL AMMETER 
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FIG. 17—Schematic thermocouple arrangement and connection to sensitive 
milliammeter. Note: Unequal division of instrument scale. 


This vacuum tube thermocouple is usually mounted under 
the sub-base of the meter. The thermocouple instrument may 
be used on either alternating or direct current and is extensively 
used in radio and general high frequency work. 
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An instrument of this type however has certain disadvantages 
compared with various other instruments, as follows: 

1. The motion of the pointer along the scale will increase 
approximately in proportion to the square of the 7.f. current 
sent through the thermocouple. Hence the instrument scale 
will not have equal divisions. 





FIG. 17a—Weston Model 622 Thermo A.C.-D.C. Milliammeter. 


2. The thermocouple is sensitive to overloads and may burn 
out if excessive amounts of current be sent through it, in which 
case the thermocouple will have to be replaced and the instru- 
ment recalibrated. 


Det ee el ae — — 
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Electrodynamometer Type Instrument.— This type of instru- 
ment can be employed on either alternating or direct current. 

Figs. 18 and 19 show a typical instrument which consists of 
two stationary coils (A) and (B) and a movable coil (D) to 
which the indicating pointer is attached. The three coils are 
connected in series through the two spiral springs, which also 
hold the movable coil in position as indicated. 
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FIGS. 18 and 19—Principal construction method of an electro-dynamometer 
type of instrument. 


When a current is sent through the coils, coil (D) tends te 
turn in a clockwise direction because its flux tends to line up 
with the flux of coils (A) and (B). 

If a current be sent through the coils in the reverse direction, 
the torque developed remains the same, hence the instrument 
can be used on alternating as well as on direct current. 

However, the scale as shown cannot be graded uniformly as in 
the moving coil type, because the torque developed varies as 
the square of the current (J?), similarly to that of the direct 
current motor. 

One of the detrimental factors in this type of instrument is 
that the current requirement is approximately 5 times that of a 
movable iron type instrument. Hence it 1s somewhat sluggish, 
and on account of the large current consumption uneconomical. 
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The Wattmeter.—In direct current circuits the product of 
voltage and current is a measurement of the amount of power 
dissipated in the circuit in question and is measured in watts. 
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FIG. 20—Construction method of an electro-dynamometer as arranged to 
read watts. 


The number of watts dissipated may be obtained by measur- 
ing the voltage across and the current through the circuit. 

Thus in a circuit through which a current of 2 amperes flow at 
a pressure of 110 volts, the power in watts (W) will equal 2110 
or 220 watts or W = I X E =2X110 =220 watts. 

If in an alternating current circuit it be desired to measure 
the power, this relationship holds true only when the connected 
load consists of pure ohmic resistance; and when the circuit in 
addition to the ohmic resistance also contains inductive or 
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capacitive resistance, the power in watts will be equal to 
ExIxcos § or W=EXI1xXcos 0 in which 

W is the power in watts 

E, the pressure in volts 

I, the current in ampere and ( the angle of lag or lead be- 
tween the current and voltage. 

A meter used for the purpose of obtaining the power consump- 
tion in an electric circuit is called wattmeter or dynamometer. 

The wattmeter may be employed to record directly either 
the a.c. or d.c. power at any instant, giving the three values as 
indicated by the aforementioned formulas. 

A typical instrument is shown in fig. 20. Its operation de- 
pends on reaction between the coils when current is passed 
through them. Two coils are fixed and the other is movable. 

The fixed coils are composed of a number of turns of heavy 
wire and fastened to a vertical support and is surrounded by a 
movable coil composed of a few turns of very fine wire. 

In the operation of a wattmeter, when current is passed 
through the coils, the movable coil is deflected against one of 
the stop pins, then the tortion head is turned to oppose the 
movement until the deflection has been overcome and the coil 
brought back to its original position. 

When connecting the meter, care should be taken to prevent 
damage, i.e. the heavy wire coil (current element) should be 
connected in series with the load and the small wire and coil, 
potential element, should be connected across the load to be 
measured. 


Resistance Measurement.—(Ammeter-Voltmeter Method). 
——This is one of the simplest methods of measuring resistance, 
and is convenient because of the fact that the instruments used 
consist of only an ammeter, voltmeter, battery and switch, 
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the connection of which is shown in fig. 21. In making the test 
the ammeter and voltmeter readings are taken simultaneously 
and the unknown resistance calculated from Ohm’s law. 


E E 
las or fs 


Example.—-Zf in fig. 21 the readings obtained are 150 volis and 
4 amperes, how many ohms is ihe unknown resistance? 
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FIGS. 21 and 22—Illustrating two methods of connections to obtain resistance 
values. 


Ohmmeter Method.—By using the ohmmeter previously 
described the value of an unknown resistance may be read 
directly on the instrument scale without calculation. This type 
of instrument is shown in fig. 24 and its circuit in fig. 23. On 
an instrument of this type resistance values up to 300 megohms 
may readily be obtained. 


Wheatstone Bridge Method.— The Wheatstone bridge, fig. 
25 consists of several resistances so arranged that an unknown 
resistance may be calculated in terms of known resistances. 
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FIGS. 23 and 24—Schematic circuit arrangement and front view ef typical 
ohmmeter. 
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The so called ‘‘Wheatstone”’ bridge was invented by Christie, 
and improperly credited to Wheatstone, who simply applied 
Christie’s invention to the measurement of resistances. 
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FIG. 25—Schematic diagram of Wheatstone bridge showing resistances and 
method of connecting galvanometer, battery and unknown resistance. 


As shown in fig. 25 the circuit of a constant battery is made 
to branch at P, into two parts, which re-unit at Q, so that part 
of the current flows through the point M, the other part through 
the pont N. The four conductors, A,B,C,D, are spoken of as 
the arms of the balance or bridge. 

It is by the proportion existing between the resistances of 
these arms that the resistance of one of them can be calculated 
when the resistances of the other three are known. 
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When the current which starts from the battery arrives at P, 
the pressure will have fallen to a certain value. The pressure in 
the upper branch falls again to M, and continues to fall to Q. 
The pressure of the lower branch falls to N, and again falls till 
it reaches the value at Q. 

Now if N, be the same proportionate distance along the 
resistances between P and Q, as M, is along the resistances of 
the upper line between P and Q, the pressure will have fallen at 
N, to the same value as it has fallen to at M; or, in other 
words, if the ratio of the resistance C, to the resistance D, be 
equal to the ratio between the resistance A, and the resistance 
B, then M and N, will be at equal pressures. To find out if this 
condition obtain, a sensitive galvanometer is placed in a branch 
wire between M and N, which will show no deflection when 
M and N, are at equal pressure or when the four resistances of 
the arms ''balance" one another by being in proportion, thus: 


If then, the value of A, B, and C, be known, D, can be cal- 
culated. The proportion (1) is reduced to the following equation 
before substituting. 

_ BC 
E 

For instance, if A and C, be, as in fig. 25, 10 ohms and 100 

ohms respectively, and B be 15 ohms, D will be 


(15 x 100) + 10 = 150 ohms. 


Example.—- 7! s desired to use a milli-ammeter whose maximum 
reading is 5 M.A. to measure current up to 100 M.A. If the 
meter resistance 1s 50 ohms, what value of external resistance will 
it be necessary to use, and how should it be connected? 
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Solution.—At full scale deflection the meter passes 5 M.A. 
or 0.005 amperes, hence the voltage drop across the instrument 
at maximum deflection will be ZR or 0.005 x50 volts, i.e. 0.25 
volts. Now, since the meter can take no more current without 
danger, it follows that the extra current must be shunted away 
from the instrument through a resistance placed in parallel 
with it. 

In this case, it is desired to pass 100 M.A. through the com- 
bination of meter and resistance in parallel so that at the same 
time the meter will show its full scale reading. Since it does this 
at 5 M.A. the balance of 95 M.A. must obviously be passed 
through the parallel resistance. 

Now the potential drop across the meter was previously 
found to be 0.25 volts and this must also be the drop across the 
resistance since they are both in parallel. There is then a means 
of finding the value of the resistance, since from Ohm's law— 


pu 0.25 
R DT its value is thus 0.095 = 2.63 ohms. 





Example.— What resistance should be placed in parallel with 
a milliammeter of 5 ohms resistance in order that the total resist- 
ance of the combination may be 0.5 ohm? 


Solution.—If X denote the value of the required resistance, 
by the known formula for resistance in parallel the following 
may be obtained: 


l l l T 
v NI that 1s wx 102-2 


hence i. —1.8or X -—. =().555 ohms (approximately). 


Example.—A 2-volt battery is used to supply filament current 
to a multiple receiver. An ammeter is inserted in one of the battery 
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leads and shows that a current of 0.8 ampere 1s being taken. What 
1s the total resistance of the filament circuit? 


E 
Solution.—According to Ohm's law, it is known that I ——p- 


for any circuit in which direct current flows through a resistance. 
The current J, is measured in amperes, and the resistance R, in 
ohms. Since E =2 volts and J =0.8 amperes, therefore 


E 2 
R=- =g 729 ohms. 
Example.— After the batiery in the previous example had been 
fully charged, it was noted that the current reading had increased 
to 1 ampere. What difference does this indicated in (a) the circuit 


resistance; (b) the E.M.F . of the battery? 


Solution.—Of course the fact of the increased current is due 
solely to the greater E.M.F. of the battery, the circuit resistance 
being entirely independent of this and remaining quite un- 
changed. The new E.M.F. is obtained by the. formula E= IR 
in this case 1 X2.5 or 2.5 volts. This condition is of course only 
temporary and after a very little time, the battery E.M.F. will 
have fallen to its normal working value of 2 volts. 


Example.— What power is consumed by the filaments when the 
E.M.F. of a battery is 2 volts and the filament current is 0.8 
amperes? 


Solution.—In d.c. circuits, the power consumed in any 
resjstance when measured in watts is given by the product of the 
number of amperes passing through the resistance and the num- 
ber of volts across it or W = I X E here J] =0.8 and E =2.0 hence 
the power consumed W=2x0.8=1.6 watts. 


Example.—An electric lamp is marked 40 wati, 220 volt. 
What current will tt take from a 220 volt d.c. source and what re- 
sistance will it have at that voltage? What further specification 
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would be required before emploving such a mo in a d.c. current 
receiver? 


Solution.—It is now fairly common in d.c. sets to employ 
electric light "bulbs" to obtain the necessary voltage drop 
suitable for the filament supply. Unfortunately, however, the 
question of selection is complicated by the fact that when so 
used, the full voltage supply is not effective across the lamp. The 
result is that a considerably smaller current may flow than would 
be the case if the lamp was used simply for its normal lighting 
purpose. 

The present example refers to the current and resistance of 
the lamps at 220 volts; there is therefore no question of employ- 
ing it as a “voltage reducer.” The fundamental formulae relat- 
ing the power taken by a given resistance to the d.c. voltage . 

2 


across 1S W--7g where W is in watts and E and R in volts 


and ohms respectively. For the lamp in question, W —40 and 
E — 220, therefore it may be written— 


Ei 220? 


re yee! eo me 


= 1,210 ohms 


. 220 
The current taken by the ramp obviously 1$ 1516 — 0.182 amps. 


Before the lamp could be employed as a voltage reducing 
resistance for a d.c. receiver it is first necessary to know the 
voltage and current necessary to operate the tube filaments— 
usually connected in series. The actual voltage across the lamp 
would be the difference between the filament voltage and that 
of the supply. Finally, it is required to know the current actu- 
ally taken by the lamp at this reduced voltage. If this current 
were approximately the same as that taken by the filaments, 
the lamp would be suitable; otherwise another type would have 
to be employed. 
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CHAPTER 7 


Power Supply Units 


Receiver power supplies generally may be classified as follows: 
1. The a.c. supply group which operate from alternating cur- 
rent only. 
... 2. The d.c. supply group which operate from direct current 
only. 
3. The a.c. and d.c. supply group which furnish power to 
“A” and “B” batteries from either alternating or direct current. 


A.C. Supply Systems.—The power supply in this group gen- 
erally consist of a power transformer, rectifier tubes and filter 
units which consist of capacity condensers and choke coils. 


The Power Transformer.—The purpose of the power trans- 
former is to supply a high voltage to the rectifier tube for recti- 
fication of the a.c. current and to supply the filament or heaters 
with the required current and voltage. 

Power transformers generally contain a primary winding and 
several secondary windings, on a laminated steel core. That 
part of the secondary winding which furnishes power to the 
rectifier tube contains more turns than the winding which is 
used for heater or filament supply. 

The method òf using only one transformer for the various 
requirements, makes a compact arrangement, facilitates the 








146 Power Supply Units 











PRIMARY 
CIRCUIT 


SECONDARY CIRCUITS 


FIG. 2—Conventional diagrammatical representation of power transformer for 
5 to 9 tube sets. 
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assembly and reduces the cost. A power transformer of the type 
described is shown in fig. 1, and a typical circuit diagram show- 
ing the connection of the several windings is shown in fig. 2. 


SECONDARIES 





VOLTAGE 
REGULATION 
SWITCH 


FIG. 3—Power transformer circuit showing voltage regulation switch. 


The power transformer should be of ample size to supply the 
power required in each specific case without over-heating, i.e., 
the iron and copper should be dimensioned so that the secondary 
voltage will remain practically constant even in the case of 
slight variations in primary power supply. 


(For further treatment of transformers see transformer 
chapter.) 
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FIG. 4—Hlustrates connection and rectifier tube to obtain half-wave rectifica- 
tion. 
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FIG. 5—illustrates connection and rectifier tube to obtain full- wave rectifica- 
tion. 
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Method of Line Voltage Regulation.—In certain locations 
where comparatively large fluctuation in voltage is experienced, 
due to variation in the load requirements, the reception may be 
improved by providing a primary voltage regulating switch as 
shown in fig. 3. The voltage regulation switch is set for a higher 
voltage value during the time of the day when the line voltage 
is low, and put back to its original position when the supply 
voltage again becomes normal. 


Rectifier Tubes.—The rectifier tubes are generally divided 
into two classes namely the half-wave and the full-wave. In 
modern a.c. systems however, the latter is most commonly 
employed. In half-wave rectifiers only one half of the current 
wave is utilized as shown in the diagram fig. 4 whereas in the 
full-wave rectifiers both halves of the waves are utilized. See 
fig. 5. 

It is also possible to connect two half-way rectifier tubes in 
such a way as to obtain full-way rectification. 

As the full-wave rectifier produces twice as many impulses, it 
is considerably easier to filter into the desired smooth direct 
current. It is obvious also that because of twice the number of 
pulsations during a certain time, that the current obtained in 
this latter system will be twice as great. 

There are two general types of rectifier tubes in use. (1) The 
high vacuum type, in which the conduction is purely by means 
of the electronic stream from the cathode to the plate and (2) 
those in which a small quantity of mercury has been introduced 
after the tube has been evacuated. In the latter type, part of the 
mercury vaporizes when the cathode reaches its operating 
temperature and during the part of the cycle in which the recti- 
fier is passing current the mercury vapor is broken down into 
positive and negative ions. Due to the fact that the positive 
ions decreases the normal resistance of the plate-cathode circuit 
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the voltage drop in this type is less than in the high vacuum 


types. 
As a result of this lower voltage drop the power loss (I?R) is 
lower, and the efficiency of the mercury vacuum rectifier is 


higher than in the high vacuum type. 
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FIG. 6—Choke-input filter. 
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FIG. 7—Condenser-input filter. 
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Filter Systems.— The function of the filter system aside from 
that of preventing feed-backs into the receiver, is to smooth 
out the remaining ripples or pulsations in the voltage received 


from the rectifier. 
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FIG. 8—lIllustrates a *'*B" power supply unit of the full-wave type. The choke-input filter section is con- 
nected to the conventional voltage divider supplying plate voltages to the various tubes. The upper part 
of the diagram shows the approximate wave forms at various locations in the power supply unit. For 
example: **A" represents current supplied from power line; “B” high voltage current supplied to rectifier 
tube; ‘‘C” rectified unfiltered current as obtained from rectifier; “D” current as obtained from choke- 
input filter; “E” ripples direct current furnished to plates. 
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Smoothing filters are generally classified as choke-input or 
condenser-input according to whether a choke or a condenser is 
placed next to the rectifier output. Figs. 6 and 7 respectively 
show a choke-input and condenser-input filter. 


If a condenser-input type be used consideration must be given 
to the instantaneous peak value of the a.c. input voltage. This 
peak voltage is v 2 times the root mean square (R.M.S.) 
value as obtained by an a.c. voltmeter. Hence, filter condensers 
especially the input condenser should be of a rating high enough 
to withstand the instantaneous peak voltage if breakdown 1s 
to be avoided. 


When the choke-input type is used, the available d.c. output 
voltage will be somewhat less than with the condenser-input 
type for a given a.c. plate voltage; however, in this latter type 
improved regulation together with lower peak current will be 
obtained. 


D.C. Supply Systems.—Although alternating current is most 
commonly used in radio receiving sets, there are certain locali- 
ties in which direct current is furnished, and hence the radio 
receiving sets in those localities must be designed for operation 
on d.c. current power supply. 


It is obvious since the d.c. current is practically ripless, that 
no rectifier unit is necessary. All that is required is a filter 
system which serves to smooth out the slight remaining “‘ripples”’ 
due to the commutator (brush contact) action on the direct 
current generator. 


The filament supply usually about 6 volts is obtained from 
the power voltage through a resistor or speaker field of a value 
to give the necessary voltage drop. See fig. 9. 
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The filaments may be arranged either in series or parallel. 
The disadvantage in both cases is a considerable amount of 
power dissipation in the form of heat, although the power loss 


is much less when the series arrangement is used. 
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FIG. 9—Conventional filter system used on D.C. receivers. 
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FIG. 10—Full wave rectifier tube circuit used for A.C.-D.C. receivers. 
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A.C. and D.C. Supply Systems.— When the power supply is 
alternately a.c. or d.c. the filament supply is connected through 
a series resistor as shown in fig. 10. This resistor must be of such 
value as to give the proper voltage drop. The disadvantage 
with this arrangement is the same as that of the straight d.c. 
supply system, in that a considerable amount of heat (ZZR) is 
dissipated in the filament resistor. The plate voltage is usually 
supplied by utilizing a full wave rectifier tube as shown in fig. 
10. 
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FIG. 11—Full wave rectifier circuit. witi. conventional Giters and voltage 
divider. 


Voltage Dividers.—The function of a voltage divider is to 
supply the various plate voltages required by the various tubes 
employed in the receiver. 


The principal method in each system is to lower the voltage 
by means of one or more resistors inserted in the circuit. When 
one resistor is utilized the resistor is tapped at suitable inter- 
vals, as shown in fig. 11. 


In order to facilitate the calculation of the resistance required 
betw2en the taps, the voltage divider should be laid off in sec- 
tions as shown. 
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Example.— Assume that the power supply unit shown in fig. 11 
has 1,000 volts across its output terminal and that the required 
plate voltages and currents are as follows: 


1. 350 volts at 30 m.a. for the oscillator 
2. 500 volts at 60 m.a. for the buffer-doubler 
3. 1,000 volts for the final amplifier. 


Solution.—By using Ohm’s law the resistance of (a) or the 
350 volt sections will be a or 8,750 ohms. 


The resistance of section (b) or the 150 volt section will be 


15 
sor or 2,150 ohms approx. 


The resistance required for section (c) will be a or 3,850 
ohms. 


The current in this last section becomes 60 m.a. in addition to 
the 70 m.a. already flowing in sections (a) and (b) or 0.06 - 
0.07 20.13 amps. 

The total resistance of the divider will therefore be 8,750 4- 
2,1504-3,850— 14,750 ohms, which is safely below the value 
necessary to maintain constant output voltage when the tubes 
are not drawing current from the power supply. 

The power loss may be calculated by multiplying the voltage 
drop across each resistance by the current flowing through it. 


Accordingly the power dissipated 


in section (a) 350 x0.04=14 watts 
in section (b) 150 x0.07 =10.5 watts 
in section (c) 5000.13 =65.0 watts 


It is evident from the above that this method of providing 
operating voltage is uneconomical. 
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The power calculation should be done for both no-load and 
full-load conditions, and a resistor selected which should havea 
rating well above that of the higher of the two values. 

In some cases it is desired to have the bleeder resistance total 
to a pre-determined value—for example, if the bleeder in the 
above problem is to total 20,000 ohms instead of the calculated 
value of 14,750 ohms, the same method of calculation may be 
followed, but different value of idle current should be tried until 
the correct one is found. 

The method outlined may be extended to any number of 
taps, and is equally applicable to calculation of voltage dividers 
for radio receivers. 
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FIGS. 12 and 13—Illustrates two transformerless power supplies, for full- 
wave and half-wave rectification respectively. Here a line cord resistor is 
utilized to drop the line voltage to that necessary for the filaments of 25Z5 
tubes. The third element in the line cord resistor brings the full line voltage 
for the plate of the tubes. 
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FIG. 14—Typical receiver power supply resistors. 
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FIG. 15—Here the power transformer is used to step up the 110 volt alter- 
nating current to 350 volts on each side of the centre-top. This type of power 
supply will ordinarily be satisfactory for an ordinary armature receiver as 
well as an audio amplifier using a 47 or a pair of 45’s in push-pull. The 
2 m.f.d. condensers and the 30 henry chokes reduces the ripple to satis- 
factory proportion. Resistor Riis centre tapped with a value of 20 ohms. R: is 
the voltage divider for obtaining the different voltages from the power supply. 
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Bleeder Resistors and Their Use.—It is common practice to 
connect a bleeder resistor across a power supply to obtain a 
more stable output—to improve voltage regulation. However, 
this is often accomplished without any fundamental knowledge 
of how a bleeder resistor actually works, and how its exact size 
may be calculated. 

Voltage regulation may generally be defined as the change in 
potential with a change in the load or current consumed. 

This is an important consideration in power supply for radio 
receiving and transmitting circuits because the current may 
change with signal intensity, modulation, keying, line voltage 
fluctuation, etc. and it 1s highly desirable and often imperative 
that the voltage remains constant. 
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FIG. 16—Showing application of bleeder resistor across power supply. 


A problem of this kind may best be studied by considering the 
arbitrary condition existing in the circuit shown in fig. 16 illus- 
trating a simple filter system of a power supply. 

In this circuit £, is a source of constant voltage. Choke C, has 
a resistance of 1,000 ohms. E, 1s the potential supplied to the 
load R,, which may be the plate circuit of a transmitter or 
receiver. Switch S, applies or removes the load. 
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———— 


It is assumed that the load is such that it requires 100 m.a. 
at 1,000 volts for the most efficient operation which according 
toOhm’s law gives R, a resistance of 10,000 ohms. R, is a 10,000 
ohms bleeder resistor which at first, is not connected. 

If R, draws a current of 100 m.a. the drop through the choke 
C, will be 100 volts, and E, therefore must be 1,100 volts in 
order that E, the load voltage shall provide the 1,000 volt 
potential. 

However, with the switch open, the no load voltage £E., will 
be the same as £, or 1,100 volts. When switch S, is closed this 
1,100 volt potential will be momentarily applied to the load 
which will drop almost immediately to the required potential of 
1,000 volts. 


In other words, the change in voltage with the change in load 
has been a drop from 1,100 volts to 1,000 volts or a voltage 
regulation of 100 volts. 

Assuming that R, is also connected in the circuit, it is evident 
that as R, also draws current that the drop through R, will be 
increased. Hence if E, is to be maintained at 1,000 volts, the 
source voltage will also have to be increased. 

With E, at 1,000 volts, R, and R, 10,000 ohms each, the 
current drain through the circuit will be 200 m.a. and the drop 
across C, 200 volts, therefore the voltage at E, will have to be 
raised to 1,200 volts. 

It is evident that the no load voltage (switch S, being open) 
will no longer be the total voltage at E, but instead the voltage 
drop across R,, this may be easily calculated by using Ohm's 
law. 

The bleeder current through R, will be RAE or 0.109 


amperes; the voltage drop across œR, (or the no load voltage) will 
be Ix R,=0.109 «10,000 or 1,090 volts. The no load voltage 
being 1,000 volts, hence, the change due to regulation will be 90 
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volts or an improvement of 10 volts over conditions when the 
bleeder is not employed. 


With Resistor in Parallel.—In the above example the power 
supply was so designed that the correct load voltage was 
obtained when the bleeder was in the circuit. Very often the 
bleeder is added merely as an afterthought in hope that the 
regulation secured will compensate the loss in voltage. 

With reference to the diagram, the bleeder resistor is con- 
nected without boosting the voltage (1,100) at E. 

If considering resistors R, and R, in parallel, their combined 
resistance is 5,000 ohms. This plus R, gives a total effective 
resistance of 6,000 ohms, and a total current of 184 m.a. The 
drop across R, will be 184 volts, and the load voltage E. will 
be E minus this value (1,100— 184) or 916 volts. The no load 
voltage will be of course exactly 1,000 and the regulation there- 
fore 84 volts. 

This is better than the 100 volt regulations obtained when 
the bleeder is not employed, but the operating voltage has 
dropped to 916 volts. 


Summary of Improvement in Regulation.—Summing up it 
will be observed that the improvement in regulation with the 
utilization of a bleeder resistor is not as much as might be 
assumed. While the conditions in the above problem have 
been arbitrarily assumed, similar arithmetic treatment will 
apply to actual cases. 

It is evident that the lower the value of the bleeder resistor, 
the greater the regulating effect, but at the same time the 
supply voltage must be increased. 

The bleeder is essentially a wasteful proposition and particu- 
larly so when its value is made sufficiently low to secure any 
real measure of regulatory effect. However, a bleeder of even 
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high value, say 100,000 ohms, will be effective in preventing 
excessively high potentials under no-load conditions which 
might damage rectifying tubes and filter condensers. 

Voltage regulation is best secured through the design of 
generous size transformer windings, low resistance chokes and 
mercury-vapor rectifying tubes. 


Voltage Doubler Circuits.—By means of this type of circuit 
it is possible to obtain twice the a.c. input voltage without the 
conventional transformer. 
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FIG. 18—Voltage doubler circuit utilizing two half-wave rectifier tubes. 
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The circuit shown in fig. 18 represents a typical voltage 
doubler without a transformer although a transformer may be 
used if the voltage requirements thereby will be facilitated. 

The action that takes place within this circuit is briefly as 
follows: With reference to fig. 18 it may be observed that during 
that one half of the cycle when B, is positive with respect to A, 
rectifier D, is conducting and the condenser Ci is being charged. 
The two condensers are connected in series with respect to the 
load resistor R, which results in doubling of the voltage appear- 
ing across this resistor. 


Example.—A five tube receiver using a 2 volt filament supply 
battery, takes 1.2 amperes of filament current. What 1s the total 
power expended in heating the filaments? If a 40 ohms potentiom- 
eler were placed across the battery terminals, what would be the 
increase in the power consumed? 


Solution.—Since direct currents are being dealt with, the 
power in watts is given by the product of the voltage and the 
current in amperes. Thus the power is 21.2 =2.4 watts. The 
current taken by the potentiometer is easily found by Ohm’s 


law. This gives /(amperes) — 5 or 0.05 ampere. As be- 


fore, the power taken is equal to the product of the voltage and 
this current or 2x0.05=0.1 watt. A quicker method is to 
9 . 


E : , 
make use of the formula, power =p watts or in this case 


u —0.1 watt as before. 


Example.— The current for a multi-tube receiver is furnished 
by means of a "B" battery having a potential of 120 volts. If a 
milliammeter placed in the negative lead indicates that a steady 
current of 8 m.a. (milliampere) is passing, what 1s the d.c. re- 
sistance of the circuit? 
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Solution.—The comparatively small current flow in the "B" 
circuit of a receiver is conveniently measured in milliamperes 


l ay 
d000 of an ampere. When, however, a calculation is to be 


made, it is better to express it into fundamental units of cur- 
rent —the ampere. 


When applying Ohm's law it is always advisable to express 
the quantities dealt with in terms of the fundamental units— 
amperes, volis and ohms, since the formula E = I X R holds true 
for these denominations. 


In the example, therefore, it is required to express the current 
in ampere or 0.008 amperes. The resistance of the circuit may 
now easily be found by applying Ohm’s law— 


R= apa ee or 15,000 ohms 


Example.— What amount of power is dissipated in the circuit 
of the previous example? 


Solution.—The power in watts in any d.c. circuit is obtained 
by multiplying the current through the circuit by the potential 
across it, or written W=E XJ. When substituting the values of 
current and potential in the above equation we obtain very 
simply W =120x0.008 =0.96 watts. 


Problem.—A ceriain receiver consumes 46 m.a. at 250 volts, 
the current being supplied through a smoothing choke of 25 henry. 
If the actual d.c. output from the eliminator 1s 270 volis, what 
is the resistance of the choke? The high frequency and detector tubes 
are supplied with 8 m.a. through a special smoothing choke of 200 
henry and 3,000 ohms. What is the voltage drop in the choke? 
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Solution.—This problem offers a simple exercise in voltage 
drop calculation. The voltage supplied to the H.P. terminal of 
the receiver is 250 volts while the actual eliminator voltage is 
270. The difference in 20 volts represents the (ZR) drop across 
the choke, the symbol R, of course, referring to the resistance 
and not the inductance of the coil, the latter of which exercises 
no effect whatever upon the direct durrent. Of this ZR product 
the current value J is known to be 0.046 amperes, thus accord- 
ing to Ohm’s law, it may be written 

20— Ix R «0.046 x R from which follows 
20 
0.046 4390 


The (ZR) voltage drop across the special choke is similarly 
found. Here Z X R =0.008 x3,000 =24 volts. Such a slight volt- 
age drop is of course immaterial in the case of tubes in the posi- 
tion as specified. 


Re 
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CHAPTER 8 


Resistors, Inductors 
and Condensers 


The Tuned Circuit.—In the chapter dealing with radio funda- 
mentals, it has been demonstrated that the flow of electrons 
through a wire constitutes an electric current. 

The law governing this flow of current under various con- 
ditions, as well as the conditions necessary for the introduction 
of resonance in an a.c. circuit has also been briefly outlined. 


Selectivity of Tuned Circuits.—In order to understand the 
selectivity of the tuned circuit and the factors governing this 
important phenomenon, the behavior of a simple circuit as 
shown in fig. 1, will be considered. 

Here the applied a.c. voltage (E) forces a current of (I) 
amperes (r.m.s. value) through the loop of the circuit. The 
circuit itself opposes or impedes the flow of current and this 
opposition is known as impedance. 

Now the circuit under consideration comprises the three 
quantities resistance R, (ohms) inductance L, (henries) and 
capacity C, (Farads) and the total opposition is due to all 
three. 
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That part of the impedance due to coil inductance is referred 
to as inductive reactance and is given in ohms by the ex- 
pression 27fL where f is the frequency. Similarly the con- 


denser possesses a reactance of 2xfC ohms capacitive 
reactance. 


R 


FIG. 1—Circuit containing resistance, inductance and capacity connected in 
series. 


It is a well known fact that the a.c. voltage required to forc» 
a current through an inductive reactance is a quarter of a 
cycle in advance of the current, whereas for a condenser the 
applied voltage lags by a quarter of a cycle behind the resulting 
current. 
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FIC. 2—Voltage and current vectors for a circuit containing resistance and inductance in series. 
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FIG. 3—Voltage and current vectors for a circuit containing resistance and capacity in series. 
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AT RESONANCE 
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FIG. 4—Resonance conditions in a series circuit. 


Circuit Resonance.—Consequently 
the closed loop, where the same current 
flows throughout, the component volt- 
age absorbed in overcoming the induc- 
tive and capacitive reactance are in 
opposition—when one is positive and 
the other negative at all times. 

Thus the voltage absorbed by the two 
reactances in series is the difference of 
the individual voltage. From this it fol- 
lowsthattheinductiveand capacitive re- 
actances tend to neutralize each other's 
effects and the resultant reactanceof the 


circuit is given by — — ar ohms. 


It is evident from the above that the 
inductive reactances increase as the fre- 
quency is raised, whereas the capacitive 
reactance decreases. Thus there must 
be one particular frequency at which 
the two become equal and neutralize 
cach other completely as far as their 
influence of the current is concerned. 
When this happens the circuit is tuned 
to resonance with theapplied frequency, 
and the formulae for the resonant fre- 
quency is derived by equating the induc- 
tive and capacitive reactances namely 


l 
2TfL = 2xfC from which f — 


cycles per second. 


2r /LxC 
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It follows that at resonant frequency the resultant reac- 
tance of the circuit is zero, so that only the resistance remains 
to oppose the flow of current and hence ohms law may be 


E 
applied, J =p amperes. 


CURRENT. AMPLIFICATION 
* 


FREQUENCY 


FIG. 5—Typical current resonance characteristic. 


At any frequency different from the resonant value the 
inductive and capacitive reactances become unequal and their 
resultant is no longer zero so that the current now experiences 
an additional opposition which increases as the frequency 
departs from the resonant value in either direction, the cur- 
rent being reduced as a consequence. 
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Obviously then the current is greatest at the resonant 


EE 
frequency, its value being -p amperes. 


The formula for the current at any frequency is 
I = — — re E amperes. 
2 
2 — — 
JR xxx — 


If a curve be plotted of current against the frequency the 
familiar resonance curve depicted in fig. 5 will be obtained, the 


maximum height being -- ampere, now in receiving circuits the 


current is of little significance compared to the voltage built up 
across it. 


Voltage Amplification.—The voltage across the condenser is 





l l 
I X2xfC and since at resonance 2xfC =2nrfL it follows that the 


voltage developed across the tuned circuit is J(2xfL) volts. 
From Ohm's law the applied voltage is JR and so the ratio 

2 2h 
of the developed voltage and the applied voltage is — 
This is a very important number and is known as the voliage 
amplification of the tuned circuit. 


l 
At resonance 2tf SVG and so the previous expression 


for voltage amplification may be re-written in the form 


ID 
E.- c 


It now remains to be shown that the selectivity of the 
tuned circuit is directly proportional to the voltage amplifica- 
tion. This may best be accomplished with a graphic illus 
tration. 
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In the first place, consider a circuit of fixed inductance and 
capacity and assume that a number of resonance curves be 
plotted each for a different resistance value. 

With reference to fig. 6, it may be observed that the peak 
of the curves all appear at the same frequency and it will 
further be noted that their various heights are inversely pro- 
portional to their respective resistance. 
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FIG. 6—Typical voltage resonance characteristics indicating the effect of vary- 
ing the effective resistance. 


It is important to note that all the resonance curves have 
approximately the same width near the base, so that by de- 
creasing the resistance the strength of the desired signal 
increases at the resonant frequency without appreciably 
strengthening any signals whose frequency differ moderately 
from the resonant value. 
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This the degree of selectivity is approximately proportional 
to the height of the resonant curve and so inversely propor- 
tional to the resistance, like the amplification factor. 


Mutual- and Self-induction.—Without a knowledge of the 
fundamental principles of mutual induction, it is difficult to 
comprehend the theory of coil coupling. 

By definition, mutual induction is the electro-magnetic prop- 
erty of two circuits or two parts of a single circuit, by virtue of 
which a changing current in one causes an electromotive force 
to be induced in the other. 
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FIG. 7—Diagram showing the action of mutual induction between two coils; 
the one including a source of electrical energy and a switch, the other a 
current measuring instrument but having no source of electrical energy. 
During the increase or decrease in strength of current as on closing the 
switch the current is induced in the secondary circuit. This secondary cur- 
rent is flowing in a direction opposite to that of the primary current. 


Similarly it can be said that mutual induction is an electro- 
magnetic property of two circuits so situated with respect to 
each other that a current in one sets up a magnetic field which is 
linked with the latter, that is to say, a property of two circuits 
which are magnetically coupled together. 
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It is a fundamental principle that when a magnetic flux 
linked with a circuit is changing, an electromotive force is 
induced in the circuit, its magnitude being proportional to the 
rate of change. 


When the magnetic flux linked with a circuit is produced 
by a current in the circuit itself, then, if the current is varied, 
the flux will vary also and an E.M.F. is induced in the circuit 
proportional to the change in current. 


This property in a single circuit is called self-induction. If, 
however, there be two circuits magnetically coupled together 
as explained above, a variation in the current in the one will 
cause a variation of the magnetic flux through the turns of the 
other, and an E.M.F. proportional to the rate of change of 
current in the first will cause an E.M.F. to be generated in the 
other. This property is referred to as mutual induction. 


The first circuit in which the current is varied, is called the 
primary and the second in which the induced E.M.F. is con- 
sidered, is called the secondary circuit. 


As in the case of self-induction, the practical unit in which 
mutual induction is expressed numerically is the henry. The 
mutual inductance or co-efficient of mutual inductance between 
two circuits 1s said to be one henry if one volt 1s induced in the 
secondary circuit, when the current in the primary is changing at 
the rate of one ampere per second. 


The mutual inductance in henries is usually denoted by the 
symbol M, and the induced E.M.F. in volts in one circuit is 
equal to the product of M, and the rate of change of current in 
amperes per second in the other. 


The mutual inductance M, is the same whichever of the two 
circuits is taken as the primary. 
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Degree of Coupling.—As an example, consider two coils 
whose self inductances are L, and L, henries respectively 
placed ın close proximity to each other as shown in fig. 8. 
When a current is passed through L; a magnetic field is estab- 
lished and some of the magnetic loops are linked with the 
second coil Z5. 
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FIG. 8—Illustrating the degree of coupling of two coils. 


Let M be the mutual inductance in henries between the 
coils. Now if the current in L, is varied by changing the rheostat 
setting the flux linked with L, will be varied in proportion and 
an E.M.F. will be induced in L,. The value of this secondary 
induced E.M.F. is equal to MX (rate of change of primary 
current). The degree of magnetic coupling obviously depends 
upon the proximity and relative positions of the two coils and is 
expressed numerically as the ratio of the mutual inductance to 
the square root of the product of the individual self induc- 
tances. This is called the co-efficient of coupling and is given 


M 
b Um S UERILGER 
y ds VLI. 


This number cannot exceed unity, and in practice never 
reaches unity. Coils are said to be tightly coupled when they 
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are brought close together to give a relative high value of M and 
K and vice versa. The tightest coupling is obtained when two 
coils are wound on the same form (as for example in a trans- 
former) or with the wires wound side by side, but even in this 
case the co-efficient is less than unity. 


Example .—The mutual induciance of two coils L, and L, is 
160 micro-henries. If their self-induciances are L,— 150 and 
L:=275 micro-henries respectively, what is the value of the co- 
efficient of coupling in the system? 


Solution.—Since ine co-efficient of coupling is expressed by 


the relation A = — P rb substituting 
1X 


E — _ 160 
150x275 203 


It should be observed that since in problems of this kind only 
a ratio between the mutual induction and self-inductances are 
required the values may be expressed in henries, milli-henries 
or micro-henries. 


or 79% approximately 


Example.— Determine the resonance frequency and wave-length 
of a circuit containing a coil of 500 micro-henries inductance and a 
condenser of 0.005 micro-farads capacitance. 


Solution.—The frequency of resonance may be determined 
from the following formula: 


ise 


farads respectively, the following is obtained: 


by substituting L, and C in henries and 
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I ———————22 100,700 cycles per second or 
| 2x V/5x 10^ x 5 x 105 
100.7 kilocycles. 

In a similar manner the wave-length in meters may be obtained 
from the formula for natural wave-length L=1,885 V LXC. 
Where L and C are expressed in micro-henries and micro- 
farads, and L, is the wave-length in meters. By inserting 
the above values L=1,885 V 500x0.005 or 2979 meters 
approximately. 


CONDENSERS 


Condensers in Series and Parallel.—When condensers are 
connected in series or parallel, the effect is just opposite to that 
of connecting resistances and inductances in series or parallel. A 
simple method, therefore and one which is easy to remember 
is as follows: Capacities connected in series should be added in 
similar manner as that of resistances connected in parallel, and 
capacities connected in parallel should be added similarly as 
that of resistances connected in series. Thus, the total capaci- 
tance of two or more condensers connected in series may be 
written: 


1 I I 1 
s mcs Ga G etc. or 
C= 


Ri 
T] 
O 
Where C is the combined capacitance and Cı, C: and C; are 
the individual capacities. 
Where two or more condensers are connected in parallel the 


total capacitance C 2 C, --Cs4- Cs, etc. In this formula Ci, C; 
and C; represent the individual capacities. 
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SERIES CONNECTIONS 
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FIG. 9—Mathematical relation between the total capacitance and the indi- 
vidual capacities when connected in series combination. 
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Type of Condensers.—Condensers for radio application may 
be classified according to their construction as: 


1. Mica and paper type 
2. Electrolytic type 
3. Ganged or air type. 


Their capacity may be either fixed or variable. 

As the two first classes utilized in radio circuits do not vary 
appreciably from those employed in other electrical systems, 
we shall here deal only with the ganged condenser type used in 
tuning of radio circuits. 

This type of condenser generally consists of two parallel 
connected sets of plates of which one is stationary and the other 
movable. 
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PARALLEL CONNECTIONS 
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FIG. 10—Illustrating condenser connection and mathematical relation between 
the total capacitance and the individual capacities when connected in parallel 
combination. 
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FIG. 11—Arrangement of straight line capacity condensers for various ca- 
pacities. 
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The movable plates are made to intermesh (without touch- 
ing) with those of the stationary plates, and the maximum 
capacity is obtained when the full areas of the two sets of plates 
are exposed to each other, and for various other positions some 
intermediate value of capacitance exists. 

The ganged type of condenser is usually made of brass or 
aluminum sheets. Commercial types are stamped in a die press 
and will hence be very exact in shape and size. 

Condensers of this kind are usually rated by the total number 
of plates in the combination; that is, a condenser having 8 plates 
in the rotor and 9 plates in the stator would be rated as a 
seventeen plate condenser. 

When it is found necessary to accomplish very small changes 
in capacity, the condensers sometimes are provided with one 
additional plate, which may be separately rotated, and when so 
used are called vernier condensers. 

Commercial types are made with various standard capaci- 
tance values, and the relation between the number of plates and 
their maximum capacity in microfarads is approximately as 
follows: 


No. of Max. Capacity in 
plates microfarads 

11 0.00025 

13 0.00025 

17 0.00035 

2] 0.000365 

23 0.0005 


Straight Line Capacity Condensers.—Condenser plates of 
this type are semi-circular in shape, and the change in capacity 
is accomplished by rotation as previously discussed. However, 





180 Resistors, Inductors and Condensers 





due to the geometrical form of the plates, the capacity will vary 
in direct proportion to the angle of rotation, i.e. if a change in 
capacity of 0.0001 Mfd. be made by changing the rotor setting 
from 15 to 20 degrees, a similar change in capacity will be made 
by changing the setting from 35 to 40 degrees. 


(a) (b) (c) 


FIG. 12—Shape of rotor plates in various type air condensers. Figs. a, b, and 
c represent straight line capacity, straight line frequency and straight line 
wave—length respectively. 


Straight Line Frequency Condensers.—In modern con- 
densers, however, for convenience in tuning, the condensers are 
made with logarithmic plates, i.e. the shape of the plates are 
such that a linear relationship exists between the rotor setting in 
degrees and the frequency in the circuit. 


The advantage of this arrangement is obvious since the 
primary employment of the gauged type condenser in oscilla- 
tory circuits is for adjustment of frequencies. 


The frequency of such a circuit varies inversely as the square 
root of the capacity, and the wave-length varies directly as the 
square root of the capacity, hence it is evident that in order to 
obtain a direct relationship between the rotor setting in degrees 
and the frequency in the circuit, the rotor plates must therefore 
possess an exponential characteristic. 
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FIGS. 13 to 22—Various types of condensers used in radio work. 
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Example: A condenser of 0.0002 Mfd. ts connected 1n series 
with one of 0.002 Mid. What is the value of the resulting capaci- 
tances and what would be the capacity 1f they had been connected 
in parallel? 


Solution.—Ifí C denotes the resultant capacity of the two 
capacities in series, then according to the aforementioned 
formula: 





C "0.0002 * 0.002 
i- —5,000-4-500 — 5,500 from which follows that— 
1 | 
C = 5.500 9I 0.00018 Mfd. (approximately) 


If connected in parallel the total capacitance is simply the 
sum of individual capacities or 0.002 4-0.0002 which adds up to 
0.0022 Mfd. 


Code colors for indication of resistor values.—The 
Standard Radio Manufacturers’ Association Code (R.M.A. 
color code) for resistor values is as follows: With reference 
to fig. 23 the resistor has 3 colors; a body color, a tip color and 
a central dot color. The dot color indicates the number of zeros 
or ciphers to be added to the numerals of the other two colors; 
and the color of the body is taken first; for instance, if the 
body color be blue, which means 6, and the tip color be red, 
which means 2, and the dot is orange, which means 3 ciphers 
(000), the resistance of the resistor is 62000 or 62,000 ohms. 
The color values are as follows: 
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Color Body and tip numerals Dot ciphers 
Placke E E J E eet — 
DrOWD ww fec ot To Ep M NE 0 
IRGC aero een aoe tet eee eae i 00 
OT ANG vb e ee ae v M aay en epee Reuse 000 
Mello wae eet ets eee e mx cnt ee 0000 
RCTS E ee rate ee Se repeat mee eee 00000 
Bue I ALMAE Der ca E 000000 
Miolepes so T RT E Lae E A E REIR 0000000 
fara eh ey eee a se SC VEN EL UT 00000000 
Mntet o CALCE ene Oder ira E 000000000 


If no difference in colors are visible, the colors are assumed 
to be the same and their values are accordingly. For instance, 
an all brown resistor would be 1, 1, 0; or 110 ohms. 


— —— CONNECTORS 





FIG. 23—Illustrating Standard Radio Manufacturer’s Association (R.M.A.) 
color code for carbon resistance. 
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500,000 
400.000 


DIRECTIONS deo dea 


Lay straight edge on any two known quantities. Read unknown —RX 
quantity on third scale. 150.000 


Dotted line illustrates example of a ‘10,000 ohm resistor diseipat- 
ing 1 watt at 100 volts. bel be 


60.000 

- 50.000 

4.0000 

Et W = Power in Watts 30,000 
Wa — E = Voltage in Volta ; 

R R = Resistance in Ohms 20.000 


15,000 
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FIG. 24—Convenient table giving the scalear relation between resistance 
(R), voltage (E) and power (W). With the chart and a straizht edge any of 
the above quantities can be determined if the other two are known. 
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CHAPTER 9 


Transformers 


The alternating current transformer represents an example 
of the practical utilization of mutual inductance. By definition 
a transformer is a form of stationary induction apparatus in 
which the primary and secondary coils or windings are ordinar- 
ily insulated from one another, their relative position being 
fixed. In the case of low frequency and power transformers, the 
primary and secondary windings are wound on a common iron 


LAMINATED 






p 1 
PRIMARY SECONDARY 
WINDING TERMINALS WINDING TERMINALS 
| 
E — — — 


FIG. 1—A transformer in its simplest form consists of two separate and dis- 
tinct coils of insulated wire wound around the laminated iron core, as shown 
in the above representation. 


core as shown schematically in fig. 1. In this case, the co-effi- 
cient of coupling approaches 100%, but for radio frequency 
transformers the windings are usually carried on a non-mag- 
netic form and are hence said to be air cored. 
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Transformer Function.—A transformer does not generate 
power, its purpose being merely to change the power from one 
voltage to another. Generally when used in connection with 
transformation of large amounts of power, from one voltage 
to another, a transformer utilized to raise the received voltage 
is called a step-up transformer, and when used to lower the 
voltage, a step-down transformer. 


PRIMARY 
CIRCUIT 


SECONDARY CIRCUITS 





FIG. 2—Typical schematic diagram of power transformer used in radio work. 


In radio service, a power transformer is used to supply a 
high voltage to the rectifier tube for rectification of the alternat- 
ing current, (furnished through the wire cord leading from the 
wall outlet to the transformer) and also to supply the filament 
or heaters with the required voltage and current. For this pur- 
pose, the transformer is usually equipped with a single primary 
winding and several secondary windings as shown in fig. 2. 
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Transformer Theory.—A transformer is said to be loaded 
when a current is flowing in the secondary coil. When the 
secondary circuit is open and an alternating current from the 
power line flows through the primary coil, it causes an alternat- 
ing magnetic flux to flow in the core. 

This magnetic flux rapidly rising, falling and changing dre 
tion with the impressed frequency, cuts both primary and 
secondary coils and induces a voltage in each. 

The voltage produced in the primary coil is opposite in direc- 
tion and nearly equal to the voltage in the power line. The volt- 
age of the secondary coll is proportional to the number of turns 
of the wire in the primary and secondary coils. «| 

The choking effect produced within the highly inductive 
primary coil, allows only a small current to flow continually 
through it. This small current, proportional to the difference 
between the power line voltage and the voltage or counter 
electromotive force of the primary coil, keeps the core mag- 
netized and maintains the voltage in the coils. 

When the secondary circuit is closed a current flows through 
it. This secondary current is opposite to the primary current 
and its magnetizing action in the core opposes and neutralizes 
to a certain extent the primary flux and reduces the choking 
effect or counter electromotive force. In the primary coil when 
this happens more current rushes into the primary coil from the 
power line and balances the de-magnetizing action of the 
secondary current. 

In this way the transformer is made automatic and main- 
tains its core flux practically constant regardless of the load on 
the secondary. The variation of the load through the primary 
varies directly with the load on the secondary. 


Relation of Voltage in Primary and Secondary Coils.—The 
induced electromotive force in a transformer coil is due to the 
three factors: flux, frequency and the number of turns. 
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Assuming a sine wave current, the fundamental equation 
used in transformer design is as follows: 


pot MXPXeXN see D 


where f — frequency in cycles per second 
ġ = maximum flux on the sine wave 
N =number of turns in the respective coils. 

The voltages in the secondary and primary coils are pro- 
portional to their respective turns as both have the same fre- 
quency and are cut by the same flux. It has also been found 
that— 


where B=maximum flux density in lines per square inch. 
A — cross section area in square inches. 
If BXA be substituted for $ in equation (1) then 


444X BX NXfXA 
10: 


This formula may be used in. transformer calculations as 
shown in the following example. 


E- Vols c EM C (3) 


Example.—In designing a special 60 cycle step-down trans- 
former a core of 2 sq.ins. cross section was chosen. Using a flux 
density of 65 kilolines per square inch of the core area, what will 
be the voltage of primary and secondary winding if the turns are 
320 and 80 respectively? 


Solution.— 
E, ee x60 2 SUO SSVONS 
me 4.44 65,000 x 80 x60 x2 207-7 volts 


108 
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Another handy formula for small power transformers is 

obtained by solving equation (3) with respect to turns per volt. 
EON nete emus 

E J— | 4.44 B xfx A 4 4 4 * *- 4. wo. WOW BO Hee ee Oe Se He a SO OS Ge ee wow * v 


A useful transformer design chart based on this equation is 
shown in fig. 3 in which the left column represents the flux 
density (B), the centre column the core area (A) and the right 
column the turns per volt. 

Using the data given in the previous example with respect 
to the primary winding, it may readily be found that if a 
straight line is drawn through the chart at 65 kilolines per 
square inch, and 2 square inches area, the line will intersect the 
right column at approximately 2.9 turns per volt, which is 


320 e 
equal to 110.8 being the primary number of turns divided by 
the primary voltage. 


It is customary to change the turns per volt to an even num- 
ber so that the proper center taps may easily be made. 


Due to the previously described automatic action of the 
transformer which causes the core flux to remainconstant regard- 
less of load, the primary and secondary induced voltages remains 
practically constant, hence: 


E: Ni 





Where E;-voltage of primary coil 
E= voltage of secondary coil : 
N,=number of turns in primary coil 
N.=number of turns in secondary coil. 


It follows from the above that if N, and N: are the number 
of turns in primary and secondary coils respectively, and if a 
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FIG. 3—Turns per volt chart. When it is desired to use flux density in kilolines 
per square centimeter as well as the core area in square centimeters re- 
spectively, the data supplied at the left and center columns of chart should 
be used. 
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voltage E, is impressed on the end of the primary coil, the 
secondary voltage is given by the following relationship 
= EX N: 


bac eee (6) 





m 
= 
= 
^» 

m 
N 

wN 


FIG. 4—Simple diagrammatical representation of typical transformer. 


Example.— What will be the ratio of the primary and 
secondary turns in a power transformer having 110 volts impressed 
upon the primarp coil when 660 volts ts required across the plates 
of the rectifier tubes? 


Solution.— 
E, N, 110 T N, l 


E N GONG 
That is the secondary coil should have six times as many 
turns as that of the primary coil. 


Ampere Turns.— When a load of impedance Z, of some form 
is connected across the secondary coil of a transformer as shown 
in fig. 4, a current flows in the secondary winding and this in 
turn reacts back on the primary winding through the medium 
of the mutual induction. Therefore, the current taken by the 
primary winding will depend upon not only the impedance of 
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the secondary winding itself, but also on the amount of current 
flowing in the secondary, although there is no direct electrical 
connection between the windings. 


The extra current taken by the primary winding of a trans- 
former when a current is allowed to flow in the secondary is 
exactly proportional to the secondary current and these two 
currents have equal and opposite magnetic effects on the core, 
the extra primary ampere turns just opposing the secondary 
ampere turns, so that apart from the initia] magnetizing current 
dE NT NI MI M EU M E UR Tet RE (7) 


Example.— If in a certain step-up transformer, the turns of the 
primary and secondary windings are 40 and 400 respectively, 
what will be the current ratio? 


Solution.—Inserting the values in equation (7) the following 
is obtained: 


40 ZI, 1 

AO 2h or the current ratio= 10 
from which it follows that the current in the primary winding 
is ten times larger than the current in the secondary winding 


Or I, 2104. 


This is just the reverse compared with the relationship for the 
electromotive force, therefore a transformer which steps the 
voltage up will step the current down in the same ratio and vice 
versa. 


Consequently the products of primary volts and amperes is 
approximately equal to the products of the secondary volts and 
amperes for iron cored transformers, but these conditions do not 
hold true for 7.f. transformers where the coupling co-efficient is 
considerably less than unity. 
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Types of Transformers.—The two transformer types usually 
found in radio work are: 


1. Core type 
2. Shell type. 


The core types shown in figs. 5 and 6 may have either a closed 
‘or open magnetic circuit, and are thus referred to as the 
closed core type and the open core type. 

The open core type consists primarily of two windings, 
wound on a straight piece of laminated iron. This type of con- 
struction is very economical, but on account of very large 
leakage losses (its magnetic path being completed mainly 
through the surrounding air) it is used very sparingly in the 
radio field. 
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CLOSED CORE TYPE OPEN CORE TYPE 


FIGS. 5 and 6—Closed and open core-type transformers respectively. 


In the closed core type the windings are generally placed 
opposite each other as shown in fig. 5. the sides supporting the 
windings are referred to as the ‘‘core legs.”’ 

The coils generally consist of closely wound cotton insulated 
copper wire, dimensioned so as not to cause excessive heating, 
i.e. the wire should he of sufficient size to carry the load of the 
transformer without over-heating. 
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Insulation.—In transformers of higher voltage each layer 
of the winding is usually separated from the next by a thin 
insulating paper, in order that the effective voltage between 
each layer may not break down the insulation, causing a short 
circuit between the wires. 

The best possible economy is secured when the winding en- 
closes a maximum of core area with a minimum of wire, and 
when in addition the magnetic path is the shortest possible. A 
method widely adopted in small transformer design is the use of 
a single winding form, all secondaries and primary being placed 
on one leg of the core. 


PRIMARY SECONDARY 
TERMIN TERMINAL 
Sees ANS SECONDARY 


PRIMARY WINDING —, TERMINALS 
SECONDARY WINDING — ^ 





PRIMARY 
TERMINALS 


FIGS. 7 and 8—Shell and open core type transformers having the primary and 
the secondary winding placed directly on top of each other. 


Shell Type Transformers.— Referring to fig. 7, this type has 
a completely closed core with a centre and two outside legs, 
forming two outside parallel paths for the magnetic lines of 
force. 

On account of the above mentioned feature, this type has a 
very low magnetic leakage, and is hence most commonly used 
for power and audio transformers in the radio field. 
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As shown in fig. 7, the windings are placed directly over each 
other on the centre leg, thereby providing for an economical 
and compact design. 


Transformer Losses.—All of the energy drawn from the 
power line by a transformer is not transformed. The various 
losses incurred in the transformation process are known as 
hysteresis loss, eddy current loss, iron loss, copper loss, magnetic 
leakage loss, etc. 


The hysteresis loss is energy spent in overcoming the fric- 
tion between the molecules of iron as they move backward and 
forward with the change of direction of flux; this is theoretical 
as some believe it is the natural resistance of the metal to the 
flow of flux and that the molecules of iron do not move back- 
ward or forward. 


The eddy current loss is the energy spent in the heating 
action of the induced currents in the iron core by the varying 
flux. Voltages are induced in the core by the alternating flux 
and these voltages produce eddy currents. 


Iron losses are practically constant with or without load and 
are manifested by heating. The energy loss in overcoming the 
ohmic resistance of both coils of the transformer when current 
flows through them (/?R) is known as the copper losses. 


Copper losses vary directly with the square of the current 
due to the load of the transformer. The total copper loss in the 
transformer is (/;? X Ri) of the primary, plus (7, x R,) of the 
secondary. 


Magnetic leakage is another loss. When the magnetic line of 
force flows through the core some of them do not interlink both 
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coils, thus causing an inductive resistance or counter electro- 
motive force in the primary coil, which is not transmitted to the 
secondary coil and therefore causes a loss of voltage analogous 
to the ohmic resistance loss of the primary winding. 





FIG. 9—Typical schematical representation of an auto-transformer in which 
E, is the primary and E; the secondary voltage. 


Transformer Efficiency.—On account of the relatively small 
power involved in radio transformation, there is no urgent 
need for high efficiency. Generally an 80% efficient trans- 
former which takes 75 watts to supply 60 watts is satisfactory. 

The efficiency of a transformer may be gutien in the form of 
an equation as follows: & 
output of secondary 


Efficiency = cutput of secondary + transformer losses 


when the iron loss is small the transformer has a high efficiency 
on light loads. When the iron loss is equal to the copper loss the 
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transformer has a high efficiency on full load or overload. 
The efficiency of a transformer may also be written: 


output in watts of secondary 
input in watts of primary 


Auto-transformers.—The auto-transformer is commonly used 
in audio frequency amplifier couplings, and in connection with 
battery chargers, bell ringing transformers, etc. 

Principally the auto-transformer consists of one coil tapped 
at certain points, dividing it into parts, any part of which can 
be used as primary or secondary. The ratio depends upon the 
number of turns in each part. 

On account of its simplicity this form of transformer is econ- 
omical to build, but is hazardous on high voltage and should be 
used only for small ratios of transformation. The transforma- 
tion at low ratios is accomplished partly by transformer action; 
however, at higher transformation ratios more and more of the 
power is transformed by regular transformer action and less by 
direct conduction. 


Wire Size.—After the current in each winding has been 
obtained the wire size is determined by the number of circular 
mils per ampere. Generally it is considered safe to use 1,000 
circular mils per ampere for transformers of less than 50 watts, 
and 1,500 circular mils per ampere for larger transformers. 

The design, repair and service of radio and electrical appara- 
. tus will be greatly facilitated by utilizing the copper wire table 
shown on the following page. The reader is, therefore, advised 
to familiarize himself with this time saving wire table, asit is an 
easy matter by means of it to find the relation between a certain 
wire gauge and its diameter in mils, area in circular mils, the 
number of turns per linear inch, resistance in ohms per 1,000 
‘feet of length, etc. 


COPPER WIRE TABLE 
















Turns per Linear Inch 2 Feet per Lb. ea hee 
Ohms Capacity Nearest 
000 f m mnm. | EWO 
1 s ín mm. .G. 
CC: Cc. ic. : Bere D.CC. | 26°C. Mean No, 
S.C. Ampt? 
82690 — — — — — 3.947 = .1264 55.7 7.348 1 
66370 — — = — == 4.977 — .1593 | 44.1 6.544 3 
52640 — — = — — 6.276 — .2000 | 35.0 5.827 4 
41740 — — — — — 7.914 — - 2833 27.7 5.189 5 
33100 — — — — — 9.980 — «3195 22.0 4.621 7 
26250 — — — — — 12.58 — .4028 | 17.5 4.116 8 
20820 = — = — — 15.87 — .5080 | 13.8 3.065 9 
18510 7.6 — 7.4 7.1 — 20.01 19.6 - 6405 11.0 3.204 10 
13090 8.6 — 8.2 7.8 — 25.23 24.6 .8077 | 8.7 2.906 1 
10380 9.6 — 9.3 8.9 80.0 31.82 30.9 1.018 6.9 2.588 12 
8234 10.7 — 10.3 9.8 97.5 40.12 38.8 1.284 5.5 2.305 13 
6530 12.0 — 11.5 10.9 121 50.59 48.9 1.619 4.4 2.053 14 
5178 13.5 — 12,8 12.0 63.80 61.5 2.042 3.5 1.828 15 
4107 15.0 — 14.2 13.8 80.44 77.3 2.575 2.7 1.628 16 
3257 16.8 — 15.8 14.7 101.4 97.3 3.247 2.2 1.450 17 
2583 18.9 18.9 17.9 18.4 127.9 119 4.094 1.7 1.291 18 
2048 21.2 21.2 19.9 18.1 161.3 150 5.163 1.3 1.150 18 
1624 23.6 23.6 22.0 19.8 203.4 188 6.510 1.1 1.024 19 
1288 26.4 26.4 24.4 21.8 256.5 237 §.210 .86 0116 20 
1022 29.4 29.4 27.0 23.8 323.4 298 10.35 .08 +8118 21 
810.1 33.1 32.7 29.8 26.0 407.8 370 13.05 A .7230 22 
642.4 37.0 36.5 34.1 30.0 514.2 461 16.46 .A3 8438 23 
509.5 41.3 40.6 37.6 31.6 648.4 584 20.76 34 35733 24 
404.0 46.3 35.3 41.5 35.6 817.7 745 26.17 .27 5106 25 
320.4 51.7 50.4 45.8 38.6 1031 903 33.00 .21 :4547 26 
254.1 58.0 55.6 50.2 41.8 1300 1118 41.62 17 .4049 27 
201.5 64.9 61.5 55.0 45.0 1639 1422 62.48 13 . 3606 29 
159.8 72.7 68.6 60.2 48.5 2067 1759 66.17 .11 .3211 30 
126.7 81.6 74.8 05.4 51.8 2807 2207 83.44 .084 . 2858 31 
100.5 90.5 83.3 71.5 55.5 3287 2534 105.2 007 2548 33 
79.70 | 101. 92.0 77.5 50.2 — 4145 2768 132.7 .053 .2208 34 
63.21 113. 101. 83.6 62.6 — 6227 3137 167.3 . 042 .2019 38 
50.13 127. 110. 90.3 66.3 — 0591 4097 211:0 .038 .1798 37 
39.75 | 143. 120. 97.0 70.0 — 8310 6168 266.0 .026 .1601 85 
31.52 158. 132. 104. 73.5 0900 — 10480 6737 335.0 .021 .1426 38-39 
2500 | 175. 143. 111. 77.0 — 13210 7877 423.0 .017 .1270 39-40 
19.83 | 198. 154. 118. 80.3 — 10660 9309 533.4 .013 01131 41 
15.72 224. 168. 126. 83.6 — 21010 10666 672.6 .010 1007 42 
12.47 248. 181. 133. 86.6 — 28500 11907 848.1 .008 .0897 43 
9.88 | 282, 194. 140. 89.7 — 33410 14222 1009 .000 .0799 44 
i i 
a a a SS SS —— — 





1 A mil is 1/1000 (one thousandth) of an inch. 
2 The figures given are Approximate only, since the thickness of the insulation varies with different manufacturers. 


4 The current-carrying capacity at 1000 C.M. per ampere is equal to the circular-mil area (Column 3) divided by 1000. 
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CHAPTER 10 


Broadcasting Stations 


(Transmitting Apparatus) 


The essential elements of a small transmitting station are as | 
follows: 


1. Source of Energy.—(Such as a storage battery, a.c. or 
d.c. supply, diesel engine or any other source from which energy 
might be obtained.) 


2. Microphone Circuit. 


3. Speech Amplifier Circuit.— (This is actually one stage of 
audio amplification.) 


4. Modulator Circuit.—(The function of the modulator 
tubes is to force the amplitudes to vary in size according to the 
characteristics of the audio-frequencies. ) 


5. Oscillator Circuit.—(The function of which is to convert 
the available energy into the desired form of high frequency 
current.) 
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6. Antenna.—(From which radio waves emanate. The height 
of radio transmitting antennas employed vary, and may reach 
up to 400 feet, as in case of antennas employed by large com- 
mercial broadcasting stations.) 


Neen eee ease EET dias aia 
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FIG. 1—Radio broadcasting station showing speech input equipment and con- 
trol switchboard. (Courtesy Western Electric Co.) 
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General Principles.— With reference to fig. 3, broadcasting of 
radio entertainment or programs received by means of radio 
receivers are generated by various sound waves and generally 
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FIG. 2— General view of antenna system of a large transmitting station show- 
ing two steel towers each 385 feet high and the transmitter house off to one 
side. (Courtesy Western Electric Co.) 


proceed through the broadcasting equipment in the following 
manner: 

The speaker (1) for example, produces sound which causes 
air to vibrate in front of the mouth (2) which in turn causes the 
diaphragm of the microphone (3) to vibrate. The microphone 
changes the mechanical vibrations into varied electric currents 
(4); an amplifier (5) amplifies this current as at (6). 
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An oscillator or high frequency producing device (7) in the 
meantime produces radio waves (9) for broadcasting. A modu- 
lator (8) modulates or changes these radio waves to travel as 
sound waves. 

The varied currents (6) enter the modulator (8) and cause 
the radio waves (9) to float out as at (10) conforming to the 
electric sound waves. An amplifier (11) amplifies the modulated 
radiowaves as at (12) which enter the antenna (13) and ema- 
nates as radio waves into space at (14) to be picked up by 
receiving antennas. 


Modulation.—From the foregoing it is obvious that the 
fundamental principles of broadcasting are essentially those of 
radio transmission, with the addition of means for combining 
the speech or music vibrations into regular radio waves. 

The process of varying the amplitude of the various radiated 
waves is known as modulation, of which there are several pos- 
sible forms, such as: 


1. Antenna modulation 
2. Grid modulation 
3. Plate modulation, etc. 


Antenna Modulation.—In this method the desired result is 
obtained by accomplishing changes in the antenna impedance, 
such as that shown in fig. 4. However, this system is unsatis- 
factory and hence is not used in practical radio transmission 
systems. 


Grid Modulation.—This system is unsuitable for high power 
transmitters on account of the fact that with a high power out- 
put of the oscillator, it is difficult to vary the grid voltage suffi- 
ciently to affect modulation, but is employed sometimes in 
small radio telephone units. 
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FIG. 4—Antenna modulation system. The functioning of this system is sub- 
stantially as follows: When the diaphragm associated with the microphone (M) 
is set in motion by a sound wave, there will be induced a potential corre- 
sponding to the sound pattern in coil L, which in turn causes the grid poten- 
tial and the internal plate resistance of the tube to fluctuate accordingly. 
As a consequence of this change, the equivalent resistance of the antenna 
circuit denoted by resistance (R) will also be varied according to the pattern 
of the sound wave actuating the diaphragm, finally causing a change in the 
radio frequency current sent out by the antenna. 
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FIG. 5—Circuit diagram showing essential elements for accomplishing plate 
modulation. In practical installations two or more stages of power amplifica- 
tion is usually interconnected between the microphone circuit and the modu- 
lation tube. 
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Plate Modulation.—Modulation by this system, sometimes 
known as the Heising modulation method is accomplished by 
varying the power input of the plate of the oscillator. (See fig. 
5.) On account of the fact that this system has been found much 
more efficient than others, it is extensively employed in high 
power stations. 


From a study of fig. 5, it will be seen that the plate potential 
of both the oscillator and the modulator tube is supplied from a 
common source through a choke coil which has such a large 
inductance that neither the radio nor the audio frequency cur- 
rent can pass through it. 

The RF choke coil in the plate circuit of the modulator tube 
now prevents the modulator tube from operating as a by-pass 
for RF currents, but permits AF currents to flow through the 
circuit. 


When talking into the microphone the grid potential of the 
modulator is varied, and hence also the modulator plate cur- 
rent, and the amplitude of the radio frequency oscillations 
varies accordingly. 


To obtain the best possible results, it is desirable that for 
speech or music of considerable intensity, the amplitude of the 
RF oscillations shall have maximum variation from zero to 
double the amplitude corresponding to no speech. 


How a Vacuum Tube Oscillator Works.—A vacuum tube 
may be used as a generator of high frequency voltage and when 
so used, it is called an oscillator. 


When the vacuum tube is used as an oscillator the A, B and 
C batteries form the source of energy and the tube is connected 
to the oscillatory circuit so that there is a coupling between the 
grid circuit and the oscillator circuit, and also between the 
plate and the oscillatory circuit as shown in fig. 6. 
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The operation is fundamentally as follows: With switch S 
open and S’ closed, the B battery sends out a steady current 
through the choke coil and the internal plate circuit. 

Condenser C prevents this d.c. current flowing through coil 
L, when S is closed, thus preventing discharge of the B battery 
through coil L, and also making the reactances of the circuit 
LC to radio frequency current low. 
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FIG. 6—Modified Hartely type oscillator circuit. 


When S is closed a surge in current takes place via con- 
denser C and coil L, which is absorbed from the internal plate 
circuit. Since the choke maintains the battery current steady, 
the variable current through coil L induces a voltage in coil L’. 

Assuming the induced voltage is such as to cause a surge of 
current down through coil L', the condenser C' would be 
charged with the plate D, positive. The voltage across this con- 
denser would then be in opposition to the original grid bias, and 
would consequently make the grid less negative than before. 

This decrease in negative grid voltage would effect an increase 
in the internal plate current. 
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Because of the choke coil in the battery circuit, the increased 
current must flow down through coil L, and up through the 
condenser. C, which in turn would induce a voltage in the coil 
L', causing a surge of current up through this coil and charging 
the condenser C' with the plate H, positive. 

Now, the voltage across the condenser C’ aids the original 
grid bias and results in an increased negative grid voltage and 
therefore the current from plate to the filament is decreased 
again, with the resulting surge of current down through C, and 
up through L, which induces a voltage in L' and so the cycle is 
repeated indefinitely. 


Oscillating Plate Current Characteristics.—On account of the 
amplifying action of the vacuum tube, the alternating voltage 
across the grid condenser C' (fig. 6), during a given cycle would 
result in an increased alternating voltage across the coil L, in 
the plate circuit, and consequently with sufficient. close coupling 
between L and L', the voltage induced in coil L', would be 
greater than that which previously existed across the con- 
denser C”. 


OSCILLATING PLATE CURRENT, 





FIG. 7—-Oscilleting plate current characteristics. 
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For this reason the amplitude of each cycle would be greater 
than that of the preceding cycle, and the oscillations of the plate 
current would continue to increase until the instantaneous 
values of the plate current varied between some maximum or 
some minimum determined by the coupling and the circuit 
constants. The form of this oscillating plate current 1s shown 
in fig. 7. 
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FIG. 8—Simplified schematic circuit diagram of a broadcasting station. 


Power Supply.—Generally high power radio broadcasting 
stations receive alternating current of low voltage. This current 
is stepped up or transformed to high voltage, and then rectified 
by special designed vacuum tubes, known as mercury-vapor 
reclifiers. 

These tubes when used in connection with large capacity sta- 
tions, are of considerable size and may be mounted and inter- 
connected, as shown in figs. 10 and 9. 
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The mercury vapor rectifier tubes are designed for use in high 
voltage devices and will supply high voltage d.c. power at uni- 
form voltage, which in-some instances may reach up to 20,000 
volts. 


Other large water-cooled vacuum tubes are connected as 
oscillators producing the high frequency carrier current. 
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FIG. 9—Showing the incoming line of 3-phase alternating current. When 
properly rectified this system provides a smoother d.c. current than that 
obtained by single phase rectification. The rectifiers deliver an output direct 
current of 17,000 volts. 
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FIG. 10—View of 17,000 volt rectifier tube unit installation. (Courtesy Western 
Electric Co.) 
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FIG. 11—Interior view of coupling house showing details of network through 
which the concentric transmission line branches three ways—each branch 
feeding a separate antenna. 


How Crystal Oscillators Work.—The operation of crystal 
controlled oscillators depends upon the so called Piezo-electric 
effect in quartz crystal. 

Among the many uses of crystals in radio oscillator circuits is 
that of a master oscillator or primary frequency standard, con- 
trolling the frequency of radio transmitting stations output, as 
standard for instrument manufacturers, etc. 

The natural crystal of quartz is in the shape as shown in fig. 
12. The axis paraliel to the lengthwise natural edges is called the 
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optic axis, and the axis perpendicular to the natural edges is 
called the electrical axis. There is also a third axis perpendicular 
to the other two which in the figure is designated as the B axis. 


ELECTRICAL 





FIG. 12—Natural quartz crystal. 


Considering a crystal shown in fig. 12 with the black volume 
removed and mounted as shown in fig. 13 it has been found that 
this slab if subjected to an electric pressure of proper sign along 
its electric axis, the crystal expands along this axis and contracts 
along the B axis. The reversal of the electrical pressure causes 
a reversal of these expansions and contractions. 

It has also been found that when subjected to mechanical 
pressure tending to contract it along the B axis and expand it 
along the electrical axis, an electromotive force is developed in 
the crystal along its electrical axis. The electromotive force so 
developed is opposite in sign to the external electric force which 
would have produced a corresponding expansion and contrac- 
tion of the crystal. Hence if an alternating electromotive force 





m 
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is impressed across the crystal as shown in fig. 14 the crystal will 
expand and contract along its vertical axis and at the same time 
contract and expand along its horizontal axis. 


ELECTRICAL 
AXIS 





NA 8- axis 


FIG. 13—Mounting of the crystal. 


‘It is a well known fact that a body capable of mechanical 
vibrations, has a certain natural frequency of vibration, and so 
the crystal in this instance has a certain natural frequency of 
expansion and contraction along the vertical axis and some other 
natural frequency along its horizontal axis, and each one of these 
frequencies depends upon the actual dimensions of the crystal 
itself. 

The thicker the crystal be cut the lower the frequency to 
which it will vibrate. From the above it will be readily under- 
stood that the manner of cutting crystal is of paramount im- 
portance, not only in regard to its thickness, but also to its 
optical axis. 
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FIG. 14—Illustrating the action of crystal when an electro-motive force is 
applied. 





FIG. 15—Crystal oscillator circuit. When a crystal is connected as shown, and 
the switch be closed for a short period, the condenser formed between the 
plates of the crystal mounting will be charged, thus subjecting the crystal to 
an electrical strain, which causes the crystal to expand along the vertical 
axis and contract along the horizontal axis. When the switch is opened, the 
electrical strain on the crystal will be relieved and so will tend to return to its 
previous form, on account of its mechanical properties. However, the crystal 
will vibrate at one of its own natural frequencies during a short period. The 
particular one of the two frequencies is dependent upon the constant of the 
circuit and may be adjusted from one to the other by adjusting the induct- 
ance. 
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CHAPTER 11 


Principles of Radio 
Telephony 


Radio telephony may be defined as the transmission to a dis- 
tance of speech, music and other sounds through space without 
wire, by means of electro-magnetic waves. 


In the standard system of radio telephony continuous waves 
are used of much higher frequency than those of audible sounds. 
The amplitude of those waves is modulated by the connection of 
a microphone in the transmitting circuit. 


Receiving apparatus are similar to those employed in radio 
telegraphy and are designed so that the head set or loud-speaker 
responds to the modulated waves and reproduces the sound as 
originally sent in through the transmitter. 


As radio telephony is principally a combination of the princi- 
ples of vacuum tube transmitters and wire telephony, there is 
actually no real boundary line between commercial concerns 
engaged in telephone broadcasting and telephone companies, 
hence radio companies are using telephone lines for long distance 
relaying and telephone companies have installed broadcasting 
Stations. 
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A most useful service of the radio telephony is by means of 
communication between ships at sea and between ships and 
shore. On large passenger lines, commercial telephone stations 
are now in operation, and telephone extension service may also 
be had from numerous harbor tugs, pilot boats and private 
yachts. 
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FIG. 1—Diagrammatic representation illustrating similarity between wire and 
radio telephone. 


It is thus possible for the personnel of the above to communi- 
cate with their offices or homes when within range of a coastal 
harbor radio telephone station. At present radio telephone serv- 
ice is available to boats in the areas served by the shore stations 
at Boston, New York, Miami, Seattle, San Francisco, Los 
Angeles and Norfolk. 
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In this connection it may be mentioned, that the regulation of 
the Federal Communication & Commission permits the opera- 
tion of low power radio telephone equipment on boats, not com- 
pulsorily equipped by persons holding a radio telephone third 


TRANSMITTING M JO AIRPLANE 
STATION Be Neo ANTENNA 


TELEPHONE 
(CENTRAL OFFICE) 


SUBSCRIBERS 





IRE RECEIVING 
D E — 


FIG. 2—Schematic diagram showing voice communication between ship or 
aircraft and shore, by means of radio telephone. 


class operator’s license. The Captain or a member of the crew 
may obtain this license by passing an examination prescribed by 
the F.C.C. requiring only knowledge of the radio laws and regu- 
lations applicable to this service, and familiarity with the 
method of operation of this type of equipment. A knowledge of 
the radio telegraph code is not required. 
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A typical marine radio telephone set of type shown in fig. 3 
consists of the following: 


]. Radio receiver 
2. Radio transmitter 


3. Selector set which operated on tone signals from the output 
of the receiver 


4. Control unit equipped with handset receiver 


2. Power unit consisting of two dynamotors. 





FIG. 3—Marine Radio Telephone equipment. (Courtesy Western Electric 
Co.) 


One of the dynamotors is to supply power to the radio trans- 
mitter while the other provides for the receiver. Both dyna- 
motors operate from a 12 volt storage battery. A 110 volt 
generator can be used if this source of power is available. 

The one disadvantage with radio-telephony is that the mes- 
sage may be intercepted by outsiders. However, this lack of 
secrecy has been successfully attacked by various scientists and 
may eventually be put to use by commercial firms handling the 
messages. 
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FIG. 4—Marine Radio Telephone Control equipment within easy reach of the 
pilot. (Courtesy Western Electric Co.) 
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FIG. 5—Interior view of typica) marine radio telephone station. (Courtesy 
Western Electric Co.) 
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CHAPTER 12 


Vacuum Tubes 


Vacuum Tubes.—A vacuum radio tube in its simplest form is 
somewhat similar to an electric light bulb, but contains a num- 
ber of metallic elements for various purposes for use in conjunc- 
tion with radio transmission and reception. The parts of a 
typical vacuum tube is shown below. 





Fic. 1.—Parts and assembly of a typical glass radio tube. The filament, grid screen and 
plate are sealed in the tube, from which the air has been removed. (Courtesy R.C.A. 
Mfg. Co.) 
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Fic, 2.—Internal structure of a glass radio tube. There is at present a great number of tubes 
utilized for various requirements. In radio applications they are used for amplifying radio 
waves; for converting radio waves to sound waves; for converting alternating current to 


direct current, etc. (Courtesy R.C.A. Mfg. Co.) 
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Fic. 3.—Inside view of a metal radio tube. The inside parts are similar to those of a glass 
radio tube. The housing of the parts consists of metal, which has certain advantages to 
that of the glass in required electrical shielding. These types of tubes generally are smaller 
and have a central guide pin projecting from the base for easy insertion in the sockets, 


and are therefore not as a rule interchangeable with glass tubes. (Courtesy R.C.A. 
Mfg. Co.) 


Purpose of Vacuum Tubes.— The general purpose of a vac- 
uum tube is to detect and amplify radio waves; for changing 
alternating current into direct current; for producing oscilla- 
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tions or rapid electrical pulsations; for changing an electric cur- 
rent of one degree of pulsation to those of another, and for 
innumerable other purposes. 


Materials Used in Vacuum Tubes.—The materials used for 
housing the elements of a vacuum tube may be glass or metal— 
sometimes a combination of the two. The essential difference 
between metal and glass tubes is that the metal tubes as a rule 
are smaller, and have a central guide pin for insertion in the 
sockets and hence they are not readily interchangeable with 
one another. 
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Fic. 4.—Illvstrating the flow of electrons in a vacuum tube, 
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Principles of Operation of Vacuum Tubes.—In any electronic 
tube, thinny electrical charges called electrons jump from 
a heated metallic surface, in a vacuum, to another metallic sur- 
face and cause current to flow between the two when con- 
nected together as shown in fig. 4. This current flow is always 
one-directional in that it will flow in one direction only—never 
in the reverse. 

To produce such a flow of electrons, which constitutes an 
electric current the following fundamental requirements must 
be obtained: 


1. There must be a continuous source of supply for the 
cathode which produces the current flow. 


2. It must be maintained at the high temperature — 
for the dissipation of electrons from it. 


3. To produce this continuous flow of electrons a force must 
be supplied to transfer them through space. 


Now, as the electrons consist of infinitely small negative 
charges of electricity, it is evident that they are attracted to a 
positively charged body and repulsed by a similarly or nega- 
tively charged substance. (See page 27.) 

Hence if a second element (anode) be added within the vac- 
uum enclosure and in addition be maintained at a positive po- 
tential with respect to the cathode, it will in accordance with 
the above reasoning, attract the negatively charged electrons 
to it and at a rate which is dependent upon the rate at which 
they are supplied by the cathode. 

In its simplest form therefore a vacuum tube consists of two 
electrodes—a cathode and an anode (sometimes referred to as 
filament and plate), the former emitting or discharging the 
electrons and the latter acting as a collector of electrons. When 
this condition exists the vacuum tube is called a diode or two- 
electrode vacuum tube. 
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Fic. 5.—Shows how a current will be registered by the galvanometer when the switch is con- 
nected to make the insulated plate positive. The current flow, however, will cease when 
the plate is made negative—the switch connects the insulated plate with the negative 
terminal of the filament. 


Electron Emission.—The phenomenon that electrons can be 
made to leave a conductor when properly stimulated to do so 
as in the case of a radio vacuum tube, is called thermonic electron 
emission, sometimes called only electron emission. 


The electron emission also known as the Edison effect was found 
by the famous inventor in his early experiments with the in- 
candescent lamp sometime before 1890. 


Edison observed that when a metal plate was sealed inside a 
lamp bulb so that it was between and separated the two sides 
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of the carbon filament, but was entirely insulated electrically 
from the filament, that an electric current flowed through a 
galvanometer when connected between the outside terminal of 
the metal plate and the positive terminal of the filament. 


When on the other hand, the connection was reversed, and 
the galvanometer connected between the negative terminal of 
the filament and the outside terminal of the plate, the current 
flow stopped. 


Although this phenomena was known at this early date, its 
availability could not be utilized, due to the absence of the 
vacuum tube. It was only after discovery of the vacuum tube by 
Prof. J. A. Fleming and Dr. De Forest that this perhaps 
greatest invention in the twentieth century could be made 
serviceable. 


The flow of current can be amplified by small voltage changes, 
the control of all changes is very marked and instantaneous in 
action—there being no lagging, also the electricity utilized or 
generated can be almost limitless in their number of pulsations. 


This current flow or movement of electrons may be acceler- 
ated by increasing the temperature of the conductor. Once free, 
most of the emitted electróns, in a vacuum tube make their 
way to the plate, but others return to the cathode, repelled by 
the cloud of negative electrons immediately surrounding the 
cathode. This cloud of electrons surrounding the emitting 
cathode is known as the space charge. 


A few of the electrons that reach the plate may have suffi- 
cient velocity to dislodge one or more electrons already on the 
plate. The dislodging of those electrons from the plate by 
other fast moving electrons are called secondary emission. 


When this occurs there is actually a simultaneous electron 
flow in two directions. 
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Fic. 6.—Views of two and three element vacuum tubes showing arrangement of prongs and 
wiring symbols. 
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Fic. 7.—Views of four and five element vacuum tubes, showing arrangement of prongs and 
wiring symbols. 
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Vacuum Tube Fundamentals.—By definition a vacuum tube 
consists of a cathode, which supplies electrons and one or more 
additional electrodes whose function it is to control and collect 
these electrons, mounted in an evacuated envelope. This 
envelope may consist of a glass bulb or it may be the more com- 
pact and efficient metal shell. 


The outstanding properties of the vacuum tube lie in its 
ability to control almost instantly the motion of millions of 
electrons supplied by the cathode. On account of its almost 
instantaneous action the vacuum tube can operate very effi- 
ciently and accurately at electrical frequencies far above those 
obtainable with rotating machinery. 


As previously stated the electronic movement may be 
accelerated by the supply of additional energy in form of heat. 
When the temperature of a metal becomes hot enough to glow, 
the agitation of the electrons becomes sufficiently great to 
enable a certain amount of them to break away from the metal, 
it is this action which is utilized in the radio tube to produce the 
necessary electron supply. 


The Function of the Cathode.—A cathode is that part of a 
vacuum tube which supplied electrons which are essential for 
its operation. All cathodes in vacuum tubes are universally 
heated by electricity. The method of heating the cathode may 
be used to distinguish between the different forms. 


The simplest form of a cathode is in the form of a wire or 
ribbon, heated directly by the passage of current through it as 
in (b) and (c) fig. 8. Radio tubes having such filaments for 
cathodes are sometimes referred to as filamentary tubes 
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to distinguish them from tubes having indirectly heated 
cathodes. 


A common arrangement of an indirectly heated cathode is 
shown in fig. 8 (a). Here the cathode consists of a metallic 
cylindrical sleeve, usually of nickel, coated with a mixture of 
barium and strontium oxides. This oxide coating is used on 
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Fic. 8.—Schematic diagram of directly and indirectly heated cathodes. 


account of their property to greatly increase the electron 
emission at a given temperature. 


A lead wire from the cathode sheath is carried out to an 
external tube terminal in order that the cathode may be main- 
tained at any desired potential. 
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The heater wire consists usually of tungsten and may be in 
the form of a spiral or as in the illustration, in the form of a 
hairpin threaded through parallel tubular holes in a ceramic 
insulator. Tubes having cathodes of this type are referred to 
as heater type tubes. 


The heaters may be operated on either direct or alternating 
current. The one disadvantage of using alternating current 
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Fic. 9.— Diagram of connection to a triode employing a filament transformer. 


for the filament of tubes used in audio-frequency circuits, is 
that it introduces objectionable hum in the output. 


This hum may be lessened by connecting the plate and the 


grid circuits to the midpoint of the secondary of the trans- - 





* 
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former, as shown in fig. 9. Generally, however, it is not possible 
to use alternating current in the filament of tubes used in the 
early stages of high-gain amplifiers. 


Classification of Tubes.—Tubes are usually classified ac- 
cording to the number of electrodes present, so for example a 
two-element tube is called a d?ode; a three-element tube a 
iriode, and so on to tetrodes and pentodes. A pentode there- 
fore is a tube having five elements. See pages 228 and 229. 


Tubes may also be classified according to whether there be 
high vacuum, gas or an element which vaporizes in the bulb. 


Diodes.— From the foregoing it is evident that electrons are 
of no value in a tube unless they can be controlled or made to 
work according to a pre-determined schedule. The very 
simplest form of tube consists of two electrodes—a cathode 
and a plate, and is most often referred to as a diode, which is 
the family name for two-electrode tubes. 


In common with al] tubes, the electrodes are enclosed in an 
evacuated envelope with the necessary connection projecting 
out through airtight seals. The air is removed from the 
envelope to allow free movement of the electrons and to prevent 
injury to the emitting surface of the cathode. If the cathode 
be heated, electrons leave the cathode surface and form an 
invisible cloud in the space around it. Any positive electric 
potential within the evacuated envelope will offer a strong at- 
traction to the electrons. 


In a diode, the positive potential is applied to the second 
electrode, known as the anode, or plate. The potential is 
supplied by a suitable electrical source connected between the 
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plate terminal and a cathode terminal. See fig. 10. Under the 
influence of the positive plate potential, electrons flow from the 
cathode to the plate and return through the external plate- 
battery circuit to the cathode, thus completing the circuit. 
This flow of electrons is known as the plate current and may be 
measured by a sensitive current indicator. 
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Fic. 10.—Connection diagram for a two electrode tube, 


The Diode as a Rectifier.—It is obvious that under no con- 
ditions can the current flow from the plate to the cathode, 1.e., 
the tube is as far as the direction of the current is concerned a 
one-way proposition. Increasing the positive potential will 
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of course increase the flow of electrons from cathode to plate and 
consequently increase the current flow in the plate circuit, but 
if the plate is made negative instead of positive it will repel the 
electrons and no current will flow. 
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Fic. 11.—Connection diagram of the half-wave rectifier. The rectified current is depicted on the 
upper half of the wave diagram. 


The diode therefore acts as an electrical valve that will permit 
current to flow in one direction, but not in the other. It is 
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this characteristic of the diode that has been utilized as a means 
of converting or rectifying an alternating current into a direct 
current. 


The diode is therefore commonly used as a signal rectifier or 
detector in a radio receiver, and as a power rectifier in the unit 
employed to change the a.c. house current into a direct current 
for the operation of home receivers or transmitters. 


Diode rectifiers may have one plate and one cathode and are 
as such called half-wave rectifiers, (See fig. 11) since as stated the 
current can flow-only during one-half of the alternating current 
cycle. 


Full Wave Rectifier.—If two plates and one or more cathodes 
are used in the same tube, current may be obtained during both 
halves of the alternating current cycle as shown in fig. 12. The 
tube is then called a full wave rectifier. If as in the diagram 
shown the rectifier tube be connected to a power transformer, 
the primary of which is connected to a 110 volt a.c. source, 
then the disposition of the voltage developed in the secondary 
of the transformer winding will be such that the center tape 
will be at zero voltage with respect to terminals 1 and 2, and 
during the period terminal 1 is positive, terminal 2 will be 
negative. 


Therefore plate P, will draw current while plate P, is idle and 
vice versa. In this manner both the positive and the negative 
half of the alternating current cycle are utilized and the result- 
ant output current consists of a series of unidirectional pulses 
with no spacing between them as shown in the lower part of 
fig. 12. These unidirectional pulses may be further smothered 
by insertion of filters consisting of inductive and capacitive 
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reactances interconnected to the output terminals of the rec- 
tifying system. 


Space Charge Effect.—Not all of the electrons emitted by the 
cathode reach the plate. Some return to the cathode while 
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Fic. 12.—Connection diagram and depiction of the action of a full-wave rectifier tube. 
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others remain in the space between the cathode and plate for 
a brief period to form an effect known as space-charge. This 
charge has a repelling action on other electrons which jeave the 
cathode surface and impedes their passage to the plate. The 
extent of this action and the amount of space-charge depend on 
the cathode temperature and the plate potential. 


Plate voltage vs. Plate current relationship of a diode.—The 
higher the plate potential, the less is the tendency for electrons 
to remain in the space-charge region and repel others. This 
effect may be noted by applying increasingly higher plate volt- 
ages to a tube operating at a fixed heater or filament voltage. 
Under these conditions, the maximum number of available 
electrons js fixed, but increasingly higher plate voltages will as 
previously stated succeed in attracting a greater proportion of 
the free electrons. 


Beyond a certain plate voltage, however, additional plate 
voltage has little effect in increasing the plate current. The 
reason is that all of the electrons emitted by the cathode are 
already being drawn to the plate. This maximum current is 
called saturation current, and because it is an indication of the 
total number of electrons emitted, it is also known as the emis- 
sion current. See fig. 13. 


Tubes are sometimes tested by measurement of their emission 
current. However, in this test it is generally not feasible to 
measure the full value of emission because this value would be 
sufficiently large to cause change in the tube’s characteristics, 
or to damage the tube. For that reason, the test value of 
current in an emission test is less than the full emission current. 
However, this test value is larger than the maximum value 
which will be required from the cathode in the use of the tube. 
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The emission test, therefore, indicates whether the tube’s 
cathode can supply a sufficiently large number of electrons for 
satisfactory operation of the tube. 
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PLATE VOLTAGE 
Fig. 13.—Characteristic curve of a diode. 


Triodes.—The triode or three electrode tube is principally a 
two-electrode tube in which a third electrode, called the grid, 
is placed between the plate and the cathode. See fig. 14. 


The grid consists usually of a mesh of fine wire extending the 
full length of the cathode. The spaces between the turns of 


240 Vacuum Tubes 


the wire constituting the grid are comparatively large, so as not 
to impair the passage of the electrons from the cathode to the 
plate. 
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Fic. 14.—Schematic diagram showing triode connection to battery. 





Grid Function.—The function of the grid is to control the 
platecurrent. By maintaining the grid at a negative potential, 
it will repel electrons and will in part, but not altogether, neu- 
tralize the positive or attractive force exerted upon them by the 
positive plate. Hence, a stream of electrons will flow from the 
grid to the plate, although smaller than it would be if the nega- 
tive grid had not been present. Now if the grid is made less 
negative, it follows that its repelling effect will be reduced and 
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consequently a larger current will flow through it to the 
plate. 


Similarly if the grid be again made more negative its repelling 
force will increase and the current to the plate will correspond- 
ingly decrease. See fig. 15. 





B 
ahlie nlla 
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Fic. 15.—Illustrating the action of a grid in a triode vacuum tube. 


From the above, it follows that when the potential of the grid 
be varied in accordance with some desired signal, the plate 
current will vary in a corresponding manner. Because the 
grid is assumed at all times to be at negative potential with 
respect to the cathode, it is evident that it can not collect elec- 
trons and so a small amount of energy will be sufficient to vary 
its potential in accordance with the input signal. 


Capacitance Effect.—In a triode the grid plate and cathode 
form what is called an electro-static system, i.e., each electrode 
acts as a plate of a small condenser. The capacitances are those 
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existing between grid and plate, plate and cathode, and grid 
and cathode. See fig. 16. 


These capacitances are usually referred to as "[nter-electrode 
Capacitances." In this connection it may be mentioned that 
the capacitance between the grid and plate is of the utmost 
importance, because of the fact that in high-gain radio-fre- 


CAPACITANCE BETWEEN CAPACITANCE BETWEEN 
GRID AND LM pa / AND PLATE 
f PLATE 


CAPACITANCE BETWEEN 
PLATE AND CATHODE 


Fic. 16.—Diagram showing inter-electrode capacitances in a triode. 


quency amplifier circuits, this capacitance may act to produce 
undesired coupling between the input circuit, the circuit be- 
tween the grid and cathode, and the output circuit, the circuit 
between the plate and the cathode. The effect of this coupling 
may cause instability and unsatisfactory performance in the 
amplifier. 


Tetrodes.—The undesirable capacitance between the grid 
and the plate in the triode can be decreased by inserting an addi- 
tional electrode or screen between the grid and the plate as 
shown in fig. 17. With the addition of this fourth electrode 
the tube is accordingly referred to as a tetrode. 
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The Screen Function.—The position of the screen between 
the grid and the plate gives it the function of an electrostatic 
shield between them, thus reducing the capacitance between 
the two. 
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Fic. 17.—Connection of electrodes of a screen gride tube. 


The effectiveness of this shielding action is further increased 
by inserting a by-pass condenser between the screen and the 
cathode. Therefore, by means of this screen and by-pass 
condenser, the grid to plate capacitance is very small. 


The screen has another desirable effect in that it makes plate 
current almost independent of plate voltage over a certain 
range. The screen is operated at a positive voltage and there- 
fore, attracts electrons from the cathode, but because of the 
comparatively large space between wires of the screen, most of 
the electrons drawn to the screen pass through it to the plate. 
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Hence, the screen supplies an electrostatic force pulling electrons 
from the cathode to the plate. 


At the same time the screen shields the electrons between 
cathode and screen from the plate so that the plate exerts very 
little electrostatic force on electrons near the cathode. There- 
fore, plate current in a screen grid tube depends to a great de- 
gree on the screen voltage and very little on the plate voltage. 
This holds true only as long as the plate voltage is higher than 
the screen voltage. 
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PLATE VOLTS 
Fic. 18.—Average plate characteristics of a screen grid amplifier tube. 


The fact that plate current in a screen grid tube is largely 
independent of plate voltage makes it possible to obtain much 
higher amplification with a tetrode than with a triode. The 
low grid to plate capacitance makes it possible to obtain this 
high amplification without plate-to-grid feed-back and resultant 
instability. 
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Pentodes.—It has previously been shown that when electrons 
strike the plate they may if moving at sufficient speed dislodge 
other electrons. This in the two and three electrode types does 
not cause any trouble since no other positive electrode than the 
plate is present to attract them. 


These vagrant electrons therefore are eventually drawn back 
to the plate. 


Emission from the plate caused by bombardment of the plate 
by electrons from the cathode is referred to as Secondary Emis- 
ston on account of its effect being secondary to the original 
cathode emission. 


In the case of the previously discussed screen grid or tetrode 
tube, the proximity of the positive screen to the plate offers a 
strong attraction to these secondary electrons, and more mark- 
edly so if the plate voltage be lower than the screen voltage. 
This results in lowering of the plate current and limits the per- 
missible plate swing for tetrodes. 


To overcome the effects of secondary emission a third grid, 
called the suppressor grid is inserted between the screen and 
plate. This grid, being connected directly to the cathode, 
repels the relatively low-velocity secondary electrons back to 
the plate without obstructing to any appreciable extent the 
regular plate-current flow. Larger undistorted outputs there- 
fore can be secured from the pentode than from the tetrode. 


Pentode-type screen-grid tubes are used as radio-frequency 
voliage amplifiers, and in addition can be used as audto-frequency 
voltage amplifiers to give high voltage gain per stage, since the 
pentode resembles the tetrode in having a high amplification 
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factor. Pentode tubes also are suitable as audio-frequency 
power amplifiers, having greater plate efficiency than triodes 
and requiring less grid swing for maximum output. The latter 
quality can be indicated in another way by saying that the 
power sensittvity—tratio of power output to grid swing causing 
it, is higher. In audio power pentodes, the function of the 
screen grid is chiefly that of accelerating the electron flow rather 
than shielding, so that the grid often is called the accelerator 
grid. In radio frequency voltage amplifiers the suppressor 
grid, in eliminating the secondary emission, makes it possible 
to operate the tube with the plate voltage as low as the screen 
voltage, which cannot be done with tetrodes. 


As audio-frequency power amplifier pentodes have in- 
herently greater distortion (principally odd-harmonic distor- 
tion) than triodes. The output rating usually is based on a 
total distortion of 10%. 


SCREEN 





Fic. 19.—Conventional representation of beam power tube. 


The Beam Power Tube.—lIn this tube a different method is 
used for suppressing secondary emission. The tube (See figs. 
19 and 20) contains four electrodes, a cathode, grid, screen and 
plate respectively. The spacing between the electrodes is such 
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that secondary emission from the plate is suppressed without 
the suppressor found in the pentode. 


Due to this method of spacing the electrodes, electrons trav- 
elling to the plate slow down, when the plate voltage is low, the 
velocity being almost zero in a certain region bet ween the screen 
and the plate. In this region the electrons form a stationary 
cloud—a space-charge. The effect of this space-charge is to 
repel secondary electrons emitted from the plate, and thus 
cause them to return to the plate, hence causing the suppression 
of secondary emission. 
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Fic. 22.— Internal structure of beam power tube, (Courtesy R.C.A. Mfg., Inc.) 


An added advantage of the beam power tube is the low current 
drawn by the screen. The screen and the grid consists of spiral 
wires wound in such a way so that each turn of the screen is 
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shaded from the cathode by a grid turn. On account of this 
alignment the screen and grid causes the electrons to travel in 
sheets between the turn of the screen so that very few of them 
flow to the screen. Because of the effective suppressor action 
provided by space charge and because of the low current drawn 
from the screen, the beam power tube has the advantage of 
high power output, high sensitivity and efficiency. 


Multi-Purpose Tubes.—During the early stages of tube 
development and application, tubes were essentially of the 
so-called general purpose type, that is a /riode was used as a 
radio-frequency amplifier, an intermediate frequency am- 
plifier, an audio frequency amplifier, an oscillator or as a de- 
tector. 


It is obvious that with this diversity of applications, this one 
type did not meet all requirements to the best advantage. 


At present a great multiplicity of tube types have been de- 
veloped to do special work in radio circuits. Among the sim- 
plest and most important in radio receiver circuits are the full- 
wave rectifiers, containing two separate diodes of the power 
type in one bulb, and twin-triodes consisting of two triodes in 
one bulb for class B audio amplification. 


"To add the functions of diode detection and automatic vol- 
ume control to that of amplification, a number of types are made 
in which two small diode plates are placed near the cathode, but 
not in the amplifier-portion structure. These types are known 
as duplex-diode triodes, or duplex-diode pentodes, depending 
upon the type of amplifier section incorporated. 


Another type is the pentagrid converter, a special tube work- 
ing:as both oscillator and first detector in superheterodyne re- 
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ceivers. There are five grids between cathode and plate in the 
pentagrid converter; the two inner grids serve as control grid 
and plate of a small oscillator triode, while the fourth grid is the 
detector control grid. The third and fifth grids are connected 
together to form a screen grid which shields the detector con- 
trol grid from all other tube elements. The pentagrid con- 
verter eliminates the need for special coupling between the 
oscillator and detector circuits. 


The convential diagram representation of these tubes are 
depicted in figs. 21 to 23. Another type of tube consists of a 
triode and pentode in one bulb, for use in cases where the 
oscillator and first detector are preferably separately coupled; 
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Fics. 21 to 23.—Schematic representation of multi-purpose tubes. 
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while still another type is a pentode with a separate grid for 
connection to an external oscillator circuit. This "injection" 
grid provides a means for introducing the oscillator voltage into 
the detector circuit by electronic means. 


Receiving screen-grid tetrodes and screen-grid pentodes for 
radio-frequency voltage amplification are made in two types. 
known as Sharp cut-off and variable-mu or super-control types, 
In the sharp-cut off type the amplification factor is practically 
constant regardless of grid bias, while in the variable-mu type the 
amplification factor decreases as the negative bias is increased. 
The purpose of this design is to permit the tube to handle large 
signal voltages without distortion in circuits in which grid-bias 
control is used to vary the amplification, and to reduce inter- 
ference from stations on frequencies near that of the desired 
station by preventing cross-modulation. Cross-modulation is 
modulation of the desired signal by an undesired one, and is 
practically the same thing as detection. The variable-mu type 
of tube is a poor detector in circuits for r.f. amplification, hence 
cross-modulation is reduced by its use. 
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CHAPTER 13 


Radio Receivers 


Generally any electrical circuit used in connection with radio 
reception is a radio receiving circuit. 


The basic receiving circuits are as follows: 


l. Regenerative 

2. Tuned radio frequency regenerative 
3. Super-heterodyne 

4. Super-regenerative 

5. Super-infra regenerative 


The two last circuits are classified as short wave receivers. 


General Receiver Performance Characteristics.—The re- 
ceiver performance may be divided into three groups namely: 


1. Selectivity 
2. Sensitivity 
3. Fidelity and stability 


The three groups are inter-dependent with selectivity the 
most important factor. 
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FIGS. 1 and 2—Block diagrams showing essential units of a regenerative and 
a tuned radio frequency regenerative circuit respectively. 
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FIGS. 3 and 4—Block diagrams showing essential units of a super-regener- 
ative and a super-infra regenerative circuit respectively. 
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By definition, selectivity of a receiver is its ability to dis- 
criminate between signals of various frequencies. The senst- 
til y of a receiver is the minimum radio frequency voltage input. 
required to give a certain specified output. The fidelity is that: 
proportionate response through the audio frequency range, re-. 
quired for a given type of receiver. 


A receiver’s stability is identified by its ability to maintain. 
its output constant over a period of time with constant. signal 
input. 


Receiver Selectivity.—As aforementioned the selectivity is 
that characteristic which makes it possible to determine how 
well a set will tune out one signal and tune in another. 


Measurements of Selectivity.—The selectivity is deter- 
mined with the aid of a radio frequency oscillator by means of 
which it is possible to impress known r.f. potential on the input 
of a radio receiver. 

There are various methods of carrying out this test, although 
the one generally used is to impress a small potential on the 
input of the set and note the output, and then to vary gradually 
the frequency of the r.f. oscillator, and at the same time adjust 
the potential supplied to the receiver so as to maintain the same 
output. 

In this manner a set of figures will be obtained, indicating 
how the output of the set falls off at either side of the frequency 
to which it is tuned. Generally it is true that the more rapidly 
it falls off the better is the selectivity of the receiver. 

However, as previously noted, the receiver's selectivity is 
closely allied with its fidelity, for generally if making the selec- 
tivity too great, the side-bands are suppressed and the high 
frequencies are partially suppressed. A typical selectivity curve 
is shown in fig. 5. 


Radio Receivers 
Such curves may be made up at various points throughout the 


broadcast band, and the variations in a receiver’s selectivity 


thereby determined. 
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FIG. 5—A typical radio receiver selectivity curve. 
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Receiver Sensitivity.—The sensitivity of a receiver is not 


simply a matter of amplification, but is fundamentally limited 
by what is known as "'the noise level" in that only signals that 
are audible above the prevailing noise background at the out- 
put are useful. 
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FIG. 6—Combination diagram showing arrangement of the different units of a typical super-heterodyne 
receiver with wave chart indicating how the radio signals are modified by each unit, that is, how the 
inaudible signals first picked up by the antenna undergo successive changes en route to the loud speaker. 
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In order to obtain a common basis facilitating the study and 
measurement of this characteristic, the term “‘noise equivalent” 
is used, which simply means the effective sensitivity of a re- 
ceiver in terms of its own noise level. 


Measurements of Sensitivity.—In connection with sensi- 
tivity measurements, a certain receiver is often expressed as 
having a sensitivity of so many micro-volts per meter. Just 
what this expression implies may best be conveyed by a descrip- 
tion of what the term means. 
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FIG. 7—Typical radio receiver, sensitivity characteristics. 


The sensitivity measurements are generally accomplished in 
the following manner: The receiver is set up and a resistor is 
connected across the a.f. output of the set. The resistor should 
be of such value so as to give maximum power output per volt 
on the grid of the power tube. In most cases the resistor will 
have a value equal to twice the plate resistance of the output 
tube, which may easily be obtained from the tube performance 
chart. 


` 
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The next procedure is to apply to an artificial antenna a 
known 7.f. voltage modulated 30% at 400 cycles and to increase 
the 7.f. input voltage until 50 milli-watts of audio-frequency 
power is developed across the output resistance. 


The magnitude of the input r.f. voltage required to produce 
this output by dividing by the effective height of the artificial 
antenna, which is usually four meters is then determined. 


Thus, finally the micro-volts per meter input required to 
produce the standard output of 50 milli-watts is obtained. 


If it be assumed that the described method is utilized in de- 
termining the sensitivity of a certain receiver, it is simply neces- 
sary to give the micro-volts per meter input for standard output 
in order to define completely the sensitivity of the receiver in 
question. 


It can therefore be said for example, that a certain receiver 
has a sensitivity of 10 micro-volts per meter. This means that 
if a 30% modulated 7.f. signal is impressed across the input, 
then 50 milli-watts of power will be developed in the output at 
400 cycles. 


With the constant improvement in 7.f. amplifier circuits, re- 
ceiving sets at present are much more sensitive and it is not un- 
common to find receivers having a sensitivity in the order of 
3 to 5 micro-volts per meter or higher. 


Fidelity.—Fidelity is the term being used to indicate the 
accuracy of reproduction, at the output of a radio receiver, of 
the modulation impressed on the 7.f. signal applied to the in- 
put of the set under test. 

This is generally determined by setting up the receiver to be 
tested and impressing on its input an 7.f. signal modulated at 
30%, the input signal having a value such that the normal out- 
put is obtained. 
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Next the frequency of the modulating signal is varied (the 
modulation being held constant) over the entire audio fre- 
quency band and the output power at each frequency is noted. 

From the data so obtained, a curve can be charted showing 
how the audio-frequency output power from the set varies with 
the frequency applied. 

Such curves are run at various radio frequencies for example 
at 600, 1000 and 1500 &.c. in the broadcast band, so that the 
variation of fidelity can be determined. 
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FIG. 8—Typical radio receiver, fidelity characteristics. 


In this manner it is possible to obtain information regarding 
the characteristics of the r.f. amplifier system. It is obvious that 
if the system tunes too sharply at some point in the broadcast 
band, the side-bands will be suppressed partially and this will 
show up on the curve which is plotted as a falling off in response 
at the higher audio frequencies. 

When making a test of this type, it is essential that the source 
of the audio frequency voltage used to modulate the r.f. input 
signal be quite pure (free from harmonics). Generally the total 
harmonic output from the audio frequency oscillator should not 
. be allowed to exceed 5%. 


Radio Receivers 259 


Amplifier Classification.—There are four recognized classes 
of amplifier service. This classification depends primarily on 
the fraction of the input cycle during which the plate current is 
expected to flow under rated full-load conditions. 

The term cut-off bias used in the following definitions is the 
value of grid bias at which plate current is of some very small 
value. ° 


Class ‘‘A”’ Amplifiers. —A class A amplifier is one in which the 
grid bias and alternating grid voltages are such that the plate 
current in a specific tube flows at all times. 





= 7 OUTPUT SIGNAL (01 


FIG. 9—A graphic illustration of method of amplification showing, by means 
of grid-voltage vs. plate-current characteristics, the effect of an input signal 
“S” applied to the grid of the tube. **O" is the resulting amplified plate- 
current variation. 


Class A amplifiers of the voltage type find their application in 
reproducing grid voltage variations across an impedance or 
a resistance in the plate circuit. These variations are essentially 
of the same form as the input signal voltage impressed on the 
grid, but of increased amplitude. See fig. 9. This is accom- 
plished by operating the tube at a suitable grid bias so that the 
applied grid-input voltage produces plate-current variations 
proportional to the plate swings. Since the voltage variation 
obtained in the plate circuit is much larger than that required 
to swing the grid amplification of the signal is obtained. 
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Class A amplifiers of the power type find their chief application 
as output amplifiers in audio systems, operating loud speakers 
in radio receivers and public address systems, where relatively 
large amounts of power are required. 

For above applications, large output power is of much 
greater importance than high voltage amplification. Therefore 
gain possibilities are sacrificed in the design of power tubes to 
obtain this greater power handling capability. 


Class *AB" Amplifiers.—4A class AB amplifier is an amplifier 
in which the grid bias and alternating grid voltages are such 
that plate current in a specific tube flows for appreciable more 
than one-half but less than the entire cycle. 


Class *B" Amplifiers.—A class B amplifier is an amplifier 
in which the grid bias is approximately equal to the cut-off 
value so that the plate current 1s approximately equal to zero 
when no exciting grid voltage is applied, and so that the plate 
current in a specific tube flows for approximately one-half of 
each cycle when an alternating grid voltage 1s applied. 

Class B amplifiers of the power type employs two tubes con- 
nected in push-pull, so biased that the plate current 1s almost 
zero when no signal voltage is applied to the grids (see figs. 10 
and 11). Because of this low value of no signal plate current, 
class B amplification has the same advantage as class AB, in that 
large power out-put can be obtained without excessive plate 
dissipation. The difference between class B and class AB is 
that, in class B, plate current is cut off for a larger portion of the 
negative grid swing. 


Class C Amplifiers.—A class C amplifier is an amplifier in 
which the grid bias is appreciably greater than the cut-off value 
so that the plate current in each tube is zero when no alternating . 
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FIG. 10~-Illustrates operation of tubes in class ‘‘B”’ circuit. 
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FIG. 11—Illustrates typical class ‘‘B’’ characteristics. An amplifier of this 

type generates considerable second and other harmonics. The efficiency of 

an amplifier of this type is higher than the previously discussed class A 

amplifier. 
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grid voltage is applied, and so that plate current flows in a tube 
for appreciably less than one-half of each cycle when an alter- 
nating grid voltage is applied. 


Radio Frequency Amplifiers.— Radio frequency amplification 
is utilized to increase the volume of the weak radio frequency 
signals received from the antenna, and occurs before the radio 
frequency signals arrive at the detector circuit of the receiver. 

There are three general methods for coupling the tube of one 
stage of radio frequency amplification to the next stage, 
namely: 


1. Resistance coupled 
2. Impedance coupled 


3. Transformer coupled. 


Resistance-coupled Radio Frequency Amplifier.—In this 
type of amplifier (see fig. 12) a high resistance is being utilized 
for the interstage coupling. 

The advantage with this type when used as an audio amplifier 
is that on account of its simplicity it is economical to build, in 
addition, the amplification can be made very uniform over a 
rather wide frequency range. It is these characteristics which 
have made it useful in television devices. 

The function of the blocking condenser is to prevent the 
plate potential of one stage being impressed on the grid of the 
next stage. 

These blocking condensers, being series condensers, would 
trap electrons between the grid and the adjacent condenser 
plate, were it not for the high resistance leakage path provided 
for their return to the filament circuit. 
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Impedance Coupled Amplifiers.—The method of connection 
for inductive coupling (also known as choke coil coupling), is 
shown in fig. 13. The impedances X, and X, are in the form of 
auto-transformers; R, and R; are grid leaks ranging in value of 

between one-quarter and one-half megohms; C, and C, are 

the usual blocking condensers of about one microfarad capacity 

each. 


BLOCKING CONDENSERS— 
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FIG. 12—Typical two stage resistance coupled radio frequency amplifier. 
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FIG. 13— Two stage impedance coupled radio frequency amplifier. 
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Transformer Coupled Amplifiers.—In this method the air- 
core transformers with a one to one transformer ratio, are most 
commonly used. 

However, on very long wavelengths it has been found advan- 
tageous to use step-up ratio transformers, by having a greater 
number of secondary than primary turns. 
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FIG. 14—Three stage radio frequency amplifier circuit. 


In the transformer coupled circuit shown in fig. 14, the 
filaments are connected in parallel across the common “A” 
battery with a variable rheostat to adjust the filament current. 
A “B” battery is used to supply all the plate potentials, and a 
“C” battery (when necessary) to supply all grid biases. 


Push-pull Amplifiers. —This type of amplifier is frequently 
used in receiving sets for supplying more power to the loud 
speaker than is ordinarily obtainable from one or two stage 
audio amplifiers. 

Another advantage with this type of amplifier is that it 
eliminates any distortion which may exist in ordinary amplifiers 
due to the non-linear characteristics of the tube. 


Radio Receivers 265 





It will be found by observing circuit, fig. 15, that this is a 
balanced circuit, i.e. the cathode returns are made to the mid- 
point of the input and output devices. 
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FIG. 15—Push-pull amplifier circuit. This type of amplification requires two 
identical tubes in each stage. The grids of the tubes are not connected to- 
gether, as in the case of parallel operation, but are connected to opposite 
ends of a mid-tapped transformer secondary. The mid tap is used as a com- 
mon connection for making connection to the negative bias voltage of the 
grids. 


An a.c. current flowing through the primary winding of the 
input transformer will cause an a.c. potential to be induced in 
the secondary, since the ends of the winding will be at exactly 
opposite voltage with respect to the cathode connection. Hence 
it will be found that the grid of one tube is swung positive at the 
same instant that the grid of the other will be negative. From 
this it follows that the plate current in one tube is increasing, 
while the plate current of the other tube is decreasing. It is 
from this characteristic that the name “push-pull? has been 
derived. 

Although ordinary amplifier tubes can be utilized in this type 
of amplifier, it is often desirable to use special power tubes 
which give a high amplification factor. 
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How Selectivity of a Receiver Is Affected by the Number of 
Radio Frequency Stages.—As previously explained the selec- 
tivity of a receiver is defined as its ability to discriminate be- 
tween signals of various frequencies. However, this ability 
among other factors is affected by the number of stages of which 
the receiver is composed as well as the selectivity of each indi- 
vidual stage. 

The influence of the number of stages upon the selectivity 
may best be understood by referring to fig. 16 which represents 
the selectivity characteristics of several radio frequency stages. 





o 5000 10.000 
CYCLES OFF RESONANCE 


i 
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FIG. 16—Illustrates how the several stages of r.f. amplification increases 
the selectivity of a receiver by reducing the strength of undesired signals. 


Curve 1 represents the selectivity of one single r.f. stage. At a 
point 5,000 cycles of resonance the circuit gives 84% of ampli- 
fication at resonance and at 10,000 cycles off resonance the 
amplification has dropped to only 66% of the resonance 
amplification. 

Assuming that instead of having only one r.f. stage that other 
stages be added having exactly the same characteristics as that 
of the first, the selective action as that represented by curve 2, 
will be obtained. 


i 
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If now at a certain point off resonance, the first stage reduced 
the amplification factor to 84% then the second stage would 
reduce the amplification to 84% of what came through the 
first stage. 

With reference to the chart at a point 5,000 cycles off reso- 
nance, the four stages would introduce a final amplification of 
only 49% of the resonant frequency. 

Analyzing the result further, at a point 5,000 cycles off 
resonance the first stage is 84%; that of the second stage 
84 x84 or 70%; that of the third stage 84 x84 x84 or 59%, and 
finally the amplification of the fourth stage 84x84 x84 «84 or 
only a little better than 4997. 

However, since a radio signal includes modulation frequencies 
up to 5,000 cycles off resonance, it is evident that a radio fre- 
quency amplifier having four stages would cause considerable 
side band suppression with consequent signal distortion. 


Regenerative Circuits and Control Methods.—The term 
regenerative is applied to any detector circuit in which a 
coupling is provided between the plate and oscillatory grid cir- 
cuit. The tube performs simultaneously the function of a 
detector and an oscillator. 

A typical regenerative circuit is shown in fig. 17. The various 
methods for control of regeneration in receivers are known as 
potentiometers, ticklers, reversed capacity, etc. Figs. 18and 19 
shows two ways in which regeneration may be controlled by 
means of a screen grid detector. In fig. 18 the regeneration con- 
trol is a variable condenser having a maximum capacity of 100 
or 150 ‘wy fd. It acts as a variable by-pass between the low- 
potential end of the tickler coil and the cathode of the tube. If 
the by-pass capacity is too small the tube will not oscillate, 
while increasing the capacity will cause oscillations to start at 
a certain critical value of capacity. 
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This method of regeneration control is very smooth in opera- 
tion, causes relatively little detuning of the received signal and, 
since the voltage on the screen-grid of the tube is fixed, permits 
the detector to be worked at its most sensitive point. 

The sensitivity of a screen-grid detector depends a great deal 
upon maintaining the screen-grid voltage in the vicinity of 
30 volts. 
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FIG. 17—Regenerative circuit. The scheme of combining a detector circuit 
with a separate oscillator circuit is called heterodyning and oscillators 
built exclusively for this purpose are called heterodynes. A circuit such as 
this is known as a regenerative circuit, and this term is applied to any de- 
tector circuit in which a coupling is provided between the plate and the 
oscillatory grid circuit. 
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In fig. 19 regeneration is controlled by varying the mutual 
conductance of the detector tube through varying its screen- 
grid voltage. The regeneration control is usually a voltage 
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FIGS. 18 and 19—Showing two methods for control of regeneration in radio 
receivers. 
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divider—or so-called ‘‘potentiometer’’—with a total resistance 
of 50,000 ohms or more. This circuit causes more detuning of 
the signal than that in fig. 18 and the resistor is likely to cause 
some noise unless by-passed by a large capacity (about 1 fd.) at 
C. In fig. 18 condenser € may be .5u fd. or larger. With circuit, 
fig. 19, it is necessary to adjust the number of turns on the 
tickler coil to make the tube just start oscillating with about 30 
volts on the screen grid if maximum sensitivity is desired. 


Both the methods shown in figs. 18 and 19 may be applied 
to three-electrode detectors, although these tubes have been 
largely superseded as detectors by the more sensitive screen 
grid tubes. To use the method shown in fig. 19, the regenera- 
tion control resistor should be placed in series with the plate of 
the tube and it need not be used as a voltage-divider, but simply 
as a series variable resistor. It can also be used as a series re- 
sistor when controlling a screen-grid tube. Another type of 
regeneration control, more suitable for lower radio frequencies, 
uses a variable resistance across the feed-back portion of the 
T.f. circuit. 


Conversion of a High Radio Frequency to a Low Radio 
Frequency.—This method is based on the simple electrical prin- 
ciple that when the energy of two different frequencies is com- 
bined in a suitable detector, there is produced a third frequency 
(termed the beat note or intermediate frequency) which is 
equal to the Cifference between the two first frequencies. 


Thus if an amplifier is designed for 130 kilocycles and it is 
desired to receive a broadcast signal of 1,500 &.c. all that is 
needed, is to supply a locally-generated frequency either 130 
k.c. higher or 130 &.c. lower than the received broadcast signal 
of 1,500 k.c. 
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The combination of the received broadcast signal and the 
locally-generated signal gives the beat note or intermediate 
frequency equal to the difference bteween them or 130 &.c. 


BEAT FREQUENCIES 





FIG. 20—Illustrates how beat frequencies are generated. With reference to 
curve A, and A», it may readily be observed how the frequencies are alter- 
nately in and out of phase with each other. The frequency with which these 
component curves are in phase with each other is equal to the difference be- 
tween the frequencies of the two component currents, i.e. the frequency 
f; minus frequency f; equals frequency /;. When the two frequencies f: and 
f; are the same, they are said to be adjusted to zero beat. 


Detection.—It has been previously explained that r.f. ampli- 
fication in a receiving set takes place before the radio signals 
arrival to the detector circuit. The function of the detector is to 
de-modulate the r.f. wave before it reaches the audio stage. 

In the receiver it is desired to reproduce the original a.f. 
modulating wave, from the modulated r.f. wave, i.e. it is 
desired to de-modulate the r.f. wave. 

The stage in the receiver in which this function is performed 
is often called the demodulator or detector stage. There are 
three detector circuits in general use, namely: 


]. The diode detector 
2. The grid-bias detector 


3. The grid-leak detector. 
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A typical diode detector circuit is shown in fig. 21. 


The action of this circuit when a modulated r.f. wave is ap- 
plied is illustrated by fig. 22. The r.f. voltage applied to the 
circuit is shown in light line, the output voltage across the con- 
denser C is shown in heavy line. Between points a and b on the 
first positive half-cycle of the applied r.f. voltage, the con- 
denser C charges up to the peak value of the r.f. voltage. 
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FIG. 21—Diode detector circuit. 


Then as the applied 7.f. voltage falls away from its peak 
value, the condenser holds the cathode at a potential more 
positive than the voltage applied to the anode. The condenser 
thus temporarily cuts off current through the diode. While the 
diode current is cut off, the condenser discharges from 5 to c, 
through the diode load resistor R. When the r.f. voltage on the 
anode rises high enough to exceed the potential at which the 
condenser holds the cathode, current flows again and the con- 
denser charges up to the peak value of the second positive half- 
cycle at d. In this way, the voltage across the condenser fol- 
lows the peak value of the applied r.f. voltage and thus repro- 
duces the a.f. modulation. 
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The curve for voltage across the condenser, as shown in fig. 
22 is somewhat jagged. However, this jaggedness, which repre- 
sents an 7.f. component in the voltage across the condenser, is 
exaggerated in the illustration. In an actual circuit the r.f. 
component of the voltage across the condenser is negligible. 
Hence, when the voltage across the condenser is amplified, the 
output of the amplifier reproduces the speech or music originat- 
ing at the transmitting station. 


Win 


The diode method of detection has the advantage over other 
methods that it produces less distortion. The reason is that its 
dynamic characteristic can be made more linear than that of 
other detectors. It has the disadvantages that it does not amplify 
the signal, and that it draws current from the input circuit and 
therefore reduces the selectivity of the input circuit. However, 


FIG. 22—Diode detector characteristics. 
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because the diode method of detection produces less distortion 
and because it permits the use of simple a.v.c. circuits without 
the necessity for an additional voltage supply, the diode method 
of detection is most widely used in broadcast receivers. 
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FIG. 23—Diode-biased detector circuit. 


Another diode detector circuit, called a diode-biased circuit, 
is shown in fig. 23. In this circuit, the triode grid is connected 
directly to a tap on the diode load resistor. When an r.f. signal 
voltage is applied to the diode, the d.c. voltage at the tap sup- 
plies bias to the triode grid. When the r.f. signal is modulated, 
the a.f. voltage at the tap is applied to the grid and is amplified 
by the triode. The advantage of this circuit over the self biased 
arrangement shown in fig. 24 is that the diode-biased circuit 
does not employ a condenser between the grid and the diode 
load resistor, and consequently does not produce as much dis- 
tortion of a signal having a high percentage of modulation. 


However, there are restrictions on the use of the diode-biased 
circuit. Because the bias voltage on the triode depends on the 
average amplitude of the 7.f. voltage applied to the diode, the 
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average amplitude of the voltage applied to the diode should be 
constant for all values of signal strength at the antenna. Other- 
wise there will be different values of bias on the triode grid for 
different signal strengths and the triode will produce distortion. 


This restriction means, in practice, that the receiver should 
have a separate-channel automatic volume control system. 
With such an a.v.c. system, the average amplitude of the signal 
voltage applied to the diode can be held within very close limits 
for all values of signal strength at the antenna. 
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FIG. 24—A typical diode-detector circuit using a duplex-diode tube is shown 
above. In this circuit R, is the diode load resistor. A portion of the a.f. 
voltage developed across this resistor is applied to the triode grid through 
the volume control R;. In a typical circuit, resistor Rı may be tapped so that 
five-sixths of the total a.f. voltage across R, is applied to the volume con- 
trol. This tapped connection reduces the voltage output of the detector cir- 
cuit, but also reduces audio distortion and improves the r.f. filtering. 
D.c. bias voltage for the triode section is provided by the cathode-bias 
resistor R- and the audio by-pass condenser Cs. The function of condenser 
C; is to block the d.c. bias voltage of the cathode from the grid. The func- 
tion of condesner C, is to by-pass any r.f. voltage on the grid to cathode. A 
duplex-diode pentode may also be used in this circuit. With a pentode, the 
a.f. output should be resistance-coupled rather than transformer-coupled. 
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The tube used in a diode-biased circuit should be one which 
operates at a fairly large value of bias voltage. The variations in 
bias voltage are then a small percentage of the total bias and 
hence produce small distortion. Tubes taking a fairly large bias 
voltage are types such as the 6R7 or 85 having a medium-mu 
triode. 

Tube types having a high-mu triode or a pentode should not 
be used in a diode biased circuit. Since there is no bias applied 
to the diode-biased triode when no r.f. voltage is applied to the 
diode, sufficient resistance should be included in the plate circuit 
of the triode to limit its zero-bias plate current to a safe value. 
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FIG. 25—Grid-biased detector circuit. 


A grid-bias detector circuit is shown in fig. 25. In this circuit, 
the grid is biased almost to cut-off, i.e. operated so that the plate 
current with zero signal is practically zero. The bias voltage can 
be obtained from a cathode-bias resistor, a “C” battery, or a 
bleeder tap. Because of the high negative bias, only the positive 
half cycles of the r.f. signal are amplified by the tube. The sig- 
nal is therefore detected in the plate circuit. 
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The advantages of this method of detection are that it am- 
plifies the signal, besides detecting it, and that it does not draw 
current from the input circuit and therefore does not lower the 
selectivity of the input circuit. 


The grid-leak and condenser method, shown in fig. 26 is some- 
what more sensitive than the grid bias method and gives its best 
results on weak signals. In this circuit, there is no negative 
d.c. bias voltage applied to the grid. Hence, on the positive half- 
cycles of the r.f. signal, current flows from grid to cathode. The 
grid and cathode thus act as a diode detector, with the grid- 
leak resistor as the diode load resistor and the grid condenser as 
the r.f. by-pass condenser. 
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FIG. 26—Detector circuit grid-leak and condenser method. 


The voltage across the condenser then reproduces the a.f. 
modulation in the same manner as has been explained for the 
diode detector. This voltage appears between the grid and 
cathode and is therefore amplified in the plate circuit. The out- 
put voltage thus reproduces the original a.f. signal. 
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In this detector circuit, the use of a high resistance grid leak 
increases selectivity and sensitivity. However, improved a.f. 
response and stability are obtained with lower values of grid- 
leak resistance. This detector circuit has the advantage that it 
amplifies the signal, but has the disadvantage that it draws 
current from the input circuit and therefore lowers the selec- 
tivity of the input circuit. 


Tuned Radio Frequency Circuits.—The word tuned in this 
connection simply means that the circuit is brought into reson- 
ance with the desired signal. À tuned r.f. circuit is one in which 
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FIG. 27—Diagram — em of tuned radio frequency. The usual 
method of tuning is by means of a variable condenser in parallel with the 
secondary of the radio frequency transformer. A potentiometer is used to 
control oscillations, as the greatest amplification is obtained when the cir- 
cuits are operated just at the point before self oscillation starts. 


the radio frequency amplifier circuits may be tuned to the de- 
sired wave lengths by adjusting the inductance or the capacity 
or both, although the usual method of tuning is by means of a 
variable condenser in parallel with the secondary of the radio 
frequency transformer. (For theory of tuning see page 165.) 
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Reflex Circuits.—The reflex circuit principle is only one of 
several circuits developed, whose aim it was to extract the 
maximum use of a tube or a group of tubes, i.e. to reduce the 
number of tubes required in a multi-stage receiver. 

The use of this circuit, however, with the versatility and 
relative inexpensiveness of the modern vacuum tube has be- 
come largely obsolete except in locations where space and 
weight of a receiver is at a premium—for example, in connec- 
tion with portables. airplane, and automobile receivers. 
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FIG. 28—Diagram showing typical reflex circuit. 


In this circuit the vacuum tubes are made to perform the 
double duties of both radio and audio frequency amplifiers. 

The incoming radio frequency signal is amplified at radio 
frequency, rectified by a detector, and then amplified at audio 
frequency using the same tube, or if so desired the circuit values 
can be chosen so that the stage can function as a radio frequency 
and intermediate frequency amplifier. 

It can readily be understood that to construct a stage which 
will first amplify the signal at the 7.f. and then further amplify 
the signal after it has been rectified and converted into an audio 
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frequency, requires a very careful choice of circuit constants, be- 
cause not only must the circuit elements give the proper load 
at both audio and intermediate frequencies but filters must also 
be inserted to separate the frequencies so as to prevent feed- 
back. A typical reflex circuit using one tube and a crystal de- 
tector is shown in fig. 28. 


Intermediate Frequency Amplifiers.—The function of the in- 


termediate frequency amplifier in a super-heterodyne receiver 
is to convert the r.f. signal to an intermediate frequency. 


To obtain this change in frequency, a frequency-converting 
device consisting of an oscillator and a frequency mixer is com- 
monly employed. 


In a circuit of this type two potentials of different frequency 
namely the radio frequency voltage and the potential generated 
by the oscillator are applied to the input of the frequency mixer. 


The aforementioned potentials beat, or heterodyne with the 
mixer tube to produce a plate current having in addition to the 
frequencies of the input potential, numerous sum and difference 
frequencies. ` 


Generally the output circuit of the mixer stage is provided 
with a tuned circuit adjusted to select only one beat frequency— 
that frequency which is equal to the difference between the im- 
pressed signal frequency and the oscillator frequency. 


It is this selected output frequency which is known as the 
intermediate frequency or in abbreviated form i.f. 


The output frequency of the mixer tube is kept constant for 
all signal frequency values by tuning the oscillator to the proper 
frequency. Methods of frequency conversion for super-hetero- 
dyne receivers are as follows: 
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The first method widely employed before the availability of 
tubes especially designed for this purpose utilizes as mixer tube 
either a triode, a tetrode or a pentode. In this method the 
oscillator and signal potential are applied to the same grid. The 
coupling between the oscillator and mixer circuits is obtained 
by means of inductance or capacitance. 

A second method employs a tube which is especially designed 
for this type of service and is known as the pentagrid converter 
tube. 
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FIG. 29—Pentagrid converter tube employed as an oscillator mixer in a 
super-heterodyne receiver circuit. 


In this tube the oscillator and frequency mixer are combined, 
and the coupling between the oscillator and mixer circuit is ob- 
tained by means of the electron stream within the tube. For 


the arrangement of elements in a pentagrid converter see page 
249. 


282 Radio Receivers 


A third method employs a tube designed for short-wave re- 
ception, and is identified as the pentagrid mixer. It has two 
independent control grids, and is used with a separate oscillator 
tube. 

In this tube the 7.f. signal potential is applied to one of the 
control grids and oscillator potential to the other. 


Audio Frequency Amplifiers.—An audio frequency amplifier 
is employed to increase the volume of the signals after leaving 
the detector tube, but before the signal is passed into the loud 
speaker. 

There are three general methods of audio amplifier couplings 
whereby the tube of one stage of audio frequency amplifier may 
be connected to the following stage, identified as: 


1. Resistance coupled 
2. Impedance coupled 


3. Transformer coupled. 


Resistance Coupled Audio Frequency Amplifier.—Here, as in 
previously discussed r.f.a. a resistance is employed in the inter- 
stage coupling, as shown in fig. 30. 

The function of the blocking condenser C, is that of insulating 
the grid of the tube from the high positive potential of the plate 
supply. In order to prevent the grid from the tendency of 
accumulating a negative charge, a high resistance leakage path 
is introduced through grid R», the size of which depends upon 
the value of the grid to filament resistance of the tube. 

When a signal potential is received from the detector, a cur- 
rent is generated through coupling resistor R,, in the plate cir- 
cuit of the primary tube, these voltage variations lowered by 
the blocking condenser C, are impressed upon the input circuit 
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of the second tube. Finally the grid voltage variations applied 
to the secondary tube causes corresponding variations of the 
plate potentials which are impressed on the input circuit of the 
final stage. 
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FIG. 30—Interstage coupling in a resistance coupled audio frequency ampli- 
fier. 


Resistance coupling of the audio-frequency stages offer the 
advantages of good response at low audio frequencies. How- 
ever, this increases the possibility of trouble from a common 
plate voltage supply. This is on account of the fact that the by- 
pass condensers are ineffective at very low audio-frequencies 
and hence the common voltage supply acts as coupling between 
the stages. This gives rise to oscillations which are known as 
motor-boating and may be prevented as suggested on page 288. 


Impedance Coupled Audio Amplifiers.—The impedance 
coupled audio amplifier is similar to the resistance coupled am- 
plifier just described except that in place of the resistance an 
inductance consisting of a coil of wire wound on a laminated 
steel core, is utilized. 
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This type of coupling is also known as choke coil coupling or 
choke coil amplification. The voltage amplification obtained in 
this type is, as in the case of the resistance coupled amplifier, 
due to the amplification of the tube employed. 

The effect of the blocking condenser is similar as that de- 
scribed for the resistance coupled amplifier. 


[eae puma eB} 


xh TO POWER 


TO I. F. TUBE 
AMPLIFIER 


C2 
C7 
SN 
— 


ac am 


B-c+ B+ — €- 
FIG. 31—Inter-stage coupling in an impedance coupled audio frequency 
amplifier. 
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FIG. 32—Method of inter-stage connection of transformer coupled audio 
ferquency amplifier. 
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Transformer Coupled Audio Amplifier.—In the transformer 
amplifier shown in fig. 32, the coupling is made by means of a 
transformer consisting of two windings—one primary and one 
secondary. 

This type of coupling used extensively in early radio receivers 
has now largely disappeared on account of a number of dis- 
advantages as compared with previous mentioned types. 

The voltage gain received in this type is largely defeated due 
to the fact that it is not linear for all frequencies. 

The frequency distortion is caused largely by the distributed 
capacity existing between the windings of the transformer. 

An additional form of distortion known as harmonic distor- 
tion is caused by saturation of the iron core in the transformer. 


Tuning Indication.—Tuning indication in modern receivers 
is usually accomplished by the employment of an electronic 
device identified as the electron-ray tube. 





ZERO GRID BIAS NEGATIVE GRID BIAS 
FIG. 33—Electron pattern on the 6E5 target for various grid bias. 


The choice between the two types known as the 6E5 and 6G5 
for a receiver depends largely on the receiver’s automatic vol- 
ume control characteristics. The 6E5 for example has a sharp 
cut-off triode which closes the shadow angle on a comparatively 
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small value of a.v.c. potential, whereas the 6G5 has a remote 
cut-off triode which closes the shadow angle on a larger value 
of a.v.c. potential. | 

In both types the triode is mounted in an evacuated glass 
enclosure with a fluorescent target in a dome as shown in fig. 34. 
The target is operated at a positive potential and hence attracts 
electrons from the cathode. 
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FIG. 34—Internal construction of electron ray indicator tube. (Courtesy 
R.C.A. Mfg. Co. Inc.) 


When the electrons strike the target they produce a glow in 
the fluorescent coating on the target, which appears as a ring 
of light when the electrons are flowing over the whole circum- 
ference. 

The extent of this glow pattern depends upon the grid volt- 
age of the tube, and hence will give an indication on the amount 
of departure from the condition of resonance or sharpness of 
tuning. 

The tubes may be connected for indicator service as depicted 
in figs. 35 and 36. 

When the receiver reaches a condition of resonance during 
timing, the automatic control voltage is at maximum, and since 
this maximum voltage is applied to the grid of the triode, it acts 
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to decrease the triode plate current, and decrease the shadow 
angle to a minimum, which gives an indication that the set is 
tuned exactly on the desired station. 
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FIGS. 35 and 36—Typical tuning indicator circuits. When the strongest carrier 
received produces sufficient a.v.c. voltage to exceed the cut-off bias value of 
8 volts, the shadow area of fluorescent traget will overlap. In order to over- 
come this effect resistor Fè: should be connected, as shown, between the 
triode unit grid and cathode in order to reduce the control voltage. The value 
of this resistance may best be determined by applying a strong signal and 
then adjust R; until the shadow angle is nearly zero. (Courtesy R.C.A. Inc.) 


R= (1.0 megohm for B+ =250 volts R;:=R, 
~ {0.5 megohm for B+ =100 volts R-.+R:=0.2 megohm 


R; —0.05 megohm rf ( filter) C; —100 to 200 nu uf 
R.=0.2 megohm C; — A.v.c. filter condenser 
Rs: - determined by test C; —0.05 to 1.0 uf 
R,-a.v.c. filter resistor C=C: 


* Motor Boating" of Amplifiers.—Generally this term is 
derived from the erratic action of a receiving set in giving out a 
"put-put" sound somewhat resembling that of a motor used 
in propelling a boat. This is usually caused by inter-action 
coupling between stages, due to common coupling in the plate- 
supply unit. 
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To remedy this situation a circuit known as an “‘anti-motor- 
boating” has been found to give good results. 


To add a circuit of this kind to any existing receiver it is 
simply necessary to connect the resistance R, in series with the 
lead connecting between the B+ detector terminal on the 
receiver and the B+ terminal on the detector terminal on the 
power unit. 
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FIG. 37—A method whereby ‘‘motor boating" may be eliminated, by means 
of condensers and resistor connected between the receiver and ‘‘B’”’ power 
supply unit as shown. 


Condensers C, and C: each having a value of 2.0 mfd. are 
connected between the B 4- and B — as illustrated. It is prefer- 
able to locate the resistance at a point close to the receiver 
rather than near the power unit. 


The value of the resistance depends to some extent upon the 
characteristics of the receiver and the power unit. In some 
amplifiers a value of 10,000 ohms have been found to be satis- 
factory whereas in others a resistance of 50,000 to 100,000 
ohms has been required to prevent ‘‘motor-boating”’ although in 
most cases a resistance of 50,000 ohms has been found satis- 
factory. 


A non-motor boating resistance coupled amplifier using two 
type 6J7 tubes with a voltage gain of 9,000, using circuits values 
as indicated, is shown in fig. 38. 


Radio Receivers 289 


Various Methods of Obtaining Grid Bias.—The grid bias 
may generally be defined as the direct potential applied to the 
grid of a vacuum tube, to influence its operation by making it 
negative with respect to the filament or the cathode. 


TYPE 6j? TYPE 647 
x Ne S — 
T 
T 
D +150 TO 450 V. 


CuCa 3 8 uf, LOW VOLTAGE 
Co, 2 0.06 Jf, VOLTAGE RATING AS HIGH 
AS VOLTAGE SUPPLY 


C3,C62 0.006 Jf, VOLTAGE RATING AS HIGH 
AS VOLTAGE SUPPLY 


Ri£ VOLUME- CONTROL. POTENTIOMETER 

Rag = 600 OFS, 0.1 WATT 

R3,R7,Rg2 500000 OHMS, 0.5 WAT T 

Ra4,Ra 2100000 OHMS, 0.1 did 

R52 500 000-OHM CONTROL, 
POTENTIOMETER GANGED WITH Ry 

f s DECOUPLING FILTER 


FIG. 38—Schematic circuit diagram of ''Non-motor boating" resistance 
coupled amplifier. (Courtesy R.C.A. Mfg. Co. Inc.) 


Among the numerous methods of obtaining bias voltage for 
amplifier tubes, the simplest and most direct way is to connect 
the “C” battery in series with the grid return lead of each tube. 


However, because of a rathcr popular aversion to the use of 
batteries, to mention nothing of its cost, this classical scheme 
is ruled out. The next method in order of simplicity is the use of 
a self-bias resistor, properly by-passed, as shown in fig. 39. 
This method is familiar to all set builders and experimenters, 
and therefore requires little comment. The only disadvantage 
is the high cost of resistors and by-pass condensers, especially 
when there are numerous tubes in the set. 
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A number of other bias circuits are available which have the 
advantages of simplicity, low cost and reliability. These 
schemes make use of the fact that the total B drain of the set 
returns to the power transformer through the minus B, lead of 
the set. Fig. 40 shows one of the circuits. A single tapped resistor 
is used to obtain the C, bias voltages for all the tubes. When 
using this circuit, the cathodes of all tubes are grounded. 


Experimenters and set builders will appreciate how much this 
means in cleaning up the wiring around a tube socket. 


SPEAKER FIELD 


oh Sea. 
FILTERS 


TO C- OF POWER TUBE | TO CATH. OF DIODE 
DETECTOR AND Ist 
| A. F. TUBE 
TO C- OF 1st A.F. TUBE 








TO RECTIFIER 


F 
1 


| 





— 
— 
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FIG. 39—Showing how grid bias may be obtained by the use of self biased by- 
passed resistor. 


FIG. 40—Illustrating a simple and convenient grid bias scheme. 


Finding Resistor’s Value.—The proper value of this resistor 
is easy to determine. With reference to fig. 40 add up the plate 
and screen currents of all the tubes in the set (this value can be 
obtained from a tube chart) and divide the total into the value 
of grid bias of the output tube. 
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For example, if the sum of all the plate and screen currents is, 
say, 70 milliamperes (0.07 ampere); the grid bias of the output 
tube is, say 12.5 volts. The value of the entire resistor is then 
12.5 divided by 0.07 or approximately 180 ohms. This resistor 
is divided into three parts: Part 1, is simply the value of the 
bias on the 7.f. and 7.f. tubes divided by 0.07; part 2, is the 
value of the bias on the first audio tube divided by 0.07, etc. 


If trouble be encountered with this calculation, then find the 
value of the entire resistor and determine the position of the 
taps by trial and error; the same answer will be obtained either 
way. 


Using Speaker Field.—Another convenient bias circuit is to 
make use of the voltage drop across the speaker field when it is 
connected in the negative leg of the filter. This circuit is shown 
in fig. 41. In this circuit, all cathodes are connected directly to 
chassis. The proper position of the taps is best calculated, be- 
cause R should be about 0.5 megohm and accurate readings 
cannot be obtained on ordinary volt-meters with such high 
resistors in the circuit. 


In a typical case, E is 100 volts. R: is 3 times 500,000 di- 
vided by 100, or 15,000 ohms. R, is 1.2 times 500,000 divided . 
. by 100 or 6,000 ohms; in a similar manner R, plus Rz plus R; 
is determined. 


In circuit fig. 43 is another typical device which is used with 
much success. In this circuit, the a.v.c. resistors are used to 
form a voltage divider with another resistor Rs. The theory of 
the circuit is as follows: A bias voltage E, is developed across 
resistor R, in a manner similar to that described for circuit 
fig. 1. This voltage is impressed across R,, R, and R; in series. 
It is the fraction of E, that is developed across R, plus R; that 
supplies bias for the r-f and t-f tubes. The entire voltage E 
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FIG. 41—Method of obtaining grid bias by utilizing voltage drop across speaker 
field coil. 
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FIGS. 42 and 43—Grid bias method when receiver is equipped with automatic 
volume control. 
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supplies bias for the output tube; the first a-f tube obtains bias 
from a tap on R,. The merit of this circuit lies in the fact that 
any hum on R, is filtered from the grids of 7-f and 1-f tubes by 
the a.v.c. condenser C, which is normally in the circuit. 


The circuits shown here are fundamental types and there are 
many deviations from them. This circuit is relatively new and is 
being adopted by an increasing number of manufacturers for 
reasons of economy. 


Only one precaution need be taken. Should hum develop, 
simply insert a decoupling resistor in the grid lead of the first 
audio tube, as shown in fig. 42. 


R.M.S. (Root mean-square) and Peak Voltage Relations in 
an Alternating Current.—In order that a clear conception may 
be had regarding the exact meaning of the above terms, the 
definitions are as follows: 


1. The R.M.S. (Root mean-square) Value sometimes identi- 
fied as effective voltage is that part of an alternating current 
which has the same heating effect as a direct current of the 
same potential, and it is for this reascn that the 7.m.s. value of 
an alternating voltage is termed the effective value. 


2. The Peak Value of an alternating voltage is the maximum 
value to which the voltage rises during any part of the cycle. 
The shape of ordinary a.c. voltages are such that the potential 
is proportional to the sine of an angle, hence the often heard 
expression of the term ''sine curve"' shown in fig. 44. 
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When the voltage has such a form the peak voltage is equal 
to the 4/2 times the r.7.s. value or if the peak voltage is known 
divide this voltage by the 4/2 to obtain the r.m.s. or effective 
value. 


Example.— What is the effective ov (v.m.s.) value of an os- 
cillating grid voltage whose peak values are 7 and 22 volts negative, 
and what is the grid bias? 








+ — — — — — — — — — — — — — — 
fad i 
z NON- OSCILLATING D. C. VOLTAGE, GIVING 
F THE SAME HEATING EFFECT (I°R) AS THAT 
e OF THE A C. VOLTAGE SHOWN BELOW 
— 

ZERO VALUE 
+| 









R. M. S, OR EFFECTIVE 
| VOLTAGE 





- t7ERO VALUE 






VOLTAGE 





FIG. 44—lllustrating comparative values of r.m.s. and peak voltage in an 
alternating current. 


Solution.—Since the extreme values of voltage variation are 
—7 and — 22 volts, the total amount of grid ''swing" will be their 
difference or 15 volts, while the amplitude of an oscillation will 
be half of this or 7.5 volts. Now the 7.m.s. value is always 


1 
lal % 0.707 of the corresponding amplitude; hence the 
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r.m.s. value of the grid voltage oscillations will be 0.707 x 7.5 — 
5.3 volts approximately. The grid bias point or mean potential 
of the grid will obviously lie half-way between the extreme 
peaks of potential attained in the cycle; it will therefore be 
V6 (7 --22) or 14.5 volts negative. 


Example.—Jf a 2 voli battery supplies 0.85 wall to a filament 
circuit, what is the current drain? 


Solution.—For the solution of this problem, it is necessary - 
to re-write the equation W=I] XE in the equivalant from 


-— in which as usual E and Z are in volts and amperes, 
while W is expressed in watts. In the above example therefore— 


f= 9 =().425 ampere 


Example.—IJi 1s desired to use 75% of the possible voltage 
amplification of a triode in a resistance coupled audio frequency 
stage. If the y, and a.c. resistance of the tube are 22 and 18,000 Q 
with 100 volis on the plate, what resistance load 1s necessary in the 
anode circuii? 


Solution.—For the purpose of this question, ignore entirely 
the frequency distortion which is inevitably introduced into 
the resistance capacity audio frequency coupling, by reason of 
the inter-electrode capacitance of the tube, and the coupling 
condenser, and assume simply that amplification is uniform over 
all frequencies. As a working approximation over a wide fre- 
quency band, the actual voltage amplification obtained from a 
single stage is given by the well known formula: 


XR 


stage gain = "R4 Ro 
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where gu. and Ro are the amplification factor and anode a.c. 
resistance of the tube, and R, is the external load in the anode 
circuit. In this case, the voltage gain over the stage is 75% 
of u. 

UxR. 15 
' R-Ro ^" 100 


equating and substituting, it follows that, 


ROT = ae or R=54,000 ohms. 





Hence 


Example.—J/f the anode resistance in the preceding example 1s 
connected directly to the output of an eliminator supplying cur- 
rent at 300 volis, what is the average current taken by the audio 
Frequency tube? 


Solution.—Since the anode voltage of the audio frequency 
tube is specified as 100 volts, the voltage drop across the anode 
resistance will be the difference between 300 and 100 or 200 
volts. The average current passing will therefore be— 


E 200 
!= = 34,000 Chait M.A. 
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CHAPTER 14 


Radio Circuit Diagrams 
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Fic. 1.—Schematic wiring diagram of a 4-tube Handy-phone for inter-office communica- 

tion. (Model FM-41 General Electric.) The handy phone is an efficient loudspeaker phone 
system for use in offices, homes, hospitals or other places where voice ,communication be- 
tween a central station and one of more remote stations is desirable. The system comprises 
one Model FM-41 master station and from one,to four Moddl FS-5 remote speaker phone 
stations. The rnaster station employs four General Electric tubes in a three-stage audio 
amplifier circuit, with power supply. When it is desired to operate over a distance of more 
than 2,000 feet, standard line transformers may be used, procurable from any radio supply 
house. The transformers should be designed to operate from a five-ohm source into a line of 
200, 500 or 600 ohms impedance. The system may be operated from either a.c. or d.c. 
power supply. When the system is operated from an a.c. source, all d.c. potentials are sup- 
plied by the rectifier tube 25Z5 and its associated filter circuits. When the system is oper- 
ated from a d.c. source it is necessary to insert the plug with proper polarity. If the unit fails 
to function after allowing time for the tubes to reach their preper operating temperature, the 
power plug should be reversed in the receptacle. 


T 
TRA4SFOÓ 
ON SPEAKE 





TRANSFORMER — FIELO 


TO A.C. 
LINE 


9 


ANCHORAG 
HOLE 


ote eteces wes cese= "Í 
a 


SPEAKER PLUG LOOKING 
iy or Senate 

CH 
TO ALL HEATER FOR CONNECTIONS. ^ 
WAVE BAND SWITCH SHOWN IN BROAOCAST POSITION ANO PILOT LIGHTS 
POSITION NO! — BROAOCAST 
NO2 SHORT WAVE 


sfe---------- 


Fic. 2.—Schematic wiring diagram of a 6-tube a.c. dual-wave superheterodyne receiver. (Emerson Models, AR-171, AR-173, 
AR-174, AR-176, AR-180, AR-185, AT-170, AT-172, AT-181) 7.f. peaked at 456 kilocycles. Voltage rating 105-125 volts a.c. 
Power consumption 55 watts. Frequency ranges 540 to 1,730 kilocycles and 5.6 to 18 megacycles. 
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Fic. 3.—Schematic wiring diagram of a 6-tube, 2-band a.c. radio receiver. (Majestic-620.) The set is designed to operate on 
110-115 volts, 50-60 cycles. 7.f. peak 456 kilocycles. 
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Fic. 4.—Circuit diagram of a 5-tube, 2-band a.c. superheterodyne receiver. R.C.A. Victor Model 5T1. Its design includes 
magnetic-core adjusted i.f. transformers and wave-trap; aural-compensated volume control; two-point high frequency tone 
control; automatic volume control; resistance coupled audio system; phonograph terminal board; and a six-inch, dust-proof, 
electro-dynamic loudspeaker. Frequency ranges: "Standard broadcast" 540— 1,820 kilocycles. Short wave—-1,820-6,600 
kilocycles, 
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Fic. 5.—Schematic circuit diagram of a 6-tube superheterodyne, 3-band radio receiver. (Zenith Models, 6-S-203, 6-S-222, 6S-223, 
65-229, 6S-239, 65-241.) /.f. frequency, 456 kilocycles. In locations subject to code interference adjust wave trap marked 
(E) for minimum interference with antenna connected and receiver operating in broadcast band. Line voltage 117 volts, 
a.c. 50 to 60 cycles. Power consumption 65 watts. 
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Fic. 6.—Schematic wiring diagram of a 6-tube automobile radio receiver. (Philco-Nash N-1434-H.) The speaker of the elec- 
trodynamic type is designed for mounting on a frame in the center above the windshield. For installation of the receiver mount- 
ing holes are provided in the left hand side of the dash. Since all late cars have an all-metal roof it is necessary to install either 
a cowl extension antenna or an under the car antenna. The under car antenna is installed beneath the running boards. 
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Fic. 7.—Circuit diagram of a 5-tube, alternating current, 115 volts, 50-60 cycle radio receiver. (Fada Model 354.) 


COE 








© — — 
e fe Iénottd ot! 
thon Q rf © © RECTIFIER 


dit i at Agate TU Oy 4 
seo AA To To, riai tE N O — 
xo Mica 28 can D @ 34 
1 19 å 
FRAME OF CAR MER n © * 
t ——— — 


; 


gp 


B 


B 
A 
Ch Os 
— E 
VIBRATOR — —— US LFE.5 260 KC 


Fic. 8.—Circuit diagram of a 7-tube automobile radio receiver. (Philco Lincoln-Zephyr L-1424.) This receiver is equipped 
with an electro-dynamic speaker, which is mounted on the rear of the instrument board extension. The volume control is auto- 
matic, a specially designed input circuit to match thetire compartment door antenna, and an elaborate filter network to reduce 
ignition noise disturbance is included. The receiver is designed for location under the front seat on the right side, which gives 
accessibility to all parts for service. 


Vot 


J Opes 


Ig amo 


SUIPISgPI 


6A8BG6 GM 76 €6Q76 25866 


| c? 





e» 







90000090 


T; 
e? 
C27 


- A te as a: 
> : e? e: 
= rz a i 

cw c2? "71 A3 

ci CH 
as 
aay eee 
cs T8 


25266 


POO O @ 
^ 
e 
^ 
a 











? v^ 

“eS VOLTS i 1€ A16040 
— €2o ce: A 
Cis 
* 
| 00000. : 
LA 452660 25866 6ABG CKIG Q6 
sw PILOT LIGHTS : 
^N 


Fic. 3.—Schematic wiring diagram of a 6-tube 2-band a.c.-d.c. radio receiver. (Majestic Model-60.) The set is designed to 
operate on 105 to 125 volts, 50-60 cycles a.c. or d.c. I.f. peak 456 kilocycles “B’’ supply voltage B+ to chassis (ground) = 106 
volts. '"B'' supply voltage B+ to B — (line) 2121 volts. Voltage across filter choke (in negative lead) chassis ground to B — — 16.5 
volts. Voltage across pilet lights approximately 4.8 volts each. These voltages will be approximately ten per cent lower for 
115 volts d.c, power supply. 
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Fic. 10.—Circuit wiring diagram of a 6-tube automobile radio receiver. (Philco-Packard P-1432H.) The receiver ie designed 
for installation above the steering column of the car. Special knockouts are provided in the dash for the receiver in all model 
115-C and 120-C Packard cars. "These plugs are easily removed with a screwdriver. The clectrodynamic speaker is designed 
for location behind the header bar cloth directly above the rear vision mirror. All closed cars are equipped with a roof-type 
antenna, with the lead-in brought down inside the left front pillar post and coiled behind the cowl trim panel. 
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Fic. 11.—Schematic wiring diagram of a 6-tube superheterodyne automobile radio receiver. (Philco-Chrysler-Dodge-Plymouth- 
DeSoto Model C-1452.) The receiver is furnished with an electrodynamic speaker which is installed together with the re- 
ceiver on the dash directly behind the steering column. Due to the fact that all late model cars have a steel roof, a separate 
external antenna must be used. The antenna may be either the “Roadway Dual” type which is installed under the running 
— or the “Skyway” type which is installed on the left side of the cowl and can be extended to meet varying conditions in the 
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Fic. 12.—Circuit diagram of a 5-tube, 2-band a.c, superheterodyne receiver. (R.C.A. Victor 5T6, 5T7, 5T8.) Their design 
includes magnetic core adjusted :;.f. transformers and wave trap; aural-compensated volume control; high-frequency tone con- 
trol; resistance coupled audio system; phonograph terminal board; illuminated, band-indicating dial pointers; and a six-inch, 
dust-proof, electro-dynamic loudspeaker. Frequency ranges: Standard broadcast:540—1,820 kilocycles. Short wave: 1,820-6,600 
kilocycies. 
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l'ic. 13.—Circuit diagram of an 8-tube, 3-band a.c. superheterodyne radio-phonograph. (R.C.A. Victor 8U2.) This radio- 
phonograph combination consists of an 8-tube radio receiver and a manually operated phonograph combined in one cabinet. 
The superheterodyne circuit is used with such features of design as improved antenna wave-trap; an r.f. amplifier stage; all metal 
tubes; aurally-compensated volume control; 3-position tone control with music-speech switch; automatic volume control; resist- 
ance-coupled audio system; tuning tube; '*Magic Eye"; edge-lighted band indicator dial, and a dust-proof electrodynamic loud- 
speaker. Trimming adjustments are located at accessible points. Their number is reduced to the least that is consistent with 
efficient operation. The tuning dial ratio of 10 to 1 with a 50 to 1 vernier permits ease of tuning, especially in the ‘‘short-wave” 
band, Frequency ranges: Long wave 155-320 kilocycles. Medium wave 530-1,500 kilocycles. Short wave 5,400-18,000 kilo- 
cycles. Intermediate frequency 460 kilocycles. 
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Fic. 14.—Circuit diagram of a 6-tube all-wave a.c. superheterodyne receiver. (Emerson Model S-147, S-15D. i.f. peaked at 
456 kilocycles. Voltage rating 105-125 volts. Current drain 0.55 amperes. Frequency ranges 550 to 1,750 kilocycles: 1,750 
to 5,500 kilocycles; 5.7 to 18.0 megacycles. 


OTE 


SUIPISPIG] JINIIID OIPEY 






aie — E ZbELOSE. 7 7 








53) 


sumeigelq 311211?) Olpe 


Fic. 15.—Circuit diagram of a 6-tube Police automobile radio receiver. (Philco Model DPV.) This model is a superhetero- 
dyne, single unit receiver designed for operation on the standard emergency police frequency as allotted by the Federal Radio 
Commission, The tubes are all of the 6.3 volt type especially developed for auto radio service. There is a 39-44 tube in the 
r.f. stage, a 6A7 tube in the detector ocillator stage, a 44 in the ?.f. stage, a 75-tube in the 2nd detector and Ist audio stage, 
a 42 tube in the output and an 84 rectifier tube in the power supply. The receiver is “‘all electric’ operating entirely from the 
auto battery. The “B” power is supplied by the vibrator shown at 64 in the diagram. 
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Fic. 16.—Circuit diagram of a 6-tube automobile radio receiver. (Ford-Philco F-1442.) The function of the vibrator (shown 
at 71) is to interrupt the direct current voltage produced by the storage battery, and so enabling the transforming of the current 
to a higher voltage by means of transformer (shown at 63). The reconverting to direct current is accomplished at the rectifier 
tube 84, and filtering at 65 and 66. 
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Fic. 17.—Schematic wiring diagram of a 5-tube, 2-band a.c.-d.c. radio receiver. (Majestic Model 50.) Operating voltage 
105 to 125; a.c. or d.c. I.f. frequency 456 kilocycles. Broadcast band 540 to 1,550 kilocycles. Police band 1,550 to 4,000 
kilocycles. 
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Fic. 18.—Pictorial wiring diagram of General Electric Model H31 screen grid super-heterodyne receiver. 
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Fic. 19.—Schematic circuit diagram of a 12-tube superheterodyne, 3-band radio receiver. (Zenith Models 12-S-205, 12-S-232, 
12-S-245, 12-S-265, 12-S-266, 12-S-267, 12-S-268.) I.f. frequency 456 kilocycles. Line voltage 117 volts a.c, 50 to 60 cycles, 
Power consumption 110 watts. 
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Fic. 20.—Circuit diagram of a 5-tube combination phonograph and dual-wave superheterodyne receiver. (Emerson Model 
L-143.) J.f. peaked at 456 kilocycles. Voltage rating 105 to 125 volts a.c. Current drain 0.5 amperes for receiver. Fre- 
quency range 540 to 1,750 kilocycles—2,200 to 7 500 kilocycles. Speed of phonograph motor 78 7.p.m. at 105 to 125 volts, 60 
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Fic. 21.—Schematic circuit diagram of a 6-tube, 2-band a.c. superheterodyne receiver. (General Electric Models F-63, F-65 
and F-66.) Intermediate frequency 456 kilocycles. Tuning frequency range: Band "B," 540-1,750 kilocycles. Band ''C," 
2.2-7.0 megacycles. Power consumption 70 watts at 115-125 volts. 4-point tone control; electrod ynamic loudspeaker. 
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Fic. 22.—Schematic circuit diagram of an all-wave radio receiver and phonograph combination. 7-tube a.c. superheterodyne. 
(General Electric Model E-79.) "Tuning frequency range: "Band B,”’ 540-1,600 kilocycles. Band “C," 1,560-5,800 kilocycles. 
Band “D,” 5.6-18.0 megacycles (5,600-18,000 kilocycles). Power consumption 105 watts at 115 volts. Speed of phonograph 
motor 78 r.p.m. at 115 volt, 60 cycles, a.c. 
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Fic. 23.—Schematic circuit diagram of a 6-volt synchronous vibrator radio receiver. 5-tube, 2-band (General Electric Models 


U51 and U55). Intermediate frequency 456 kilocycles. Tuning frequency range: "B'" range—528-1,730 kilocycles. "'D" 
range, 5,650-16,000 kilocycles. Power consumption 1.1 amperes at 6.3 volts. 
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Fic. 24.—Schematic circuit diagram of a 15-tube superheterodyne 4-band radio receiver. (Zenith Models 15-U-246, 15-U-269 
15-U-270, 15-U-271, 15-U-272, 15-U-273.) I.f. frequency 456 kilocycles. Line voltage 117 volts a.c. 50 to 60 cycles. Power 
consumption 160 watts. 
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Fia. 25.—Schematic diagram of a 5 tube radio-phonograph receiver. (Emerson Model CJ-221.) Voltage rating 105-125 volts; 
power consumption 30 watts and 20 watts for the 78 7.p.m. phonograph motor. The frequency range is from 540 to 1,730 k.c. 
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Fic. 26.—Schematic circuit diagram of a 5 tube superheterodyne radio-phonograph combination. (Stromberg-Carlson Model 411.) 
This receiver has a tuning range of 540 to 1,700 k.c. and 5,800 to 18,000 k.c. The voltage rating is 105 to 125 volts, 50 to 60 
cycles; input power rating 52 watts; intermediate frequency 455 k.c. The phonograph motor delivers the usual 78 7.p.m. to the 
turntable, and is connected to the socket after the main cut-out switch. A phono-jack on the front of the cabinet facilitates 
the connection to a set of head-p*ones. 
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Fic. 27.—Circuit diagram of a 6 tube push button and dial tuned super- -heterodyne radio recciver. (Philco Model 40-160.) The 
receiver has incorperated a built-in aerial which reduces local static interference to a minimum. This model is also designed to 
receive sound and television programs tuned in by a special type Philco Television set. Additional features are: Tone control; two 
tuning ranges covering 540 to 1,650 and 1,550 to 3,350 : .c.; pentode audio out put circuit; provision for outside aerial connection 
for remote localities where station signal strength is very weal: Five of the push buttons are used for broadcast stations and one 
for selecting dial tuning. Power supply 115 V. 25 and 60 cycles; power consumption 45 watts; audio output 2 watts. 
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Fic. 28.—Schematic circuit diagram of an A.C.-D.C. portable super-heterodyne receiver. (Emerson DJ-310-311-312.) The circuit 
has a frequency range of from 640 to 1,600 k.c.; contains 6 tubes and can be operated from self-contained batteries as well as 
from a 110 volt 60 cycle A.C. source. The power consumption is 30 watts. It has a built-in antenna, with provision for connection 
to an external antenna and ground if desired. 
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Fig. 29.—Circuit diagram of a 6 tube A.C. superheterodyne receiver. (Philco Model 40 140, 40-145 ) 
— system RER Aee static and interference to a minimum. The frequency coverage in kilo-cycles on each of the five pr 
buttons are: 540 to 1,030; 650 to 1,100; 740 to 1,300; 900 to 1,470 and 1,160 to 1,600 respectively. Intermediate frequency 4 
k.c.; power supply, 115 volts, 60 cycle; power consumption 38 watts: audio output 2 watts. 
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Fic. 30.—Circuit diagram of a 7-tube A.C. superheterodyne receiver. (Stromberg-Carlson No. 420.) The circuit tuning ranges are 
from 540 to 1,700 k.c. and 5,800 to 18,000 k.c. Voltage rating 105-125 volts; 50-60 cycles; intermediate frequency 455 kilo-cycles; 
input power rating 57 watts. A special socket is provided in the rear of the chassis into which a record player may be plugged 
and a switch is provided on the front of the chassis for switching from radio to phonograph. Switching to phonograph also makes 
the audio amplifier and loud speaker available for use with television receivers, designed for this type of sound reproduction. 
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Fic. 31.—Schematic diagram of an eight-tube frequency modulation, radio receiver and converter. (Stromberg-Carlson No. 425.) 

This receiver is designed for the reception of "frequency modulated” broadcasting stations only, and features the popular Arm- 
strong wide-swing frequency modulation system, making possible virtual static and noise free reception, which in addition to 
extreme high fidelity makes it an outstanding radio development. At present the Federal Communications Commission has estab- 
lished five channels between 40 and 44 megacycles for frequency modulated transmitting stations. Since this is a comparatively 
high frequency, the distance over which reception is possible is limited. It should in addition be noted that the fidelity may be 
limited by telephone lines, or by program transcriptions, although this condition will, undoubtedly, be improved as time goes on. 
The circuit type is a frequency modulation—su per-heterodyne. Tuning range 40 to 44 megacycles (7.5 to 6.82 meters); input power 
rating at 120 volts, 79 watts; intermediate frequency 2.1 megacycles (2,100 kilo-cycles). 
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Fic. 32.—Schematic circuit diagram for a 4 tube superheterodyne portable radio receiver. (Stromberg-Carlson Model 402.) The 
power supply consists of one 1.5 volt A battery and 2—45 volt B batteries, inter-connected as shown. The tuning range is from 
650 to 1,680 k.c.; intermediate frequency 466 k.c. A loop antenna is built in so that no outside connections are required. This 
receiver may, however, be connected to a regular antenna and ground if desired, from special binding posts provided on the bot- 
tom of the cabinet. (A single wire antenna about 75 ft. long should be most satisfactory.) In order to avoid battery drain the 
dial is so designed that no pilot light is necessary and an indicator shows “Red” when the set is turned “On” and reads “Of” 
when the set is turned off. 
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CHAPTER 15 


Receiver Construction 


Tools.—It cannot be denied that a commercial factory built 
receiver from the standpoint of appearance can be made much 
neater than most amateur built sets. This is due in most cases 
to the lack of necessary tools for handling the modern type of 
construction, found in ready built sets. 

It is undoubtedly true that with a few well-chosen tools, an 
otherwise time consuming piece of work may be turned out 
neat appearing, satisfactory and reliable from every point of 
view. i; 

Within certain limits it is true that the greater the variety of 
tools the better the job will be done, and it is also true that a 
great many difficult pieces of equipment have been built by 
only a minimum number of hand tools. 

A list of tools commonly required by the amateur are as 
follows: 


1 Hacksaw (12 in. blades). 

1 Pr. slip-joint pliers (6 in.). 

1 Pr. longnose pliers (6 in.). 

1 Pr. diagonal cutting pliers (6 in.). 
1 Ball pein hammer (1 Ib. head). 

1 Bench vise (4 in. Jaws). 
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1 Round bastard file (coarse, 4 in. or more diam.). 

1 Flat file (12 in. very coarse for fast cutting). 

] Taper reamer (1 in.) for brace. 

1 Taper reamer (1% in.) for brace. 

1 Center punch. 

1 Electric soldering iron (100 watts, small pointed tip). 

1 Heavy knife 

1 Circle cutter (adjustable) for brace. 

1 Screw driver bit for brace. 

1 Countersink for brace. 

1 Carpenter’s ratchet brace. 

1 Hand drill (2 speed). 

1 Yardstick or other straight edge. 

1 Carpenter’s plane (8 to 12 in.). 

1 Combination square (12 in.). 

1 Pr. wing dividers (8 in.). 

l Long shank screw driver with screw holding clip (14 in. 
blade). 

1 Screw driver (6 in. to 7 in. !4 in. blade). 

l Screw driver (4 in. to 5 in. Y$ in. blade). 

] Scratch awl or ice pick. 

1 Cold chisel (1% in.) 

1 Wood chisel (% in.). 

1 Pr. tin shears (10 in.). 

1 Set small stamped steel open end wrenches. 

Several small “C” clamps. 

Drills; particularly 34 in., 1⁄4 in., $5 in. and Nos. 18, 21, 28, 
29, 33, 42 and 50. 

Solder (rosin core). 

1 Combination oil stone for sharpening tools 

Sandpaper and emery cloth (several grades). 

Steel wool. 

Soldering paste (non-corroding). 
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Method of Bending and Cutting Sheet Metal.—The cutting 
of sheet metal is generally performed with a hacksaw, following 
a marked outline on the panel to be cut, after which the rough 
edge is trimmed down to measurement with 2 suitable file. 

A dependable steel square should be used in marking out the 
various lines to be cut, otherwise the assembly will be out of 
alignment when put together. 
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| [8 
d Í 
—— i-em 
90° 90° 
16” 
90? 90° 
e — 
| n 
| | | 
` 5 — — 


FIG. 1—Showing method of laying out metal to be developed into a radio 
receiver chassis. The dimensions shown are typical only, and should not be 
considered as standard for any particular job. 


As a final finishing of the edges it is recommended that a long 
piece of emery cloth or sandpaper be placed on a flat surface, 
on which the edge of the metal be run back and forth. 

In bending a piece of metal the sheet may be scratched as 
deeply as permissible (without weakening the strength of the 
piece) after which it is put in a vise and bent to the desired form. 
Sometimes a pair of iron bars or angles of the same length or 
longer than the width of the sheet, will facilitate the bending 
process. 
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Laying Out the Apparatus.—A general practice of good work- 
manship is to lay out the component parts, on a sheet of heavy 
paper upon which theexact outlineof the panel or chassis has been 
made. The parts are generally moved around until a satisfac- 
tory arrangement has been obtained. The centers and size of the 
various holes are then laid out on the paper, after which the 
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FIG. 2—After corners has been removed and the drilling and cutting com- 
pleted, the projecting sides of the metal is bent down 90° to form the chassis 
as shown in fig. 4. 


paper is transferred to the panel and properly fastened by 
gummed paper or adhesive tape. Only after this has been done 
may the center of the holes be punched through the paper. This 
general procedure has been found to save a great many valuable 
panels, and is in the long run, a method of time and money 
saving. 

When measurements are made it is well to observe with 
great care that the necessary accuracy be obtained, otherwise 
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unnecessary filing and trimming will be required which may 
finally make an unsatisfactory assembly. 

Generally it can be said that holes larger than 1% or 3% in. 
should be drilled with a small drill and then enlarged succes- 
sively until the wanted size is obtained. 
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FIG. 3—Example of a typical chassis size and drilling layout, showing location 
of parts. 









FIG. 4—Side view of final development of chassis. 
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For holes larger than 14 in. a taper reamer should be used if 
possible. When holes of 1 in. diameter or larger are to be drilled, 
a hole cutter sometimes identified as a fly-cutter is necessary. 
If such a tool 1s not available, it may be cut out by drilling a 
series of small holes as close together as possible, as shown in 
fig. 5. 





FIG. 5—Method of drilling large diameter holes. After drilling is being com- 
pleted the remaining corners are removed by a round file of suitable size. 


Tapping of Holes.—After the holes are drilled to measure- 
ment and before they are tapped, it is well to refer to the table 
showing the tap sizes to be used for the various standard sizes 
of machine screws. 

Certain metals, notably aluminum, are difficult to tap, hence 
care should be observed not to break the tap and as a precaution 
the tap should be kept at right angle to the metal surface, and 
reversed whenever necessary, and machine oil should always be 
used. 
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Soldering.—Before proceeding to the actual construction it 
may be well to observe the importance of soldering. 


In soldering it is important that the solder and the joint be 
kept at similar and sufficient temperatures. A good soldering 
joint is made when the heat applied to the solder is sufficient 
to melt the solder when it comes into contact with the wire 
forming the joint. Soldering paste of the non-corroding type is 
recommended, and should be used sparingly, because of the 
fact that an excessive amount of solder will spread over the ad- 
jacent wire insulation causing leakages and breakdowns. 


Finally the tip of the soldering iron should be kept at the 
correct temperature as well as clean and well heated. 


Wiring.—The importance of wiring in radio receiver con- 
struction should not be underestimated. The old geometrical 
axiom that a straight line is the shortest distance between two 
points should not be taken too seriously when wiring a radio 
receiver, if a satisfactory performance is to be expected. 


Although there are no specific rules guiding the performance 
of this task, many skillful constructors wire a receiver in the 
foliowing order: 


1. In case of a.c. supply all filaments or heater connections are 
wired with a pair of twisted wires. They should be placed 
wherever possible in the angles formed by the top of the chassis 
separately away from the other circuits. 


2. All grid and plate connections are run as directly and with 
as short leads as possible from the tube socket or cap to the 
indicated terminal (preferably to the condenser in a tuned cir- 
cuit) but should be spaced from or run at right angles to other 
circuit elements. 


3. The plate and grid return circuit with their various filter 
elements are placed in a neat orderly way in place. 
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Guiding Principles.—Whenever possible, a single common 
ground point should be used for each stage. By-pass condensers 
should be placed as close to the socket terminal or by-passed 
element as possible. Choke coils should be placed so that their 
fields do not mutually interact, and as much spacing between 
the parts in adjacent stages should be provided as the construc- 
tion permits. 

When ordinary push-back wire is used for plate and grid con- 
nection in short-wave receivers, it should be kept away from the 
chassis or other parts, since the insulation at high frequency is 
apt to cause leakage. Spaghetti or varnished cambric insula- 
tion is generally satisfactory at ordinary radio frequencies. 


Important Information.—The one important factor to keep 
in mind when wiring a receiver is that damaging reactions be- 
tween the stages due to stray coupling between the various cir- 
cuit elements should be avoided, hence too much dependency 
should not be placed on ordinary forms of insulation, in keeping 
the elusive high frequency current in boundaries geometrically 
formed by the wire. 

Also the resistance introduced by one single improperly 
soldered connection may ruin the performance of an otherwise 
perfect receiver. 
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CHAPTER 16 


Control Systems 


AUTOMATIC FREQUENCY CONTROL (A. F. C.) 


In the early kinds of radio sets the receiver control had to be 
operated manually by the turning of one or more volume control 
knobs. In modern receivers however, automatic frequency con- 
trol has been incorporated to make this constant manipulation 
of the volume control knobs unnecessary. 


The action of the automatic frequency control circuits in 
superheterodyne receivers is such that any mis-tuning by the 
listener or any frequency drift in the set after it has been 
properly tuned is Rudy corrected by the incoming 
signal itself. 


The requirement for an automatic frequency control circuit 
are: 


1. A d.c. detector operated through an 7.f. frequency dis- 
criminator network, and 


2. An oscillator frequency control circuit. 
How the Discriminator-Detector Circuit Works.—The dis- 


criminator-detector network as tne name implies, discriminates 
between applied intermediate frequencies which are too low 
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and those which are too high, and produces a corresponding 
direct current or voltage whose polarity depends upon the direc- 
tion of frequency departure from a prescribed intermediate 
frequency. This d.c. voltage is applicd to a control element 
which in turn causes a shift in frequency of the local oscillator 
such as to bring the 7.f. signal to very nearly the correct inter- 






Osc. 
OSC. 
— 


FIG. 1—Conventional block diagram of an automatic radio frequency control 
circuit. 


mediate frequency. Since production of the d.c. voltage is due 
to departure from the resonant or center frequency of the i.f. 
system, obviously the correction cannot be strictly complete; 
but in the system described a correction ratio of more than 100 
to 1 is feasible. 


In other words, when the dial of the receiver is mis-tuned 100 
k.c. for the received signal, the automatic correction may be 
made to bring the actual i.f. signal frequency to only 100 cycles 
off resonance in the 7.f. system. Of course that is easily suffi- 
cient. 
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The Frequency Discriminator.—A method for obtaining 
differential d.c. potentials (or currents) whose magnitude and 
polarity are determined by the amount and the sign, respec- 
tively, of the difference between an applied frequency and the 
true intermediate frequency is described herewith. Side circuits 
tuned above and below the center frequency are not used. 


The action depends upon the fact that a 90° phase difference 
exists between the primary and secondary potentials of a double- 
tuned, loosely-coupled transformer when the resonant fre- 
quency is applied and that this phase angle varies as the ap- 
plied frequency varies. Thus if the primary and secondary 
voltages are added vectorially, the absolute magnitude of the 
resultant vector will be greater on one side of resonance then 
on the other. 


The vector sum of the primary and secondary voltages may 
be physically realized by connecting the two parallel tuned, 
coupled circuits in tandem, applying the input potentials to 
one circuit and taking the output across both circuits in series. 
In this manner, an action similar to that of a side circuit is 
produced even though the primary and secondary are both 
tuned to the center frequency. 


The potentials at either end of a secondary winding with 
respect to a center tap on that winding are 180° out of phase. 
Therefore, if the center tap, rather than one end, of the secon- 
dary is connected to the primary, two potentials may be real- 
ized, one maximizing above and one maximizing below the 
center frequency. See fig. 2. 


If a transformer is connected in this manner and the resonant 
frequency is applied to the primary the two resulting output 
potentials will be equal in magnitude. If these are then applied 
to two separate, like detectors and the resulting d.c. voltages are 
added in opposition, the sum will be equal to zero. If, however, 
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the applied frequency departs from responance, the sum of 
their outputs will be some real value whose polarity will de- 
pend upon the sign of the frequency departure. 
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FIG. 2—Diagram and plotted curves illustrating how the potentials at either 


end of secondary are 180? out of phase. 


Referring to fig. 3, the action is as follows: If the resonant or 
center frequency is applied to the grid of the amplifier tube, 
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equal amplified voltages will exist between the point A and 
ground and between the point B and ground. These are rectified 
by the diodes and direct currents will flow in the resistors R, 
and R, in opposite directions with respect to ground. Thus, the 
net d.c. potential produced by the two JR drops between E, 
and ground is equal to zero. If, however, the applied frequency 
departs from resonance the potentials across the diodes will be 
unequal in magnitude, unequal JR drops will be produced 
in the two resistors and a d.c. potential will exist between E and 
ground, the polarity of whiclr will depend upon the sign of the 
frequency departure. 
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FIG. 3—Automatic radio frequency control detector diagram. 


If a carrier at the resonant frequency with normal intensity 
modulation, but without frequency modulation, is applied to 
the system, the a.f. as well as the d.c. voltages across R, and 
R, will be equal and opposed. Therefore at resonance there will 
be no a.f. potentials between E and ground, and as far as audio 
components are concerned, the system acts exactly as though 
point E, were grounded with the outputs of the two diodes 
acting in parallel. Actually if C4 is sufficiently large to have 
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negligible reactance at the lowest modulating frequency, this is 
the case. Then the point F, becomes a potent source of audio 
voltages to supply the a.f. amplifier system and no other audio 


detector is necessary. 
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FIG. 4—Typical control circuit diagram. 


It can be seen that the d.c. potential between ground and the 
point F, will have the proper polarity to be used for avc action, 
and that this potential will bear the same ratio to the developed 
audio voltages as is found in the conventional diode detector 
avc system. The fact that it maximizes at one side of resonance 
is of no significance if automatic frequency control is used. 
When the afc is cut out of circuit (manually) point E, 


is grounded. This causes the d.c. potential at F, to maximize on 
resonance. 
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The Control Circuit.—A circuit which will convert d.c. 
discriminator voltages into changes in oscillator frequency is 
shown in fig. 4. In this figure 7; is the oscillator tube and T: 
the control tube. The combination of R, and C, connected 
across the oscillator tank circuit produces a voltage on the grid 
of the control tube 90° out of phase with that existing across the 
tank circuit. Variations in grid bias of the control tube (ob- 
tained from the discriminator) vary the plate current of that 
tube. This plate current is 90° out of phase with the tank cir- 
cuit voltage and therefore the control tube acts like a reactance 
in shunt to the tank circuit. The magnitude of the reactance 
and therefore the oscillatory frequency are varied by the con- 
trol tube grid bias. 


With the circuit shown in fig. 4 the control tube is equivalent 
to an inductance in parallel with the tuned circuit. An increase 
in mutual conductance of the control tube produces a decrease 
in the magnitude of this equivalent inductance and conse- 
quently an increase in the oscillator frequency. 


Control Tube.—The amount of control is proportional to 
Gm, but is also affected by the control grid voltage for this Gm, 
since a high value of bias permits AR, or C; to be smaller for a 
given oscillatory voltage.: Consequently maximum control is 
proportional to the product of Gm and E.. Sensitivity of control 
is however, another important requirement, since it is desired 
that the frequency change be as large as possible for a given 
change in bias. This means the control tube should be of the 
short cut-off type. Further requirements are high 7,, linear 
change of G,, with bias, and for economy, low plate and screen 
currents. 
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All of these requirements are best met by the short cut-off, 
r.f. pentodes such as 57, 77, 6C6 and 6/7. By proper choice of 
R, and C, the maximum amount of frequency correction can be 
adjusted to suit required conditions. 


The frequency control readily obtainable by this circuit is of 
the order of 9.5% of the oscillator frequency in the broadcast 
band and 1.5% in the region of 10 megacycles. 


In a receiver it has been found that a discriminator sensi- 
tivity of 100 volts per k.c. and a control sensitivity of 7 k.c. per 
volt can be easily obtained, so that an overall control ratio of 
700 to 1 results. A tuning misadjustment of 7 k.c. will therefore 
result in only a 10 cycle shift of the intermediate frequency. 


The use of afc on the short-wave bands has the very much 
needed advantage of making the tuning operation easier. The 
tuning control has to be moved only until the frequency is close 
enough to resonance that the discriminator will develop suff- 
cient voltage to bias the control tube the amount required for 
the departure from resonance. Short-wave stations are thus 
spread out on the dial, making them easier to locate and easier 
to hold. 


In the broadcast band this characteristic would have the dis- 
advantage that the receiver would appear to laymen to be 
broad in tuning in comparison with receivers without afc. This 
apparent disadvantage can be eliminated by combining the afc 
switch with the tuning mechanism so that the afc automtically 
becomes inoperative during the tuning operation. 
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PUSH BUTTON TUNING SYSTEMS 


Push-Button Station Selectors.—Push button station selec- 
tors is primarily an arrangement whereby the process of tuning 
has been greatly simplified. It is thus possible by means of a 
mechanical arrangement to choose a selected number of sta- 
tions each one of which may be tuned in by the method of some 
control to a pre-determined position. 


It is only recently however, that these systems have achieved 
the measure of popularity that it undoubtedly deserves, and 
this is probably because of the technical difficulties involved in 
producing a receiver which has the same capabilities as any 
ordinary set—the problem being not only to incorporate this 
additional device, but of maintaining it consistently in opera- 
tion: 


These early difficulties, however, have been largely o overcome, 
primarily by the employment of apparatus of a higher. standard 
of quality than was previously possible, and also due to a 
better understanding of the problems involved. 


Various Systems in Use.—There are many push-button tun- 
ing systems in use as well as many different methods of control. 
Perhaps most common, however, is that of a series of push but- 
tons (one for each station) located on the receiver itself, al- 
though sometimes these buttons may be duplicated, one set 
being mounted on the receiver, and the other at the end of an 
extension cable of suitable length. 
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Typical Extension Cable System.—A typical system of this 
kind is incorporated in the current line of General Electric 
receivers. 


In this system remote tuning and volume control is accom- 
plished by extending the push-button tuning circuits by means 
of a cable to the remote control box. 


Changes in the volume level are effected through the use of a 
motor on the volume control shaft as shown in fig. 5. A reversible 
motor is employed and controlled by two switches on the remote 
control box. 
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FIG. 5—Schematic wiring diagram of a General Electric push button remote 
control system. 
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The station selector consists of the usual electric motor 
mechanism with a split stator winding. On account of the split 
stator winding arrangement, the device is homing, 1.€., goes 
directly to the selected station. 


The capacity of the remote tuning system makes thirteen 
stations available at the remote control box. The arrangement is 
such that when the button is depressed for any one of the thir- 
teen stations, the power is automatically turned on to the set. 


The remote control keys are non-latching in order to avoid 
any interference with the buttons on the receiver. At present 
only six of the stations have been extended for the remote con- 
trol, which is attached to the set by means of a plug on the rear 
of the set. 


To avoid the possibility of keeping the tuning motor running, 
by pressing two buttons simultaneously, single pole-double 
throw switches are utilized at both the receiver as well as at the 
remote control station. 


The power to the volume control motor is supplied from the 
same transformer which supplies the tuning motor. 


It is possible to change the volume of the receiver only after 
the station button at the remote control station has been re- 
leased on account of the interlocking feature. 


Finally a scan switch for rapid manual tuning from one of the 
bands to another is provided on the receiver. This switch is of 
the double throw type, normally open, which permits directive 
operation of the motor. 


Again, instead of the usual push-button system a similar 
effect may be obtained by a mechanism similar to that of the 
well-known automatic telephone, and as a matter of fact it is 
perfectly possible to utilize standard telephone parts in the 
design of such a tuning control system. 
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Another remote control system in which the previously dis- 
cussed control cable is being eliminated, and in which the tuning 
is accomplished by means of tuning pulses oscillations emanat- 
ing from a dial, is described on page 346. 


How the System Works.—Electrically these various systems 
divide themselves into two main classes, namely: 

l. Those in which a large number of pre-set switch selected 
condensers are used. 

2. Those in which an ordinary variable condenser is provided 
for tuning but can be remotely controlled by means of an elec- 
tric motor. 

Considering the former the basis for a tuned circuit is given 
in fig. 6. 
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FIG. 6—Schematic diagram showing general principles of simple tuning cir- 
cuits. In this system a separate pre-set condenser is provided for each station 
and selected by a switch, as shown. 
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It may be observed that instead of a variable condenser for 
tuning the coil L, a number of pre-set condensers are provided 
and the one desired can be selected by means of the switch 
shown. 


It is obvious that each tuned circuit in the receiver must be 
provided with a similar bank of condensers and switches. With 
the system under discussion, the switch is set to the first 
position, and one station is tuned in on the opposite condensers; 
the switch is then set to the next position and another station 
is tuned in and so on. 


For every station required, it is necessary to provide an extra 
condenser and switch contact for each tuned circuit. 


This particular system has been commonly employed in the 
past in simple types of receivers. The system has a great merit 
especially where only two or three stations are required on ac- 
count of its simplicity. 


It is obvious, however, that if a dozen or more stations are 
required, it begins to be complicated by virtue of the large 
number of condensers required. There is also a further draw- 
back when it is applied to a selective receiver such as a super- 
heterodyne, and this drawback is that it may not prove stable 
enoughb for satisfactory operation. 


Where the circuits are flatly tuned as in the case of the local 
station receiver, small changes in tuning capacities and the input 
capacities of tubes have very little effect upon the performance 
: of thereceiver, but where the set is selective, then these changes 
do command quite a large effect. 


In a super-heterodyne the oscillator is the critical circuit, and 
it is common experience with ordinary receivers that the tuning 
drift somewhat, for perhaps a quarter of an hour or so after 
switching on. 
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Where systems of this kind are used, therefore, great care 
must be taken to maintain stability, and the oscillator circuit 
must itself be designed to this end. 

In addition, the layout of components must be carefully 
chosen so that their temperature remains as nearly as possible 
constant and the condensers themselves often have to be of 
special types, with unusually high stability of capacity. 


Motor Tuning.—In this type of remote control tuning sys- 
tems, the use of a standard type receiver with a gang condenser 
is utilized. 

For the purpose of control the tuning condensers are driven 
through a chain of gears from a small electric motor of the 
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FIG. 7—Diagram illustrating a Mn — button control system. The tuning 
condenser is driven by an electric motor which is controlled by press buttons. 
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reversible type. This motor usually operates from a 24 volt 
supply and the method of operation may readily be understood 
with reference to fig. 7 but there will be one disc for every 
station required and at the remote control there will be one push 
button for every disc. 


It will be noted that of the two push buttons shown, A will 
be out while B is pushed in, so that the contacts of S, are closed. 
The circuit is then completed through the ring D, and the motor 
revolves turning the variable condenser and also the disc D. 


When the insulated segment comes opposite the contact the 
circuit is broken and the motor stops. The receiver is then tuned 
to the desired station, for the initial set-up, the discs have been 
so aligned on the condenser shaft that the insulated segments in 
every case correspond to the condenser position for the wanted 
station. 


This is a comparatively easy matter and it could for example 
be imagined that each disc is being held on by its own set screw 
to the shaft. 


To set up any one disc for a particular station, one would tune 
in that station manually in the usual manner and then twist the 
disc so that the insulated segment comes opposite the contact 
and then tighten up the set screw. 


It will be seen that upon pressing a button the condenser may 
start moving away from the desired station instead of towards 
it. When this happens the condenser goes on moving to mini- 
mum or maximum as the case may be, and then trips the auto- 
matic reversing switch S; and comes back to the desired station. 

With some of the latest systems this reversing switch is un- 
necessary, for means are included to insure that the motor al- 
ways start off with the correct direction of rotation. 

It is clear, however, that a system of the kind under dis- 
cussion would by itself hardly be satisfactory since it would not 
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be possible to guarantee sufficiently accurate tuning for a 
selective receiver. It is, therefore, that this system is almost 
invariably associated with an A.F.C. system which most usu- 
ally takes the form as shown on page 334. Such A.F.C. circuits 
properly arranged, will give very good control and take out quite 
large changes in tuning of the medium and long-wave bands, but 
in general they are not directly applicable to short-wave recep- 
tion although naturally they can be employed in a double 
super-heterodyne. 

The disadvantage of A.F.C. is that it increases the cost of the 
receiver, because it increases the number of tubes, and the 
initial adjustments of the circuit involved is fairly critical. It is 
therefore generally only found in the more expensive types of 
receivers. In the less expensive sets it is less often included and a 
good performance is then secured by paying great attention to 
stability. 


Mechanica! Accessories.—It is not within the scope of this 
discussion to go deeply into mechanics of the actual control 
circuits because they vary so widely and generally do not effect 
the principles of operation. 

The use of systems which may be known variably as push- 
button or dial tuning is not confined to remote control, and in 
some cases these controls are mounted instead of on the ordinary 
tuning dial, on the receiver itself. 


They are then often very much simpler and one arrange- 
merit consists merely of mounting a telephone type of disc with 
the usual finger holes on the shaft of the gang condenser. 


Again in another system the condenser shaft carries a number 
of heart-shaped discs, one for each station. One operating key is 
provided for each disc, and its pressure moves the cams around 
in the manner shown in fig. 8. 
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Still another system has a series of control bars mounted on 


the condenser shaft. One such bar with its actuating lever is 
shown in fig. 9. 


The lever presses against the rounded portion of the bar and 
so rotates the condenser shaft, until it reaches the flat part. 
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FIG. 8—Principles of control in which the tuning condenser is rotated by the 
pressure of a lever against a heart cam. 
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FIG. 9—Method of condenser control by lever system. When pressing the 
lever it contacts the rounded portion of control bar and so turns the con- 
denser until the flat position is parallel with the lever. 
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WIRELESS CONTROL SYSTEM 


Wireless Remote Control Device.—By utilizing a device 
recently developed by the Philco Radio & Television Corp., it 
is possible to operate a radio receiver by means of remote 
control. 

The control box popularly known as the "Mystery Control" 
is portable, and the desired station may be dialed in a manner 
similar to that of a dial-type telephone, except that no con- 
nected wires are necessary. 

With reference to fig. 11, showing the control box, the tube 
and coils form an oscillator which can be preset to 355, 367, 
375, 383, or 395 kilocycles. 

The dial mechanism is technically called the “Pulser unit” 
since it keys or pulses the output of the oscillator. 

Since the control box is battery operated, the device is 
easily turned on while selecting a station or changing the 
volume. This means that the battery drain is practically nil. 

When the dial is operated, the filament circuit to the tube is 
closed by means of the lower switch arm and the continuous 
contact bar. 

According to Radio Today, the device works principally as 
follows: 


The Pulses Tune Radio.—The pulses are caused by making 
and breaking the plate battery circuit. As the dial mechanism 
turns, the plate circuit is opened and closed as the switch-arm 
touches the equally spaced contacts. Each station has a certain 
definite number of contacts that must be made. Corresponding 
to the station to be dialed, from 4 to 11 pulses are transmitted 
by the device. Two pulses increase the volume of the set, while 
3 pulses decrease the volume. During the volume changes, a 
thumb-lever is held down which causes a continuous signal to 


"w 
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be emitted. This lever is released when the volume reaches the 
proper value. 

The signal from the control box is transmitted to a loop or 
secondary coil in the radio set by induction. Fhe remote control 
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FIGS. 10 and 11—Fig. 10 shows circuit diagram of the portable control box. 
Impulses sent out from the box are picked up by the five tube unit (fig. 12) 
and amplified to the proper degree to actuate the tuning mechanism shown 
in fig. 13. All control boxes are adjusted to use one of the five frequencies 
specified above. 


box fig. 11 has a tuned coil (oscillator coil) which acts as a pri- 
mary to induce a signal in the secondary. The coil in the control 
box can be likened to the primary of an induction coil. When a 
current flows in the primary, a current is induced in the second- 
ary. The dimensions of both coils are made as large as possible 
so as to effect a maximum transfer of energy. 
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FIG. 12—Five tube stepper unit inter-connected with the high frequency part of the 
receiver shown in fig. 13. As previously described the receivers are equipped for 
five different control frequencies with range from 350 to 400 k.c. The purpose of 
the different control frequencies is to prevent interaction between two similarly 
equipped receivers which may be located on the same floor or are exceptionally 
close together. When several such receivers are to be located close together it will 
be necessary to utilize different control frequencies to avoid interaction between the 
receivers. In order to prevent interaction between receivers, there should be a 
difference of 20 k.c. between their control frequencies. If three receivers are to be 
operated at the same time and are closely situated, it will be advisable to adjust the 
control frequency of the first to 355 k.c., the second set to 375 k.c. and the third 
to 395 k.c., etc. 
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FIG. 13—Circuit diagram of high frequency part of broadcast receiver which is manipulated from a remote 
point by the control box. The stepper unit, fig. 12, energized by the thyratron tube switches to the desired 
station. Volume is also controlled remotely by means of a small motor attached to the volume control. 
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The Pulse Amplifier.—Because the pulses sent out from the 
primary (remote box) unit are rather feeble at the radio set, 
it is necessary to tune the remote oscillator to the frequency of 
the secondary coil and amplifier. As the range of the remote 
control device may be 75 feet under normal conditions, a vari- 
able frequency in both the oscillator and amplifier is provided 
so that no interference will be produced on neighboring mystery 
control sets. A choice of 5 frequencies from 355 to 395 k.c. is 
provided to eliminate the possibility of two or more sets interfer- 
ing with one another. 

The signals picked up by the loop are coupled to a tuned grid 
coil by a low-impedance link circuit. From the grid coil, the 
signals go through two stages of amplification to the grid of a 
2A4G thyratron tube. The output from the thyratron tube is 
fed into the relays which in turn control the stepper unit and sta- 
tion selecting switch. 


The Sensitivity Control.—In the control (pulse) amplifier cir- 
cuit there is a sensitivity control which is employed for the pur- 
pose of adapting the set to the particular location where it is 
used. This control is in the cathode of the type 78 first amplifier 
tube. 

The setting of this sensitivity control is of tremendous im- 
portance to the mystery control operation. The normal range of 
mystery control is within a circle of the receiver with a radius 
of about 25 feet. It is important to remember that mystery 
control operates in a circle around the receiver cabinet. To 
get the most from mystery control it is therefore advisable to 
place the cabinet as close to the center of the "operating circle" 
as possible. 

If the receiver be located against the front wall of a home 
only half of the effective operating area is within the house. 
The remainder is outside the walls. There is a distinct advantage 
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in operating the control amplifier sensitivity control at the 
lowest possible setting. 


Extra sensitivity in the control frequency amplifier is 
provided so as to permit operation in the presence of inductive 
shields such as steel girders, metal lath construction and large 
bodies of metal, furnaces, boilers, stoves, refrigerators, chande- 
liers, or any similar metallic objects. 


The sensitivity of the control frequency amplifier is variable 
to fit a large range of operating conditions. Normally, suffi- 
cient precautions are taken in the amplifier and remote control 
circuits to greatly reduce the possibility of electrical interfer- 
ence. The control amplifiers are very much less subject to 
interference than an ordinary radio receiving system. It re- 
quires an extreme and unusual type of interference to interfere 
with the operation of mystery control. There is no possibility 
of interference affecting mystery control receivers if the sensi- 
tivity control is kept down to the first half of its total move- 
ment. This illustrates the importance of setting the sensitivity 
control to the minimum position possible. 


In some installations, however, owing to the presence of 
large metal objects around or near the receiver chasses of the 
mystery control cabinet, it will be necessary to increase the 
sensitivity of the control frequency amplifiers owing to the 
absorption of the metal surfaces. 


When this occurs, it will very likely be found that the same 
metal objects are shielding the receiver from excess static which 
would normally interfere with the mystery control circuits in a 
high setting of the sensitivity control. Therefore, when it is 
necessary to increase the setting of the sensitivity control in 
order to get operation of mystery control, it will likely be found 
that interference is not present and that a higher setting of the 
control is possible. 
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In all installations be careful to set the sensitivity control at 
the lowest possible position and to locate the receiver away from 
metal objects which would absorb the induction field of mystery 
control. 


The 6ZY5G and 6J5G tubes act as a noise gate to exclude 
unwanted interference which might control the stepper as- 
sembly. This noise gate makes the amplifier respond only to 
pulses having a time interval equal to that of the pulser mecha- 
nism. Thus pulses of random timing do not operate the set. 


The operation of the thyratron tube is entirely different from 
any tube so far encountered by the radio serviceman. It is a 
gas-filled tube which can handle large plate currents—in other 
words, large amounts of power. Before getting into the opera- 
tion of the stepper relay unit for station selection, the r.f. cir- 
cuits of the receiver should be examined. The wave-switch 
selects any one of three wave-bands or automatic tuning 
(mystery contro] operation). 


The Tuning Circuits.—To illustrate the automatic operation, 
the wave switch has been drawn in that position. The wave 
switch sections disconnect the 7.f. amplifier ffom the circuit 
and transfer the antenna coil to the grid of the converter tube. 
Also, the antenna coil is connected to the station selector 
switch which selects the proper trimmer condenser for any one 
station. The gange condenser is cut out of the circuit for remote 
operation. 


The oscillator coil system is completely cut out of the circuit 
and trimmer type inductances with iron-core tuning are con- 
nected by the station selector switch. 

A third rotary switch turns on the proper station indicator 
lamp. The assembly for the station selecting circuits is located 
beneath the chassis and is driven by the stepper assembly. 








Control Systems 353 


There are three groups of contacts operated by the switch. 
One group switches in the oscillator coils, the second group 
switches in the antenna padding condensers and the third 
group of switches, lights the pilot lamps indicating the station 
dialed. 

Excessive friction in this switch would cause improper action 
of the stepper assembly. It should be adjusted so that when the 
relays have selected the station dialed, the contact arm is 
squarely on the contact. The tension of the contact arm is regu- 
lated by the setting of the hub on the switch shaft. The long 
wiper contacts exert a firm pressure on the contacts which may 
be increased or decreased by adjusting the location of the hub. 

The position of the contact arm is determined by the set 
screws which hold the driver arm on its shaft. This is located 
above the chassis but beneath the stepper assembly. If the con- 
tact arms do not come to rest on the contacts it may be neces- 
sary to loosen the set screws on the switch shaft and re-locate 
the position of the driver arm so that the contacts are made 
correctly. 

Excessive tension in the switch would act as a load on the 
relays and might result in chattering on one of the stations, 
part way up, and then failing to reach the station dialed. 


The Stepper Assembly.—The stepper assembly which oper- 
ates the station selecting switch is operated by the thyratron 
tube referred to previously. The coils which operates this 
assembly as shown as the plate load of the thyratron in fig. 12. 

When the thyratron tube lights, the holding relay closes and 
the stepping relay pushes a ratchet as many times as there are 
pulses sent out by the pulser in the mystery control box. There 
is a primary and a secondary ratchet. The stepper relay oper- 
ates the primary ratchet which is connected to the primary 
switch. This switch controls the volume control motor and 
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shorts the voice coil to ground in the station selecting positions. 

A muting switch, which connects the plates of the output 
tubes together, is closed during the station selecting operation. 
The set, of course, is playing during changes in volume but it 
is muted as the secondary ratchet returns to its home position, 
and climbs to the station dialed. 

This means that whenever any of the eight stations are dialed 
the set is muted as the secondary ratchet switch turns the 
"station tuning” switch contacts. 

Failure of the primary switch to return home or the secondary 
ratchet arm to return home, failure of the receiver to mute dur- 
ing dialing would indicate trouble in the stepper assembly, and 
would make it necessary to return it to the manufacturer for 
replacement. Dialing of an incorrect station, the skipping of 
stations or the galloping past of stations also indicates trouble 
in the stepper assembly. 


The Volume Control Assembly.—The volume control and 
the on-off switch are motor driven. The motor has an automatic 
clutch which releases and drops back as soon as the volume con- 
trol is released by the stepper primary switch. This prevents 
"over-shooting" when changing volume and immediately stops 
the gear train which drives the volume control when the vol- 
ume control lever is released on the mystery control box. There 
is also a clutch in the volume control itself, so that the mechan- 
ism will not jam if the volume control lever is held down after 
the set is shut off. 

The primary switch is a single pole, double throw switch 
which connects the desired winding in the volume control motor 
to increase or decrease volume, as shown in fig. 13. In parallel 
with this switch there is a single pole, double throw switch con- 
nected to the manual volume control. This switch is mounted 
directly beneath the receiver dial bezel. 
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The pilot lamp cable is close to this switch. If any of the pilot 
lamp wires become tangled with the switch they might cause the 
motor to continue running and might possibly cut through the 
insulation of the pilot lamp lead, causing the lamp to stay lit. 
It is important when the chassis has been removed, to check 
the location of the pilot lamp wiring cable to make certain that 
it is entirely clear of the volume control motor switch. 


Method of Inter-station Noise Elimination in Automatic 
Control Systems.—In modern super-heterodyne receivers the 
potential amplification is very high, hence the tuning problem 
would be very difficult if an automatic volume control were not 
included in the receiver. 


It is however a well known fact that all a.v.c. systems are 
designed to regulate the gain of the receiver only while a signal 
is being received; therefore between stations the sensitivity 
rises to a maximum. 


This means, of course, a great increase in the background 
noise between stations and unless there be a noise suppression 
auxiliary provided in the receiver to limit this audible noise it 
often becomes objectionable, especially in locations where there 
is a large amount of man-made static. 


Several schemes have been advanced to solve the interstation 
noise problem in the a.v.c. equipped receiver. Perhaps the 
simplest one is to provide an adjustable bias on the 7.f. tube 
(in addition to the a.7.c.) so that the receiver's maximum sensi- 
tivity may be manually decreased below the noise level. This 
undoubtedly settles the noise problem, but it may, through 
excessive adjustment, reduce the receiver's sensitivity to such 
an extent that weak stations, which might otherwise be received 
fairly well, will be skipped by unnoticed. Then, too, if this 
manual sensitivity control has to be continually retarded and 
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advanced in an effort to locate weak stations, it loses much of 
its effectiveness as far as noise is concerned. 

Another idea for checking inter-station noise and one which 
has found greater favor among set designers and experimenters 
than that outlined previously, is the utilization of a vacuum 
tube as a carrier controlled relay to block the audio amplifier 
when no signal is being received. This system is very efficient as 
a noise suppressor. 

It is fully automatic in action once the circuit has been prop- 
erly adjusted. However, while some radio men have successfully 
installed it in existing receivers, it is generally most effective 
when included in the original design of the set since it is quite 
critical in its voltage requirements. 

In analyzing the nature of this between-station noise, it has 
been found that most of it occurs in the high audio frequency 
spectrum; thus, if the high frequency response of the receiver is 
checked by a tone control, the intensity of the noise will be 
greatly reduced. However, the degree of high note suppression 
needed to limit inter-station noise is much greater than can be 
tolerated where good fidelity of tone is desired from a local 
station. 

For this reason on the usual radio which is equipped with a 
manual tone control, it is necessary to adjust the control fre- 
quently to meet existing conditions. By adding a tube to the 
diode detector circuit as shown in fig. 14 this tone control 
action may be effected automatically in the a@.v.c. equipped 
receiver. It is an idea that has been successfully used for noise 
suppression purposes in several of the larger super-heterodynes, 
and due to its simplicity it can be easily adapted to any receiver 
using a.v.c. A worthy feature of the system is that it will de- 
crease noise without reducing the overall sensitivity. 

This automatic tone control must operate in conjunction 
with a diode type detector. The left half of the accompanying 
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diagram shows the fundamental diode second detector and 
a.v.c. rectifier circuit found in the majority of modern super- 
heterodynes. Although the tube shown is a 6H6, it may also be 
the diode portion of a diode-triode or diode-pentode tube; and in 
some older model receivers, it may even be a triode connected 
as a diode. 

If the associated parts of the detector circuit consisting of 
resistors R,, R. and R; and condensers C,; be arranged as shown, 
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FIG. 14—Automatic tone control circuit. 


they need not be disturbed when adding the tone control tube 
to the receiver. However, if R; is a volume control potentio- 
meter, it must be removed and used instead in the grid circuit 
of the first audio tube to control the input to the grid of this 
tube. The original fixed resistor in the audio grid circuit may 
then be shifted to the R; position if it be .25 to .5 megohms 
in value. 

In some sets, R, may be replaced by an r.f. choke or it may 
be omitted altogether without affecting the performance of the 
circuit. The experimenter may also find that some receivers 
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divide the functions of @.v.c. and detection, using separate 
diode sections or tubes for each purpose. In this case, connect 
the tone control tube to the detector diode circuit and dis- 
regard the separate a.v.c. system. 

The circuit that 1s to be added to the receiver is shown in the 
right half of the diagram. The tube may be any sharp cut-off 
type, either tetrode or pentode, such as the 24, 36, 57, 77, 6C6 
or 6J7. Experiment has shown that all of these types work 
equally well. The choice, therefore, will depend mainly upon 
the filament voltage available. The tone control tube and 
associated parts should be mounted as close to the diode 
detector as possible. Resistor R, is non-critical in value, a good 
compromise being 2,500 ohms. R, should not exceed 100,000 
ohms regardless of the plate supply voltage. 

The audio coupling condenser C; is probably already in the 
receiver and need not be changed. The rating of condenser C 
will have to be determined by experiment and values from 
.0001 to .001 (mica dielectric) should be tried. The final choice 
will depend upon the maximum degree of high note suppression 
that can be tolerated when the set 1s tuned to an extremely 
weak station. If distortion be encountered on some of the me- 
dium powered stations, the screen voltage should be slightly 
lowered. 
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CHAPTER 17 


Loud Speakers 


The function of a loud speaker is to convert the amplified 
audio frequency currents into sound waves. In order to accom- 
plish this the loud speaker must be designed in such a way that 
it will cause the varying electric currents to set in vibration a 
diaphragm similar to that used in a telephone receiver, only 
larger. 

The vibration of the diaphragm in turn sets the surrounding 
air molecules into motion. The vibration of this comparatively 
large volume of air produces the sound, which the ear receives 
and the brain sometimes appreciates. 

The efficiency of a loud speaker is defined as the ratio of the 
useful acoustical power radiated, to the electrified power sup- 
plied to the load and is very low even in the most carefully 
designed. 

The most efficient type in common use in sound picture work 
has an efficiency of only about 30%. 


Speaker Parts.—Generally loud speakers consist of two main 
parts: 


1. That part of a loud speaker which changes the varying 
currents of the audio frequency amplifier into mechanical vibra- 
tions, which is called variously the driving unit or motor. 
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2. The other part is that which acts in conjunction with the 
driving unit to produce the vibration of the air molecules, and 
consists of a surface of various geometrical designs such as a 
conical or flat shaped horns. 


The horn has been known and widely used for centuries for 
increasing the radiation from a sound source. Although it is not 
within the province of this chapter to enter into a discussion of 


EXPONENTIAL 
CONICAL 


FIGS. 1 and 2—Conical and exponential horn forms. 


horn design, it may be well to mention that the horns most 
commonly used for sound reproduction are the conical and the 
exponential types. 


Figs. 1 and 2 show the two forms of horns most commonly in 
use. 


The conical horn may be defined as one in which the cross- 
= sectional area of the horn varies in direct proportion to its 
length, whereas in the exponential form the area of the horn 
varies as an exponent of its length. 
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Classification of Speakers.—Loud speakers may be divided 
into the following general classes, depending upon the principle 
involved in operation of the driving unit, namely: 

1. Magnetic 

2. Dynamic, variously called electro-dynamic 

3. Balanced armature 

4. Induction 

5. Metal strip 

6. Electro-static, variously called condenser speaker 
7. Piezo-electric, variously called crystal speaker. 


TO SIGNAL 
CIRCUIT 
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Magnetic Speakers.—In this type the moving iron driving 
type is employed. The principle of operation is based on the 
varying of the magnetic polarity of the armature. These vari- 
ations are caused by the electrical impulses flowing through the 
coil winding which encircles the armature. 
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The movement to the armature is effected by the induced 
magnetism, causing it to oscillate between the two poles of 
the permanent magnet. 


Dynamic Speakers.—A speaker of this type illustrated in 
figs. 4 and 5 consists principally of the following parts: 1, field 
coil; 2, voice coil; 3, cone. 
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FIELD COIL 


CORRUGATED CONE 
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FIG. 4—Cross-section view of a dynamic type loud speaker with a moving coil 
driving a cone type diaphragm. Details of the various units are here clearly 
represented. 


The field coil is connected to a d.c. source, effecting a strong 
magnetic field across an air gap in which the voice coil is inserted. 
The signal current from the output terminal of the receiver, 
flowing through the voice or moving coil placed around the 
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middle pole of a three pole magnet, causes the voice coil to 
oscillate corresponding to the oscillations of the signal current. 

The diaphragm being mechanically connected with the voice 
coil oscillates in a similar manner. 
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FIG. 5—Simplified diagram of dynamic speaker units shown in fig. 4. 


Balanced Armature Speaker.—In this type of speaker the 
armature (as the name implies) is balanced between the two 
poles of a permanent magnet as shown in fig. 8. The armature 
is provided with a coil through which the signal current flows 
as indicated, so that the reaction between the magnetic field 
due to this current and that due to the permanent magnet 
causes the armature to oscillate about its pivot. 
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These movements are communicated to the diaphragm by 
means of the link connection in a similar manner as in the 
dynamic speaker previously described. 
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TRANSFORMER 


CONE 


SPEAKER 
FIELD 
SPEAKER 
PLUG 


FIG. 6—When the dynamic speakers as in some commercial sets are 
connected by means of plug and cable to the chassis, the connections may 
be as shown in fig. 6 or 7; generally however, there is no set rule for these 
connections. The output transformer may be mounted on the receiver chassis 
or on the speaker frame. Again, the output tubes may be connected in 
parallel or in push-pull. Therefore, the connections shown are typical only 
and may not be considered as standard, but in each case the makers dia- 
gram should be carefully checked and followed. 


The principal features in this construction is a complete 
elimination of chattering on loud signals, usually encountered 
in the magnetic type. However, one of its limitations is that for 
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a good sensitivity the air gap between the armature and the 
pole pieces must of necessity be made very small to reduce the 
reluctance and so as to obtain a strong magnetic field. This is ob- 
jectional since when receiving low notes the movement of the 
armature may be so great as to strike the pole pieces, emitting 
a rattling sound. 
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| SPEAKER 
<— FIELD 
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FIG, 7.—Schematic diagram of connections to speaker by means of plug-cable 
arrangement. 


When the air gap is made larger, eliminating this rattling, the 
field strength decreases with a proportional loss in sensitivity. 


Induction Type Speakers.— The name induction speaker is 
derived from the fact that the motion of the driving unit is ob- 
tained from a magnetic induction similar to that of the well 
known A.C. induction motor, where a rotor revolves under the 
influence of a changing magnetic field. 
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FIG. 8—Balanced armature type speaker. Jn construction the balanced piv- 
oted armature is a soft iron bar forming a core of a coil of several thousand 
turns of fine wire supplied with audio frequency current. In operation 
when a signal current flows through the coil, a magnetic field is produced. 
which magnetizes the soft iron armature. The poles react on the poles of the 
permanent magnet and attraction between the unlike poles and repulsion 
between the like poles take place. With the polarities shown, the top end of 
the armature would move to the left and the bottom end to the right when 
the signal current flows through the coil in the corresponding direction. The 
amount of pull or movement is proportional to the current flowing through 
the coil, so the armature moves in accordance with the variations in the 


current. 
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As shown in fig. 9, the diaphragm is placed between two sets 
of concentric coils. Direct current is applied to the two sets of 
coils in opposite directions, causing a radial field. 


MAGNET 
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FIG. 9—View showing various units and connections for an induction type 
loud speaker. 


The signal current is also passed through the coils which 
causes the steady field due to the direct current to vary and 
which in turn induces eddy currents in the diaphragm. 

since the eddy currents give polarity to the faces of the dia- 
phragm these poles react with the poles of the coils, thus causing 
vibration of the diaphragm and resulting sound waves. 

The utilization of strong permanent magnets makes for a low- 
priced and simple unit, and since there is very little possibility 
of objectionable hum being introduced when used in connection 
with battery operated receivers, it is particularly adaptable for 
automobile radio use. 
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Metal Strip Types.—In this type a metal strip is suspended 
between the poles of a permanent or electro-magnet. The signal 
current passes through this strip (see fig. 10) establishing a mag- 
netic field around it which reacts with the field, due to the per- 
manent magnet, which acts to displace the metal strip in ac- 
cordance with the variations in the signal currents. 


TO SIGNAL 
CIRCUIT 





FIG. 10—Principal element of metal strip speaker. A megaphone is usually 
associated with this type of speaker. 


The metal strip is in this case the diaphragm and obviously 
need not be of magnetic metal. 


Electro-Static Types.— This type variously called a condenser 
speaker consists essentially of three parts, namely: two plates 
of which one is stationary and the other free to vibrate, in ad- 
dition to the dielectric, assembled as shown in figs. 11 and 12. 
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It operates on the well known principle of electrostatic attrac- 
tion and repulsion, in that two bodies of similar charges of elec- 
tricity repel each other, whereas two opposite charges attract 
each other. 


DIELECTRIC 
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FIG. 11—Electrostatic speaker showing circuit connections. In construction, 
the metal plate is made rigid. The diaphragm consists of a thin layer of metal 
sprayed on the rubber dielectric. 


When a polarizing voltage is applied to the plates a steady 
electric field is built up; superimposed upon this is the audio- 
frequency alternating electrostatic field. This, according to the 
foregoing, causes an attraction and repulsion between the two 
plates, producing in the free plate oscillations corresponding to 
the audio-frequency impulses. 

The back or stationary plate in the commercial types of con- 
denser speakers consist usually of stiff metal such as copper, 
iron or aluminum. The back plate is usually perforated with 
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slots in order to prevent compression of air between the two 
plates. 

To obtain a large force on the movable plate the dielectric 
must be very thin and flexible and must have the largest possible 
dielectric constant, in addition to a high break-down voltage. 


PLAT 





* DIELECTRIC 
(SOFT RUBBER) 


FIG. 12—Elements of an electrostatic speaker. It consists essentially of a form 
of condenser, hence the name as it is often called a condenser speaker. 


Piezo-Electric Speakers.—This type of speaker (often re- 
ferred to as crystal speaker) depends for its operation on the 
property of acrystal of expanding and contracting in accordance 
with the electrical strain to which it is subjected (for full in- 
formation on this subject, see page 211). 

The crystal speakers are often used in connection with high- 
frequency reproduction, its use up to the present, however, has 
been limited to small units. As a speaker of this type is inher- 
ently a rectifier, it is obvious that there is no need for any 
separate output transformer or frequency filtering network. 





E 
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FIGS. 13 and 14—Showing two circuit arrangements for connections of a con- 
denser type speaker to the power amplifier stage of the receiver. 


Loudspeaker Baffle.—In a loudspeaker such as that shown 
in fig. 4 the material constituting the cone is driven forward 
and backward in the manner of a piston by the action of the 
impressed audio frequency signal. This constant movement dis- 
places a certain amount of air, and it is this displaced air 
which generates sound that is perceived by the ear. 
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The air pushed back in the forward motion must go some- 
where, and as a partial vacuum is created in the back as the cone 
moves forward, the displaced air in the front encounters very 
little resistance and hence flows rapidly to fill the vacuum 
created by the forward thrust of the cone. 
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FIG. 15—Various speaker baffles; a, and b, indicates bex and flat baffle types 
respectively. Dotted lines indicate length of baffle board in each type. 


If these air movements were allowed to neutralize each other 
completely, there would be no air movements and hence no 
sound waves would be created. The method used to delay these 
rapid movements is to increase the path of air travel by means 
of a baffle board surrounding the cone as shown in fig. 15. 
|. The amplitude of air movement in a speaker however, is 
relatively low and therefore theoretically at least sound waves 
are produced only in the air very close to the moving cone. 
This is true for low, but not for high frequencies. 
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Thus in practice an unbaffled speaker will reproduce high 
tones, but will lack almost entirely all low tones due to the 
neutralization already described. 


Baffle Purpose.—The purpose of the baffle is to delay the 
meeting of the air creating the sound waves, by an artificial 
lengthening of the path of its travel. 

The baffle, can be anything that will lengthen the airpath 
from cone center back, to cone center rear. 4 

In practical speakers the baffle is made up of some acoustic- 
ally suitable material, such as soft wood, thick felt, Celotex, etc. 


Calculation of Baffle Length.—By recalling that the speed 
of sound is 1130 feet per second in air, it is possible to calculate 
the minimum baffle length for a certain frequency. 

If B. denotes the baffle length in feet, and f the frequency 
of the sound wave, then 

.1,,1130 282.5 
B,—-Mx f M E ac 
or expressed in a non-mathematical form, the baffle length in 
feet is equal to one quarter the wave-length of the note to be 
reproduced. 





Example.—-Assuming 40 cycles as the lowest tone to be repro- 
duced by a speaker, what is the minimum baffle length required : 


Solutior..—Substituting the numerical values in equation (1) 
we obtain: 
282.5 


40 


In a similar manner the following baffle lengths for low fre- 
quency cut-offs below which a loud speaker will not reproduce 
is as follows: 


B,- 





or 7 feet (approximately) 
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Lowesi frequency Baffle length from 
lo be reproduced. cone center in feet. 
100 2.825 
60 4.708 
40 7.006 
30 9.417 
20 14.125 


As the tones corresponding to the lowest frequency of various 
instruments are approximately 20 cycles per second, it follows 
that for their reproduction baffles of considerable length must 
be created. 


Example.—A loud speaker whose inductance 1s 1.15 henries is 
coupled to a power tube through a condenser of 2 micro-farads 
capacity. To whai frequency will ihe combination be resonant? 


Solution.—In this example it is only necessary to find the 
resonant frequency of a series tuning circuit. When in such a 
circuit the inductance L, and capacity C, are both expressed in 
the fundamental units of henries and farads, then the resonant 
frequency in cycles per second is given by the expression 


l 
2m LXC 
In the present example however, the condenser is of 2 micro- 


farads capacity, hence it is necessary to convert this unit into 
the terms of farads before substitution into the above formula. 


Inserting values, it is found— 


=H = — = 105 cycles per second. 


2m 1l. EX 2r4/2.3 
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CHAPTER 18 


Antenna Systems 


General Terms.—The term “Aerial” generally is applied to 
that portion of the antenna which is elevated or the flat top 
portion and the term “lead in” applies to the connection be- 
tween the aerial and the receiver. The antenna constitutes the 
combination of the aerial and the lead in. 

By definition an aerial is a conductor or a system of con- 
ductors suspended in the air and insulated at the ends for 
receiving or transmitting radio waves. 

Aerials may be classified: 1. According to the number of wires 
as single or multi-wires, and 2, according to their geometrical 
design or shape as: 


a. Inverted L type. f. Loop (Solenoid spiral, 
b. Tee (T) pancake). 
c. Cage. g. Doublet. 
d. Fan. h. V-doublet. 
e. Umbrella. i. Spider-web. 
etc. 


Broadcast Band Receiving Antennas.— The simplest type of 
aerial for general broadcast reception especially in rural districts 
where man-made static is negligible, is the inverted L type 
shown in figs. 1 and 2. 
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Ordinarily the antenna will be erected either on the roof of a 
building or suspended between that roof anda pole, as shown in 
fig. 2, which consists of a single wire inverted L antenna sus- 
pended from the house proper to the garage roof, by means of a 
pole. The purpose of the pole being to elevate the aerial wire. 
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FIG. 1—Outside inverted L-type antenna, with connected lead-in wire. 


When erecting an antenna it is of the utmost importance that 
the horizontal part be removed as far as possible from such ob- 
jects as trees, walls, chimneys, gutters, telephone and power 
wires, both to avoid induction from them which may make ob- 
jectionable noises in the receiving telephone as well as thes 
receiver, and to avoid injury. 

There has occurred many serious accidents due to ignorance 
and carelessness in erecting radio antennas too close to high 
voltage power lines. 


Antenna Systems 377 


— ——————— —— — — — — — — —— — 


How an Antenna Works.—Before a discussion of the relative 
merits of each type of aerial, it is necessary to have a clear con- 
ception of how the various aerials receive the radio frequency 
currents emitted from the broadcasting stations. 

In order that an aerial may receive maximum energy from the 
space in which it is suspended, it is necessary that the aerial be 
tuned to the broadcasting station, i.e. be resonant at the same 
frequency. 
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FIG. 2— Typical single-wire antenna installation. (Courtesy R.C.A. Mfg. Co.) 


Theory of Tuning.—In an aerial circuit the high frequency 
potential developed by the incoming waves from the transmit- 
ting station causes an a.c. current to flow in the aerial. 

The frequency of such a current is the same as that in the 
transmitting aerial. The magnitude of the current (Ia) through 
the aerial depends upon the value of the induced voltage ( E, 
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and the effective aerial impedance (Z,), the relations of which 


: Ea 
according to Ohm’s law may be written J, = 7 ampere. 


By varying the impedance (Z,) of the aerial circuit until it 
becomes in resonance with the frequency of the induced voltage 
a comparatively large current may be obtained. 


La 
(a) (b) 


FIG. 3—(a) indicates variometer tuned aerial circuit; (b) indicates equivalent 
closed aerial circuit. 





When the circuit is in resonance the inductive and capacitive 
reactance will be equal and the impedance of the aerial become:: 
equal to the effective resistance (R). 


Natural Frequency and Wave-length of Aerials.—The wave: 
length to which an aerial may be tuned is called its natural 
wave-lengih or frequency. The frequency corresponding to the 
natural frequency (f) of an aerial may be derived by remember- 
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ing that the conditions for resonance is that the inductive re- 


l 
actance (2TfLa@) must equal the capacitive reactance 2xfCa 9t 


1 
anf La —2fCa from which 


l 
T ONU DIU cycles per second..... (1) 


In the above equation La and Ca are given in henries and 
farads respectively. 

In a similar manner if (La) represent the inductance and 
(Ca) the capacity in micro-henries and microfarads respec- 
tively, then the natural wave-length 


) 21,885 V LaxCa meters............. (2) 


It is obvious that both the inductance and the capacity de- 
pends upon the length and shape of the aerial. 

For the inverted “L” type shown on page 377 each of those 
quantities are more or less proportional to the total length of 
the aerial wire as measured from the remote end to the ground 
connection. 

That this is true must be self-evident as it has previously 
been shown that the natural wave-length is proportional to 
vV Lax Ca. Now then, in order to be able to tune a receiving 
aerial circuit over a fairly wide range of wave-lengths, a tuning 
arrangement for vaying this product of inductance and capacity 
is all that is necessary. 


How the Wave-Length of an Aerial May Be Increased.—It 
has been found convenient to include an inductance in the down 
lead wire to the receiver for the purpose of passing the received 
signal voltage to the set. Sometimes this added inductance coil 
is connected directly to the set and at other times it is coupled 
magnetically to the tuned circuit. 
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When in the closed circuit type, a coil of inductance L 
micro-henries is connected in the down-lead of an aerial whose 
inductance is La micro-henries, the new wave-length is being 
given by | 

A=1,885V (L+La) Ca meters, that is assuming that the 
coil itself has no capacity. Again the corresponding frequency 
to which the aerial circuit is now tuned is given by 


== cycles per second 
S Se — 


The units in this case being henries and farads. 


Aerial Wire (Size and Material).—In order that the resist- 
ance of the antenna be as low as possible No 14 or 12 B & S 
stranded copper wire is most generally used. 

This wire has a high factor of conductivity, is mechanically 
strong and can easily be soldered. Antenna wire of this type, of 
suitable length, is nowadays carried as standard, and can be 
obtained at any hardware store. 


The Importance of Insulators.—One important factor when 
erecting an antenna is to obtain good insulators and use a suffi- 
cient number of them. 

Approved wire insulators are usually made of Pyrex glass, 
porcelain, etc. and are made with a hole or eye at each end to 
facilitate the fastening of the wires. 

Fig. 4 shows a ribbed constructed insulator, the purpose of the 
ribbons being to increase the leakage path and to increase the 
insulating property of the insulator. 

If small insulators are employed, it is necessary to connect 
two or more in series with short pieces of wire to increase their 
insulating property. It is obvious that insulators should not be 
inserted in the aerial at random, and should not be used for 
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example, to connect several pieces of aerial wire to obtain the 
required length of aerial. 

As pointed out in the beginning of this chapter, an aerial has 
only one insulator at each end, except in case of doublet 
aerials (which actually consist of two separate aerials) in which 
case three or four insulators are used. See fig. 5. 





STRAIN INSULATOR 


FIG. 4—The ribbed construction serves to mitigate leakage of the weak signal 
energy received by the antenna. This leakage may assume considerable 
propertions especially during wet weather, hence the necessity of providing 
good antenna insulators. 


Lead-In Conductors.——Lead-in conductors should be kept 
away from the house and should not approach the side of the 
house closer than six inches. 

This is accomplished by insulator supports as shown in fig. 6. 
The insulator support should be properly fastened by means of 
wooden screws or brackets. Lead-in conductors should be of 
stranded copper wire, not smaller than No. 14 B & S gauge. 

As in the case of the aerial the lead-in conductors should be 
kept away from obstructions such as trees, walls, chimneys, 
gutters, telephone and power wiring. It should also be noted 
that the lead-in conductor should be of one continuous piece 
with the aerial. 
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FIG. 5—Double antenna may be of the tuned or untuned type. The tuned type 
have definite aerial lengths (the horizontal portions) for respective wave- 
lengths or frequencies, and the untuned have not; the untuned are, there- 
fore, suitable for a wide range of short-wave frequencies. The lead-in 
wires, or transmission lines, pick up more noise or interference on short 
waves than they do on long waves; therefore transposed or closely parallel 
lead-in wires are used. The drawing shows a typical short wave reception 
antenna. 


Antenna Systems 383 





In entering the building two methods are commonly em- 
ployed. 1, Entering the conductor through the lower part ofa 
window adjacent to the receiver by means of flat flexible insu- 
lated strips, or 2, entering the conductor through a special 
condulet or porcelain lead-in insulator very similar to that 
employed in electrical wiring. LOOM 





cA) 


? E Sy 
——— 
uu” ies 





TO SET 


FIG. 6—Demonstrating how a short section of loom is inserted to protect the 
aerial at the point where the line is supported by a nail-on knob. The loom 
eliminates swinging and forcing of too sharp a bend in the wire. 


When installing the condulet, precautions should be taken 


that the conductor is sloped outward as shown in fig. 8, this to 


prevent rain or moisture following the lead-in conductor to 
enter the building. 
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Lightning Arresters.—The function of the lightning arrester 
is to prevent sudden voltage surges originating in the aerial (as 
during a thunderstorm) entering the receiver. Essentially the 
lightning arrester is a device which provides a very small air gap 
between the aerial and the ground and through which sudden 
voltage gradients may escape to ground. See fig. 9. 

The rules of the Board of Fire Underwriters require an 
approved form of lightning arrester. The lightning arrester 








Keep Leads Apart 
ond Short 


Doublet Antenna 
Transformer 


Keep Keep Leads Apart 
Leads Short and Short 


FIG. 7—Showing method of carrying antenna leads through the windows— 
using either porcelain tubes or flexible lead-in strips. Upper figure shows 
connections where antenna transformer is embodied in the radio receiver, 
and the lower, where it is connected outside. Transmission lines must be 
well insulated and stand off from the walls, as well as kept away from wires, 
drain pipes and other metallic surfaces and conductors. 
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F1G. 8—Conventional method of installing inverted L-antenna lead-ins. 
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FIG. 9—Lightning arrester detail and diagram of connection. 
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should be designed to operate at a voltage of 500 volts or less, 
and should be properly connected and located either inside the 
building at some point between the entrance and the set which 
is convenient to ground, or outside the building as near as pos- 
sible the point of entrance. 

Particular precaution should be taken that the lightning 
arrester be not placed in the proximity of easily ignitable mate- 
rial, or where exposed to inflammable gases or dust, or flying of 
combustible substances. 


Grounding Conductor.—Since it is necessary that the ground- 
ing conductor be of low resistance, it should be of the same size 
as the lead-in conductor and should in no case be smaller than 
No. 14 B & S gauge. 


TO SET 
ed COPPER PLATE 
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e 7 3 






WATER PIPE 


FIGS. 10 and 11—Two methods of ground connection. 


Care should be taken to make this connection as short and 
straight as possible to the nearest water pipe where a good 
metallic connection should be made. A suitable metal ground 
clamp designed especially for this purpose can be obtained in 
any hardware store. 
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Where a water pipe is not convenient for use as a ground 
connection, other permissible grounds are grounded steel frames 
of buildings or other grounded metal work in the building. 

When an artificial ground connection has to be made, a large 
copper plate or a bucket buried in a well or in moist earth may 
be employed. Under no condition should gas pipes be used for 
ground connection. 

In case of exposure to mechanical injury, the ground con- 
ductor should be adequately protected. 


Counterpoise Ground.—In locations where a satisfactory 
ground cannot readily be secured because of dry soil, a counter- 
poise is used. This consists essentially of a second aerial sus- 
pended on supports preferably one foot above the ground and 
insulated from the latter. See figs. 12 and 13. 





ANTENNA 








H LIGHTING 
ARRESTER 


FIG. 12—Counterpoise and connection. Theoretically the counterpoise forms 
one plate of a condenser of which the main aerial is the other plate. 


FIG. 13—Method of connecting lightning arrester to the aerial. 


The counterpoise should run parallel with and preferably 
underneath the main aerial, though if necessary it may be off- 
set to one side. 
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The action of the counterpoise over the ground is exactly as 
that of a condenser; in fact it is a large condenser conforming to 
all of the laws pertaining to condensers. In the case of aircraft 
or automobiles, the body (being metallically bonded together) 
to which the grounding conductor is connected, acts as a 
counterpoise. 


Various Types of Antennas.—Among the various types of 
antennas enumerated in the beginning of this chapter, it should 
be observed that each geometrical form has particular charac- 
teristics desirable for the particular operating conditions as 
shown in figs. 14 to 19. 
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FIG. 14—Illustrating how a doublet receiving antenna may be erected. This 
antenna consists of a special doublet, a transposed transmission line, and 
antenna junction box and a receiver coupling unit. An antenna of this type 
is an efficient pick-up medium giving high signal strength over a wide fre- 
quency range. 
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The doublet antenna shown in fig. 14 has been found to be 
highly efficient for short wave reception, and should for best 
results, have a length of 14 of the desired wave-length. A close 
approximation of the total length for the two dipoles of the doub- 
let may be obtained by dividing 492,000by the desired frequency 
in kilocycles. The lead-in conductors (or transmission line) are 
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FIG. 16—Miulti-wire inverted L (flat top) outside aerial. Where the distance 
between supports is limited, the necessary length of aerial may be obtained 
by running two or more lengths of wire parallel as shown. 
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transposed at intervals as shown in fig. 14. This method is 
employed in order to eliminate the pick up of man-made 
static or local interference. 
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FIG. 17—Fan aerial. 
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FIG. 18—Substantial antenna construction suitable for apartment house, 
school or hotel. 
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FIG. 19—Antenna installation for apartment house or hotel. To avoid duplicate 
and inefficient antenna installations where many radio sets are located in 
one building, a single, properly installed antenna is most suitable. 
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Example.—What is the natural wave-length of an aerial 
the inductance of which is 10 microhenries and. the capacity 
0.00025 microfarads? If a tuning inductance cf 150 microhenries 
be placed in series with it, what is the resonant wave-length? 


Solution.—The formula for the natural wave- -iength of a 
series resonant circuit is A=1,885V LC in which A is in 
` meters, L and C are the inductance and capacity of the circuit 
expressed in microhenries and microfarads respectively. In the 
present example 

A = 1,885 V10 x0.00025 = 1,885 xX0.05 or 94 meters 
approximately. 

With the addition of the tuning inductance of 150 micro- 
henries the total inductance becomes 160 microhenries. The 
resonant wave-length is now A= 1,885 V 160 x 0.00025 = 1,885 
<0.2=377 meters. 


Example.— Assuming that the total inductance of the aerial 
circuit in the preceding problem is concentrated in the tuning coil, 
what parallel capacity is required to tune to 500 meters? 


Solution.—Let C represent the extra capacity required since 
this is placed across the tuning inductance, it may be con- 
sidered to be in parallel with the existing natural capacity of the 
aerial, so that the total capacity across the tuning circuit is 
(C+0.00025) Mfd. The required wave-length is given as 500 
meters. Applying the same formula as before, the following is 
obtained: 

1,885 V/160(C 4-0.00025) —500, that is 
3.77 V/160(C 4-0.00025) 21; squaring both sides of the 
equation, 
14.2129 x 160(C 4-0.00025) 21 
therefore C 4-0.00025 — 0.00044 
and C =0.00019 mfd. 
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Example.—Assume in an aerial with the constanti as given, 
that it is required to tune it over a band of wave-lenglhs varying 
from 250 meters and upward by means of a coil and a parallel 
condenser of the variable type, having a maximum capacity of 
0.0005 microfarads and a minimum capacity of 0.00003 micro- 
farad, what value of coil induction should be used? 


Solution.—In substituting the known values in equation (2) 
the following is obtained: 


250 = 1,885 V (L 4-10) (0.00003 4-0.0002) 


from which L =66.4 micro-henries. 
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FIG. 20—IHustrating good spacing arrangement for doublet type antenna. 
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Using a coil with this value of inductance the aerial circuit 
tunes to 250 meters with the condenser set to its minimum value. 

If now the condenser be set to its maximum value of 0.0005 
M.f. the maximum wave-length of the tuning range is obtained 
by equation 


À —1,885V/(66.44-10) (0.0005 4-0.0002) — 436 meters. 
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CHAPTER 19 


Automobile Antennas 


Automobile antennas are generally divided into two classes 
according to their location as: 


1. Roof or top antennas 
2. Under-car antennas. 


Probably the most popular antenna in closed car construction 
is the roof or top type. The majority of recent built automobiles 
of the closed body type are already equipped with such antennas 
installed at the factory, and a lead-in brought down one of the 
corner posts. 

In many of the earlier models of the closed body types, a 
piece of metallic screen is employed for top material support. 
This metallic screen may readily be utilized as an antenna, pro- 
vided that the screen is insulated from the metallic frame of 
the car. i 

In order to use an ungrounded support screen, one corner 
only of the head-lining need be removed. A shielded lead-in 
(see fig. 1) should first be soldered to the screen and then 
carried down the front pillar post, nearest to the receiver. 

The shield covering should be soldered or bonded to the car 
frame prior to replacement of the head lining. 

The determination of the existence of electrical contacts be- 
tween the screen and the body proper may readily be found by 
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an electrical test, without removing any portion of the top fab- 
ric. An authorized dealer should be consulted as to the proper 


procedure of making this test. 
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SHIELDED LEAD - IN 
ANTENNA 


VIG. 1—A roof type antenna of this type consists of two copper screens fast- 
ened to cardboards and insulated from contact with car body. 


SHIELDED 
LEAD-IN 


FIG. 2—Illustrating location of roof type antenna. 
If it be found that the top support screen is grounded or if no 


screen be present, it will be necessary to remove the entire 
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head-lining as shown in fig. 2. In the former case the screen may 
be insulated by removal of a strip several inches from all edges, 
as well as from the dome light fixture. 

Subsequent shifting of the screen may be eliminated by tack- 
ing the screen to one of the ribs and by lacing the sides with a 
cord. If there be no support screen present, a copper screen as 
shown in fig. 1, having an area of at least ten square feet, should 
be inserted. 

It should be located as far in the rear as possible, and particu- 
lar precaution should be observed against possible metallic con- 
nection to the grounded frame of the car. After the antenna is 
properly inserted the lead-in wire may then be attached as 
described and the head-lining replaced. 


Folding Top Antennas.—In touring cars, roadsters, con- 
vertible coupes and convertible sedans, where folding top con- 
struction is employed, the wire screen previously described 
cannot readily be utilized on account of its being not sufficiently 
flexible to permit the folding of the top. 

A flexible wire antenna consisting of approximately 75 feet of 
No. 18 rubber covered stranded wire is often employed. To 
install this type of antenna proceed as follows : First remove the 
tacks that hold the top material to the front bow over the wind- 
shield and lay the top back. This operation will expose the cloth 
pads (quarter deck pads) on each side of the top bows. It is to 
these pads that the antenna should be fastened. 

Start near the windshield and run the wire the entire length of 
the quarter deck; the wire should be secured with individual 
knots, approximately 6 inches apart. Run the wire back and 
forth on the quarter deck until eight rows spaced about one inch 
apart has been completed and fastened. The wire is then tacked 
across the roof on one of the roof bows, where a similar opera- 
tion is repeated on the opposite quarter deck. 
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The lead-in wire of heavy weather-proof construction is con- 
nected to the antenna at the rear of the top where it will not 
interfere with operation of the folding of the top. This type of 
antenna is recommended only when the top is used at least half 
of the time or more. In cases where the top is folded back more 
than half of the time, a running board antenna may be in- 
stalled with a provision of switching from the running board to 
the wire antenna when the top is used. This method is resorted 
to on account of insufficient pick-up when the top is down. 


Under-Car Antennas.—As all late cars of the closed type 
have an all steel roof, it is obviously impossible to include a roof 
antenna since such a unit would be useless. When in this type 
of car no provision is made, one of the two general types de- 
scribed may be employed, as follows: 


1. Running board type 
2. V-type antenna. 
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FIG. 3—Showing method of fastening plate-type antenna to channel frame of 
car. 
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The running board antenna may be of either the plate type 
or of the so-called di-pole or mary type, shown in figs. 3, 4 
and 5 respectively. 

ANTENNA 


RAOF TYPE ( RECOMMENDED ), 





PLATE TYPE ( ACCESSORY ) 


FIG. 4—Showing approximate location of roof-type antenna and plate-type 
running board antenna. 


DISTANCE FROM RUNNING is 
ADJUSTABLE FROM 24" TO 4 





FIG. 5—Di-pole antenna and method of assembly. 


Plate Type Antenna.—This unit should be clamped to the 
frame of the chassis as far to the rear as possible. It is adjustable 
in length and may be mounted either lengthwise or crosswise of 
the chassis—position to be selected with due regard to pre- 
caution of overcrowding. 
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The plate must be mounted as close to the ground as prac- 
tical consideration will permit. It is also important to avoid any 
position in which the plate will impede the free motion of the 
chassis and parts such as springs, drive shaft or axles to prevent 
impairment of service; also in order to prevent damage when the 
car is run alongside a low curb it should be set back approxi- 
mately 2 inches from the outside edge of the running board. 

As this type of antenna is invariably subjected to hazards 
such as ice, snow, water and wind, it should be anchored to the 
car as strongly as possible. The fact that the antenna insulators 
often are wet should be taken into account, i.e. the insulators 
should be made as long as possible to prevent leakage. 

In some cases this type of antenna is made in two parts; one 
for each running board, in which case they should be properly 
connected at the rear. 


Di-Pole or Hairpin Type.—The position, mounting, accesso- 
ries, as well as the antenna are shown in fig. 5. Decreasing the 
distance from the antenna to the ground will increase signal 
strength, but precautions previously described pertaining to the 
plate type antenna should be observed. 

To facilitate the mounting of the antenna two universal type 
brackets are used for attachment to the running board, by 
means of the screws normally used on the car. The distance 
from the road may be adjusted by the brackets to insure 
necessary road clearance. 


Lead-In.—The lead-in wire to provide the connections be- 
tween the car antennas and the receiver should be shielded 
and as short as possible without putting undue strain on any 
parts. 

If no opening be provided in the car, the lead-in should be 
brought into the driving compartment through a half inch hole 
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drilled in the toe-board. It is obvious that in the case where the 
receiver is located at one side of the car, the antenna lead-in 
should be brought in at that same side, to make a shorter 
connection. 
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FIG. 6—Method of assembling a triangular wire type antenna. 
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FIG. 7—Method of installing a square type under-car antenna. 
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The V-Type Antenna.— This type of antenna consists essen- 
tially of heavy insulated wire which is connected between the 
transmission housing and each rear spring; with strongly insu- 
lated supporters for attachment. The shielded lead-in is con- 
nected to the center of the wire near thetransmission housing 
insulator. 

Another type of antenna somewhat more efficient is the so- 
called triangular type shown in fig. 6. Here the wire is brought 
out to form a triangle. The front part is supported and fastened 
in the same manner as the V-type, and the back to the rear axle. 

Another type of antenna is depicted in fig. 7, consisting of two 
under-car antennas inter-connected as illustrated. 


(For Information on Automobile Radio Troubles see pages 
703 to 709.) 


Phonograph Pick-ups 403 


CHAPTER 20 


Phonograph Pick-ups 


By definition a phonograph pick-up is a device which con- 
verts the vibrations of a phonograph needle in traversing a 
phonograph record into audio frequency currents for reproduc- 
tion through a radio receiver. See fig. 1. 





MOTOR LEADS 


FIG. 1—Modern phonograph pick-up unit. 


Phonograph pick-up operating on various well known princi- 
ples have been developed, such as the condenser type, carbon 
resistance, magnetic or crystal type. 
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The pick-ups at present are found almost exclusively to be of 
either the magnetic or the crystal type. Magnetic pick-ups are 
divided into two classes depending on the method of damping 
employed, namely: 

1. Rubber damped 
2. Oil damped. 

Conventional types of rubber damped magnetic pick-ups are 

shown in figs. 2 and 4. 
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FIG. 2—Principal parts of a rubber damped magnetic pick-up. 


The operation principles are as follows: The movement of the 
needle and hence the armature to which the needle is attached 
is accomplished by the ripples inscribed in the record which 
rotates at a constant speed. 

The coil of wire wound on the armature is made to intercept 
the magnetic lines of force flowing from the North to the South 
pole of a strong permanent magnet. 

At any instant that the coil cuts the lines of force between 
the two poles, a voltage is induced within the coil, the value of 
which is regulated by the amplitude of the vibration. The two 
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terminals of the coil are brought out to the input terminals of 
the audio amplifier which amplifies the audio-frequency voltage 
variations sufficiently to load speaker volume. 
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FIG. 3—Simplified layout of a phonograph pick-up. 


One detrimental factor with the average pick-up unit, regard- 
less of principle or type, is the weight of the moving parts. The 
mass of the usual iron armature for example, causes it to have a 
resonance in the audible range which reveals itself to the ear 
as a snarly sound in the middle range, and its inertia, coupled 
with the type and amount of damping necessary, very often 
curtails the brilliance of reproduction, which is largely bound 
yp with responsiveness to transients. 
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In order to counteract the weight of the pick-up head and so 
mitigate the aforementioned undesirable qualities, a counter- 
balance arm is usually resorted to, although it is not desirable 
to completely balance the weight of the pick-up because some 
weight must act on the needle in order to keep it from jumping 
out of the groove, especially when low frequency notes are 
being reproduced. 
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FIG. 4—Parts of modern rubber damped pick-up. 


Therefore, it is important that records should be made of 
hard materials, and at the same time possess abrasive qualities 
sufficient to grind the needle point at the beginning of its 
travel in order to reduce the pressure of the needle. 
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Impedance Values.—Magnetic pick-ups are made in all 
impedance values, the average being around 20,000 ohms. This 
allows direct feeding of the output into the grid circuit of an 
amplifier stage without the interposition of any matching 
transformer. 
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FIG. 5—Front view and section of phonograph pick-up. (Courtesy General 
Electric Co.) 


However, where quality is of the utmost importance, as for 
example in broadcasting and recording studios, where long 
cables are commonly employed, 200 to 500 ohms being prac- 
tical averages. 


These lower values are much less affected by long connections 
in regards to hum pick-up or loss of high frequencies, due to the 
distributed capacity of the cables and of the armature coil 
winding itself. 


When as in some commercial sets low impedance values are 
used, a step-up transformer must be resorted to in order to 


Obtain satisfactory operation. 
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The Oil-damped Magnetic Pick-up.—This type of pick-up 
is more complicated in construction and hence more expensive 
than the rubber damped type. However on account of its 
superior frequency response characteristics, it is frequently 
employed in sound picture reproduction as well as in high grade 
sound amplifier systems. 


In this type the horse shoe magnet is enclosed in a case, and 
surrounded by oil (which takes the place of rubber in the 
rubber-damped type pick-up) damping the action of the 
armature. 


The Crystal, Variously Called Piezo-Electric Pick-up.—The 
action of this device, which on account of certain favorable 
qualities has found an increased use, depends upon the prop- 
erty of a Rochelle salt crystal in converting mechanical motion 
into electrical voltage. In practice this is accomplished by 
placing two small crystal slabs together which results in what is 
known as a bi-morph crystal element. This crystal element is 
then mounted between two small discs of sponge rubber in a 
bakelite housing, and a light aluminum rocker arm with 
rubber pivoted bearings (substantially the same as that em- 
ployed in magnetic units) is used to communicate the motion 
of the needle to one end of the crystal. 


The “fish tail” of the rocker arm employs a forklike notch in 
the extreme end to which the crystal is clamped. On account 
of the fact that this armature is much lighter than the iron ones 
used in the magnetic pick-ups, they require less damping in 
addition to the attractive properties of the voltage generating 
element itself. 
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The impedance in this unit is very high and the element is 
inherently capacitive—which two features call for a somewhat 
different technique in the proper operation of the pick-up. 

Good results are being obtained with a volume control of 0.5 
megohm. All leads should be well shielded. 







ENELET ——— - — EYELET 


TOP ——— 


RUBBER 
PAD 





INSULATION — — 


A TERMINAL 
MES RUE —— 3 
FOIL jt S 

T CRYSTAL 
INSULATION 


~ TERMINAL 
N eee — 


THUMB —,» 
SCREW 


RUBBER 
TUBING 


NEEDLE” AS 


+o 


HOUSING ERN 









4 “CRYSTAL S, 


bs Dass 


FIG. 6—Parts and assembly of crystal pick-up. 
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One of the most unfavorable points in the employment of a 
pick-up of this type is the extreme fragility of the pick-up itself, 
another being the variations of output with the temperatures in 
excess of 100° Fahr. 

Additional points to be considered when selecting a pick-up 
unit, regardless of specific types, are solidity of carrying arm 
construction and freedom of movement of the horizontal and 
vertical bearings. 

The pick-up should be so constructed that not more than 
three ounces of needle pressure will be used on the record. 


Phonograph Motors.—An important part of the phonograph 
mechanism is that of the motor, its function being to produce 
the revolving motion to the phonographic disc. 

The speed of the record should be as nearly constant as pos- 
sible. The usual speed of the phonograph disc record being 78 
r.b.m. At 78 r.b.m. a 10 inch record plays for 21% minutes, 
while the 12 inch record plays for 4 minutes. Again a 16 inch 
record (employed in sound picture work) revolving at 3314 
r.b.m. plays for approximately 14 minutes. 

Motors of the a.c. current type are most generally of the 
induction or synchronous type, its speed being controlled by a 
governor, as shown in fig. 7. In later type motors a stroboscope 
disc is employed which makes closed speed adjustment very 
easy. 

If a stroboscope disc is not available the following method 
may be employed for correct speed adjustments: 


1. Place a record on the turntable and insert a small piece of 
paper under the edge of the record to serve as an indicator. 


2. Play the record in the normal manner and count the num- 
ber of revolutions made by the turntable in one minute. The 
speed should be 78 revolutions per minute. 
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3. Turning the speed regulating screw clockwise allows the 
motor to run faster, and counter-clockwise slower. 

Adjust by trial until the speed is as exactly as possible 78 
r.p.m. as determined from a full minute count. 
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GOVERNOR 


FIG. 7—Motor frame, motor and governor in modern electric phonograph. 


The speed of disc should be checked about every two months. 
Variation in speed will cause distortion. 

The governors are generally designed to maintain a constant 
speed of the motor within a range of sudden voltage changes of 
20 volts, if the parts be properly adjusted. Therefore any ad- 
justment made on the motor, including lubrication, will have a 
certain effect on the speed, which should be checked as pre- 
viously described. 


Phonograph Pick-Up Connection.—When a phonograph of 
the high impedance type pick-up is employed in connection 
with the radio receiver, it may be connected in one of several 
ways as shown in figs. 8 to 10. 
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FIG. 8—Method of connecting phonograph pick-up when unit be provided 
with an adapter for plugging into the detector tube socket. When plugged 
in the pick-up will be connected to the input of the audio amplifier. 
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FIG. 9—Conventional method for connection of racio high impedance pick-up. 
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In more expensive radio phonograph units a so called scratch 
filter consisting of a combination of inductance and capacity is 
employed to eliminate or suppress the scratch or hiss caused by 
the friction of the needle on the record. 

SECONDARY OF 
IF. TRANSF. R.F. CHOKE 
MAGN. PICK-UP 6000 : 0000 


VOL. | 
* CONTROL DET 


ET. 
—— / N / TUBE 


TO POWER 
_2 STAGE 


LD 
mS 





— — * 


FIG. 10—Method of radio phonograph pick-up connection. 


PRONG PE MATCHING 


TRANSFORMER 
f TO AUDIO 
FREQUENCY 
~ SCRATCH STAGES 
s FILTERS 








FIG. 11—Method of connection for a needle scratch filter. 


The loudspeaker reproduction of scratch is due to the fact 
that the sides of the wavy grooves in a phonographic record are 
seldom cut clean or smooth. The almost microscopic rough 
edges will to some extent, affect the motion of the needle and 
are responsible for the above described defect. A scratch filter 
as commonly used, is shown in fig. 11. 
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The simplest method of record reproduction is to employ an 
oscillator unit shown in fig. 12. This oscillator in effect is a 
miniature broadcasting station and the radio is turned to it 
exactly as to any other station. The oscillator and its connection 
is clearly indicated in fig. 12 and no changes whatsoever need 
be made in the receiver. 






CRYSTAL 
PICK-UP 


FIG. 12—A portable A.C.-D.C. phonograph oscillator, which may be worked 
through existing radio receiver. In this phonograph the record reproduction 
is introduced by means of a miniature carrier wave generated by a local 
oscillator which is plate-modulated by a single audio power stage into whose 
grid the output of the pickup can be connected with a minimum of trouble 
and equipment. In effect this is nothing but a small broadcasting station to 
which the radio set is tuned, and the carrier pickup is either by conductive 
or inductive transformers to the sets antenna lead and the set operated in 
the usual manner. 


The frequency of the oscillator may be varied so as to select 
a channel that is clear of broadcasting. 
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FIG. 13—Diagram of connection when oscillator-phonograph units are em- 
ployed in connection with receiver for music reproduction. 
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FIG. 14—Schematic circuit diagram of typical oscillator unit. 
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FIG. 15—Exterior view of typical oscillator unit. 
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CHAPTER 21 


Public Address Systems 


By definition a public address system consists of a sound 
amplifier system supplying sound programs from radio, phono- 
graph or microphones to one or more loud speakers. 
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FIG. 1—Schematic view of a music reproducing and program distributing 
system. 
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A public address system may be designed to amplify sound 
in one single place such as in an auditorium or in a number of 
rooms such as in hotels or hospitals. 

In order that the reader may obtain a clear conception of the 
various units comprising the system, the following definitions 
are given: 


Music Reproducing System.—It may be defined as an assem- 
bly of apparatus consisting of a reproducer set (program 
source), the necessary amplifying and control equipment and 
one or more loud speakers. A music reproducing and program 
distribution system is shown in fig. 1. 
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FIG. 2-—A small portable announcing system. 


Announcing System.—It may be defined as an assembly of 
apparatus comprising one or more announcer’s microphones. 
The necessary amplifying and control equipment, and one or 
more loud speakers. A system of this type is illustrated in figs. 
2 and 3. 
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Program Distribution System.—A system which provides 
facilities for the distribution of programs from a radio receiver 
in conjunction with a public address system, announcing sys- 
tem, or music reproducing system to one or more loud speaking 
telephones. 


Operation Theory.—The aforementioned apparatus operates 
as follows: A microphone (which may be of various shapes and 
designs as shown in figs. 18 to 23 connected into an electric 
circuit, is placed in such a manner that the sound directed into 
it will be reinforced. 





. NO 2624 


NO. 2754 
vACUUM TUBE vACUUM TUBE TRANSFORMED 





INPUT 


- 
0002009. 





mcd 
100 f 00000 
2 TEST — — | TRANSFORMER 
ADJUSTMENT FOR i AR CIE 


EL MERDA J swem 


f “| 102 TO 12? VOLTS 


) $0-85 CYCLES 
AC SUPPLY 


Syd SPE ARING TELEPHONE 


FIG. 3—Schematic diagram of amplifier shown in fig. 2. 


The sound waves or vibrations register on the diaphragm of 
the microphone causing corresponding fluctuations in the elec- 
tric current. This electrical energy is conducted by wires to con- 
trol panels which regulate the energy fed into the amplifying 
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hotel showing the outlets for 

connection of microphones, loud speakers, 
telephones, etc. including the wiring and con- 
duit arrangement. By means of the public 
address and music reproducing system the 
guests may be entertained by radio, or by programs obtained from 
records, orchestra organ or other sources. These programs are PROJECTORS IN GRILL ROOM 
amplified and distributed to the various guest rooms, dining rooms, 

grill, ballrooms as well as in foyers, lobbies and reception rooms. 

The ballroom is equipped for the reinforcement of speakers voices at banquets and similar functions. 
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equipment, where it is amplified to a level millions of times 
greater than the original energy put into the microphone. It is 
obvious that when reproducers or radio receivers are used as 
program sources, this apparatus may be connected directly into 
the amplifying equipment. mm 





FIG. 5—Typical iu The parts are: .1, fixed carbon disc attached to 
the bridge at E; B, movable- carbon disc attached to the center of the 
aluminum diaphragm D, at C; M, hard rubber mouth piece. The shell is for 
protection and for mounting the transmitter to a stand or bracket. 
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The so amplified energy passes on to loud speakers which re- 
converts it into sound, which is hence distributed over the 
desired area. 
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FIG. 7—In appearance and design, the new program sound system shows 
marked improvement over previous types. All the central control equipment 
is contained in an attractive modern cabinet, including amplifiers, retracting 
electric phonograph and the monitor loud speaker microphone which operates 
through a grille at the top. A high fidelity multirange radio receiver with 
automatic volume control and all necessary switches and extension controls 
are conveniently located on a bright black panel which makes a pleasing 
contrast to the aluminum gray finish of the cabinet and its chromium trim- 
mings. (Courtesy Western Electric Co.) 
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FIG. 8—Rear view of control equipment cabinet shown in fig. 7. Note: The 
electric phonograph unit is retractable and may be moved back and forth in 
drawer fashion to facilitate loading and unloading of records. (Courtesy 
Western Electric Co.) 
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Amplifying and Control Equipment.—Audio-amplifiers used 
in a P.A. system may be either large or small depending upon 
the size and the use of the system of which it forms a part. 
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FIG. 9—Detail of radio receiver and switching panels shown in fig. 7. Note: 
Card rack for identification of speakers location. (Courtesy Western Electric 


Co.) 

Equipment for small size systems is usually designed and 
assembled with particular attention to facilitate transporta- 
tion, and is hence assembled in a small portable carrying case, 
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and is suitable for small music reproducing and announcing 
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. FIG. 10—Rear view of control equipment cabinet, showing assembly instruc 
tions and detail of switching panels. (Courtesy Western Electric Co.) 
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FIG. 11—Detail of amplifier unit shown in lower part of control equipment 
panel fig. 8. Note: When a two program system is desired, two similar am- 
plifiers are used, as illustrated in fig. 8. (Courtesy Western Electric Co.) 
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(Courtesy Western Electric Co.) 


“AMPLIFIER SCHEMATIC 





FIG. 12—Schematic wiring diagram of amplifier unit shown in fig. 11. 
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Again the larger equipments are normally assembled in the 
switchboard manner on metal panels, mounted on angle irons or 
pipes, and supported securely from movement in either hori- 
zontal or vertical direction. These types are used whenever the 
small equipment just described is insufficient. A typical panel 
of a public address system of modern type is shown in figs. 7 
and 8 with assembly details and amplifier unit shown in figs. 
9 to 11. 

The power output of an amplifier depends upon the number 
of loud speakers and input units employed, which in turn de- 
pends on the area served and such factors as cubical contents of 
rooms (if for indoor service) acoustical conditions, etc. 

The amplifier schematic diagram for a P.A. system is shown 
in fig. 12. This amplifier has a power output rating of 20 watts, 
the input impedance (impedance amplifier is designed to work 
from) is 30 ohms, output impedance (impedance the amplifier 
is designed to work into) is 350 ohms. Tubes employed are 
three 262A—two 300A and one 274A as shown in diagram. Con- 
nections to the amplifier are made by plugs to facilitate the 
operation. 


Amplifier Ratings.—The ultimate function of an amplifier is 
to enlarge the sound volume received from the microphone to a 
level which makes it possible to be heard over a large area. 

Amplifiers in public address systems are rated according to 
the number of watts output delivered without distortion. The 
output depends upon the design and the size of the amplifier in 
question. 

The amount of this output specifies what volume of sound will 
be received and hence the area that can be covered. 

Before amplification of an amplifier canbe measured, however, 
it is necessary to select some suitable unit of measurement. 
When, as stated, the output is measured in watts, it would be 
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most convenient to measure the input in the same unit. This, 
however, cannot be readily done on account of the fact that the 
ear responds to different sound energies in an exponential way. 
From this it follows that the gain of an amplifier must be ex- 
pressed in the same manner, i.e. by the use of logarithms.* 


The Decibel.—The sound volume is measured by means of a 
unit named decibel (db.) which is the unit of sound transmis- 
sion, and is defined as the smallest difference in loudness or in- 
tensity perceptible to the human ear. It is this unit which is 
used in sound calculations for comparison between power out- 
put and input values. Before a comparison can be made, how- 
ever, it is necessary that the input and output power be ex- 
pressed in the same units; for example, in kilowatts (kw), 
watts (w) or milliwatts (mw). 

Now, if for example P, and P, be taken to represent power 
output and power input respectively and N, the number of 
decibles denoting their ratio, then the expressed units may be 
written thus: 


NISUS ey as ee (1) 


This formula is correct at all timcs for rating of amplifiers. 
The ratio is termed a gain when P, is greater than P, and a 
loss when P, is smaller than P}. 

The unit decibel can also be used for comparison of the two 
currents or the two voltages. Before such a comparison be made 
however, it is necessary first to translate the values into equiva- 
lent power ratios. As the power expressed in watts is /?R or 

2 


UR these values may be substituted for P, and P, in equation 





*The logarithm of a number is the power to which 10 must be raised to 
equal the number in question. For example, log. 100 =2 because 10?= 100. 
Similarly log. 867 22.9380 because 102-939 = 867, etc. 
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a i TPR, p LVR, 
(1) or Na = 10 log.1o IR, = 20 102.10 I/R, N S (2) 
Similarly 
Ei Ri 
N —20 lo « m Lour nS NM CMT urs 
db £10 DURAS (3) 


Example.— What gain in decibels will be received 1f the voltage 
of an amplifier rises to 5 times the normal level at a certain fre- 
quency? 


Solution.— 
N =20 log.1) 5=20 0.699 = 14 decibels (Approx. ) 


Reference Level.—It is important to note that the decibel 
is not a power unit such as the watt or kilowatt but is strictly 
speaking, a co-operative unit in that it always expresses the 
comparison of a ratio between two powers. 

In order to make such a comparison, a definite reference level 
or value has been set for various sound producing devices. This 
level for example for telephone work is set at 10 milliwatts (0.001 
watts) which is the output of a standard transmitter used by 
telephone engineers, whereas for radio work the reference level 
has been set at 6 milliwatts (0.006 watts). 

By using 6 milliwatts as reference level, amplifiers may be 
rated at a sound energy level of a certain number of decibels. 

The convenience of such a reference may best be illustrated 
by the following example: 

Assuming an amplifier delivers 6 watts output, what is tts out- 
put level in decibels? 





= 103 or 30 decibels 


Na= 10 108 «10 5806 
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If the output be doubled the ear will notice an increase in 
volume which will not be twice as great but will increase in 
logarithm manner, 


NO log: ane ~ 103.3 =33 decibels 





FIG. 13—Typical exponential loud speaker horns. 


Loud speakers for Public Address System.—The determina- 
tion of loud speakers to be employed depends on individual ser- 
vice requirement. For example, the straight horns Type A and 
B shown in figs. 13 are largely used for outdoor installations 
where it is desired to cover a broad area such as a race track, 
football field or similar locations. Several such straight horns 
are sometimes grouped together, as shown in fig. 14. 

Because of space requirements th2 straight exponential 
horns are not usually employed in indoor installations. 
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The so called folded horns have been designed for this pur- 
pose. In this type the effective length is attained while the ac- 
tual length has been materially decreased. 
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FIG. 14—Grouping of horns when used for outdoor installation. 


When folded horns are employed in very large indoor sys- 
tems, or in outdoor installations where the power requirements 
are large, the horns may be equipped with throat sections which 
will facilitate the attachment of a number of receiver units into 
one horn. See fig. 15. 

In smaller indoor installations such as schools, hospitals, 
apartment houses, suites or offices, the direct radiator type 
shown in fig. 16 is largely employed. The loud speakers may be 


Public Address System 433 


incorporated in the building design and mounted preferably 
flush with the wall. 

In buildings already completed the loud speakers may be hung 
on the wall or placed on a suitable piece of furniture which will 
harmonize with the surroundings. 





FIG. 15—Cluster of horns for indoor public address system. 


Special selectors as well as volume controls may be incor- 
porated to choose programs from any number of radio broad- 
casting stations when the system is equipped with the radio 
receiving apparatus required for such reception. 

In hospitals and sanatoriums individual head sets or pillow 
type speakers are often utilized so that patients or guests who 
listen to programs will not disturb others in doing so. 
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Apparatus and Their Location.—Whenever possible the 
logical relationship between the various units comprising the 
P.A. system should be preserved. Locations giving the best re- 
sults snould always be used. Loud speakers should be placed as 
closely as possible to the program source and so that the sound 
be directed from it. 





FIG. 16—Direct radiator type speaker suitable for indoor installation. 


If the system be utilized entirely for music distribution from a 
reproducer set or a radio set, the location of loud speakers is 
important only from the standpoint of distribution, as long as 
care is exercised to guard against acoustic feed-back from the 
loud speaking telephones to the radio set. 

In auditoriums and other buildings provided with a stage or 
raised platform, horn type loud speakers should be located 
above the stage in the center of the proscenium arch, mounted 
so that they are not directed at the microphones on the stage 
platform. 
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In buildings already.erected, it may not be practicable to in- 
stall loud speakers behind a grille in the arch. Then the prefer- 
able location is outside the arch in the center of the ceiling. 
When the loud speakers are suspended from the ceiling, the 
gondola which houses them, or the mouths of the loud speakers 
themselves should be covered with decorative grille work to har- 
monize with the architecture. If the ceiling be not more than 15 
or 20 feet above the stage platform the horns may be sus- 
pended from trusses or other framework so that the tops of the 
loud speakers will be only a few feet from the ceiling. 





FIG. 17—Method of installing outlets for condenser and carbon microphones. 


When simultaneous distribution to a number of committee or 
similar rooms be desired, individual small, horn type loud 
speakers with volume control units are preferred. With this 
equipment, the sound may be regulated to suit the size of each 
room. Loud speakers should be located at either end, in the 
corners or in the center of the room, to give equal distribution. 

For outdoor use, such as at race tracks, football fields or air- 
ports, loud speakers should be of the horn type and in sufficient 
numbers and of adequate capacity to cover the prescribed area. 
Horns should be located above the heads of the audience and 
pointed slightly downward. 
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The number of microphone outlets provided on a stage or 
other platform is dependent upon the size of the stage and the 
kind of programs to be given. Normally, it is advisable to install 
at least three; one on each side of the stage and one in the center. 
If more are desired, they should be placed in the most conven- 
ient locations. The method of installation is illustrated in fig. 17. 


In announcing systems, installed in a hotel, or in a hospital, a 
close talking microphone is used with flush or surface mounted 
wall type loud speakers. The microphone may be installed in a 
telephone booth adjacent to the telephone exchange. Thus the 
transmitter is shielded from sound radiating from loud speakers 
and at the same time is conveniently located for use by the tele- 
phone switchboard operator. If a telephone booth be not used, 
the microphone may be located in any convenient place where 
there will be no interference from the loud speakers. 


In indoor installations, available space determines the loca- 
tion of amplifying and control equipments. They should be lo- 
cated in any room which is free from dampness or moisture. 
For use in outdoor installations they should be located in a 
room set aside for the purpose in which they are fully protected 
from the weather. This room may be located under a grand- 
stand or in any other convenient place where wires or cable for 
the necessary power circuits can be brought in. 


The operator in charge of the control equipment should be 
provided with a monitoring loud speaker to keep him informed 
of the progress of the programs. For obvious reasons, only 
authorized persons should have access to the room in which 
control and amplifying equipments are located. 


When a motor generator set be used for supplying power to 
the amplifiers, it should not be placed in the same room with the 
amplifying equipment unless there be an intervening space of 
at least 30 feet. Unless there be this space, the electrical field set 
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up by the motor generator may be picked up on the input leads 
to the amplifiers and cause noise in the circuits. 

Storage and dry batteries may be placed adjacent to the am- 
plifying equipment or in any other convenient place. When a 
reproducer set and radio receiver form part of the equipment, 
they generally are installed in the control room. In auditoriums, 
they may be placed on or adjacent to the stage. In the latter 
location, control is provided easily. 





FIGS. 18 and 19—Carbon type desk and close talking type microphone. 


Microphones.—Microphones used in a public address sys- 

tem may be as follows: 
(a) Carbon type. 
(b) Condenser type. 
(c) Moving coil type. 

Carbon type microphones (see figs. 18 and 19) are used ex- 
clusively for announcing purposes. This microphone has a 
mounting similar to the well known desk telephone, except that 
the receiver and the switch hook is omitted. 
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When this type is used, it is usually placed upon a small desk 
or a pedestal where the user speaks into it similarly as he would 
into an ordinary telephone, holding it in his hand if desired. 


Usually the microphones utilized for speech only are designed 
with a higher sensitivity, but smaller frequency range than types 
intended to cover ranges of both speech and music combined. 
The usual type of carbon microphone requires a power source of 
12 volts direct current to energize the carbon buttons, with a 
current drain of approximately 50 M.A. for each microphone. 


The condenser transmitter has a vacuum tube amplifier asso- 
ciated with it and requires plate filament power supply for the 
operation of the vacuum tubes. 

A potential of 200 volts direct current usually obtained from 
dry cell batteries is required for a transmitter polarizing poten- 
tial and for the plate circuit of the vacuum tubes. 

The filaments of the vacuum tubes operate usually on a 6 volt 
direct current obtained from a storage battery. 


The condenser and moving coil microphones are designed 
usually for use in studios and other locations where musical 
and other programs originate and where the very best acoustic 
pick-up characteristics are desired. For these purposes they give 
better performance than the carbon type. 


A typical moving coil microphone of Western Electric manu- 
facture is illustrated in fig. 20. Its basic simplicity is responsi- 
ble for several distinct advantages. The fact that a permanent 
magnet of cobalt steel is used to provide the magnetic field in 
which the moving coil vibrates, obviates the necessity for sup- 
plying polarizing energy to the microphone. 

A moving coil microphone being a low impedance device is 
less subject to disturbance from other circuits in the neighbor- 
hood than other microphones and may be used with complete 
satisfaction at a considerable distance from its amplifier. 
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It is obvious that since no amplifying equipment need be 
directly associated with it, much of the care formerly required 
in handling of microphones is unnecessary. 
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FIG. 20—Simplified cross-sectional view of a non-directional moving coil 
microphone. 


Factors such as changes in temperature, humidity and baro- 
metric pressure which have long constituted obstacles in the 
consistent operation of microphones have no unfavorable effect 
on the performance of the moving coil microphone. 
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All microphones are usually furnished with a suitable length of 
cord and connecting plugs so that they may be connected in cir- 
cuit by plugging into conveniently placed outlets. 





FIGS. 21 to 23—Various sound cell type microphones, for use in public ad- 
dress systems. (Courtesy The Brush Development Co.) 


Acoustic Consideration in Public Address Systems.—It is a 
well known fact that acoustic conditions exert a considerable 
influence on the reception of amplified sound. To obtain the 
most satisfactory result from a P.A. system, it is therefore 
necessary to understand the principles of acoustics and be ac- 
cordingly guided when making installations. 

There is for example a large difference in materials of which 
walls are constructed, and even when the two rooms are of the 
same size and shape a considerable difference may be encoun- 
tered in tone, volume and clarity. 

When surfaces or furnishings are made of hard smooth ma- 
terial such as plaster, brick, concrete, polished wood or glass, 
only part of the sound which reaches the listener’s ear emanates 
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from the original sound source, part of it comes by way of 
reflection. A full realization of the importance of sound reflection 
in buildings may be had when it is considered that an ordinary 
plaster wall is a better reflector of sound of certain frequencies 
used in speech and music than a good mirror is of light. 


Sounds may be repeated and become unduly prolonged, one 
sound or syllable overlapping the beginning of the next, the 
result being a noisy, indistinct effect frequently multiplying into 
a continuous roar called reverberation. 


When instead of multiple reflections, there is one predomi- 
nating reflection, sounds being definitely repeated at a definite 
interval, there is an echo instead of reverberation; however, 
very frequently both reverberation and a distinct echo are 
simultaneously present. 


Resonance occurs when a thin hard surface such as a wooden 
panel vibrates freely as a diaphragm at its own natural fre- 
quency, hence in the vicinity of a resonant area, tones which are 
unduly emphasized will sound louder than other tones. 


Some porous and soft surfaced materials, such as special 
acoustic plasters, cloth curtains and felt are relatively poor re- 
flectors of sound because they dissipate a portion of the sound 
which strikes them. This gives rise to a third effect which is 
known as absorption. 


The combination of these three effects namely, reflection, 
resonance and absorplion give rise to the complete phenomena of 
frequency selection and wave interference responsible for the 
difference in the volume of quality of sound, heard so often in 
different parts of a building. 
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Pointers in Construction of Walls, Floors and Ceilings and 
the Use of Sound Absorbing Materials.—From the foregoing 
it is evident that excessive reverberation can be largely over- 
come by covering some wall surfaces with soft porous sound ab- 
sorbing material such as velour or upholstery fabric. It is on 
account of this property that veiour or monk’s cloth is used 
extensively in broadcasting studios. 


If sound be undirected, the absorbent effect is practically 
independent of the location of the absorbent material with 
respect to the sound source. Again if sound be directed, the 
absorbent material as a general rule should be located in the 
area over which the sound is directed. Frequently the desired 
effect can be obtained by the use of carpets. 


The amount of absorbent materials to be used and the area 
to be covered may best be determined by tests. 


Certain wall surfaces, especially those broken up by pilasters, 
cornices, coffers, etc. will diffuse the sound and thus eliminate 
distinct echoes, and if those surfaces are absorbing, they will 
also help to dampen the sound waves. 


Itis a known fact that the presence of an audience aids greatly 
in decreasing reverberation, but at the same time increases the 
amount of sound absorption, and also increases the noise level 
in the room so that a greater acoustic power output is required 
of the loud speakers than would be necessary for the same space 
if no audience were present. Hence acoustic conditions may be 
best determined when an average fixed audience be present 
and the furnishings be all in place. 


If sound absorbing materials have been utilized in the con- 
struction of a building, then excessive reverberation of voice or 
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musical instruments can be eliminated only by the employment 
of acoustic treatment. 


The proper location of loud speakers of a P.A. system in, for 
example, a large reverberant room may be assisted to some 
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FIG. 24—When the horns are placed in front of the microphone as shown, the 
sounds will travel from the horns to the flat wall surface and then be re- 
flected back, so that the reduced volume will be picked up by the micro- 
phone and passed through the amplifying equipment out through the horns 
again; i.e. a circuit is built partly of sound waves and partly of electrical 
waves, and in the electrical path a great deal of amplification is obtained. 
This circuit continues to build itself up until it develops a *sing" or **howl". 
The point where the equipment starts to sing is called the “singing point” 
and is the measure of the maximum amount of amplification which can be 
used under these conditions. 


extent in overcoming the unpleasant results which are encoun- 
tered with the unaided voice or unaided musical instruments. 


Utilization of a P.A. system will permit the speaker to talk 
in a lower and more natural tone of voice and yet reach each one 
of his audience. It is evident that if a number of loud speakers 
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are used, each assigned to a small part of the total area, the acous- 
tic level of each individual loud speaker may be considerably 
Jower than would be the case if only one was operated. 
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FIG. 25—By reference to fig. 24, it will be noted that placing the horn in the 
most advantageous position is a rather difficult task. It is nearly impossible 
to place the horns so that they will not have a direct throw at the edge of the 
balcony. This sound path is much shorter than that shown in fig. 24. There- 
fore if the horns are placed so that a direct path or short sound wave circuit 
be built up around the microphone, it will be necessary to reduce the gain 
of the amplifying equipment. Under the circumstances, the longer the 
soundpath, the greater the gain on the horns without the tendency to sing. 
This will explain the need of draping the walls for an inside installation. For 
that same reason it is also advisable to drape the outside of the buildings, 
bill boards, etc. on outside installations as well]. It is evident that in an out- 
side installation, consideration must be given to weather conditions to de- 
termine in so far as possible, which direction the wind may be blowing dur- 
ing the operation of the speakers. In addition, it is also advisable to deter- 
mine as nearly as possible, the amount of outside noise sources that must 
be taken into account, such as trains, airplanes, heavy trucks, automobile 
horns, etc. Therefore arrange to place the horns as closely as possible to the 
group that emanates the greatest amount of noise. In this manner the great- 
est number of persons will be able to hear the system. 
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In case of excessive reverberation the following acoustic treat- 
ment is recommended: 


1. Care should be taken to point loud speakers away from the 
microphone because of the fact that when projected sounds 
reach the microphone in sufficient strength, it will be reinforced 
again. This will give rise to a factor commonly known as 
“singing”. 





FIG. 26—Illustrating adjustable response type microphone. To increase 
pitch, push button upward; to lower pitch push button down. This adjust- 
ment according to the manufacturer will automatically take place without 
introducing any peaks or undesirable effects. (Courtesy The Amperite Co.) 


The loud speakers will if properly directed overcome poor local 
acoustics, 1.e., improve areas where local conditions for hearing 
are poor. 


2. Where, as in auditoriums, it is desired to use sound rein- 
forcement equipment, it will be desirable to use drapes or other 
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suitable acoustic treatment on the stage to make it relatively 
non-reflecting or acoustically ‘‘dead’’. This will aid materially 
in reducing the amount of sound reflected back into the micro- 
phone by adjacent surfaces and therefore, permits the use of 
much higher amplifications without the production of the 
"singing" effect already described. 


3. Local sounding devices such as soundboards and the like 
are unnecessary when a properly designed P.A. system is used. 
It may introduce annoying acoustic conditions. 


PUBLIC ADDRESS SYSTEM, MAINTENANCE POINTERS 


Causes of Low Volume.—Low volume may oe caused by one 
or a combination of the following: 


1. Low Line Voltage.—This is generally common in rural 
communities and especially at the tail end of long transmission 
lines with insufficient capacity of conductors and transforming 
equipment. Low-tube voltage results in reduced output. 


2. Low Speaker Field Voltage.—1f the field of the speakers 
are improperly excited, there will be a considerable loss in 
volume. 


3. Open Coils in Speakers.—The opening of a voice or field 
coil will result in a reduced volume especially where a series- 
parallel voice coil arrangement is used. In this type of connec- 
tion, two or more speakers will be out of service in each case 
depending on the particular wiring arrangement used. 
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4. Faults in Tubes.—When weak or faulty tubes are sus- 
pected, check by analyzer to determine if the plate current con- 
sumption be of proper value. When push-pull stages are em- 
ployed, both tubes should have approximately equal plate 
current drain. 


o. Unresponsive Microphone.—This may be due to moisture, 
large temperature changes, careless handling, or packing of 
carbon granules..À weak microphone battery will cause a re- 
duced current through the microphone buttons, and hence re- 
duce the output from the microphone to the amplifiers. 


Poor Sound Quality.—This may be caused by one or a com- 
bination of the following factors: 


1. Weak Tubes. See 4, on Low Volume. 


2. Overloaded Speakers.—When volume of speaker is run 
too high it will cause a chattering and distorted sound. The size 
of the speaker should in each case conform with the power re- 
quirements. 


3. Singing of Speakers.—Cause and remedy for singing, see 
page 443. 


4. Faulty Microphones.—See 5, on Low Volume, this chapter. 
In addition, try phonograph reproducer in phonograph input 
taps if this provision is made and note result. 


o. Field Excitation too Low.—Ilf the field has improper ex- 
citation, the frequency response of the speaker will naturally be 
poor. This is because of sluggishness of the speaker unit to 
lower impulses. This voltage should be checked and compared 
to that specified by the manufacturer. 
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No Sound.—When no sound is received, check for trouble 
among the following items: 


1. A transformer or resistance coil may have become opened 
or short-circuited. Check for proper voltage across each sus- 
pected faulty device. 


2. Check tubes. A burnt out tube (except where tubes are 
connected in push-pull or parallel) will interrupt the current 
flow. 


3. Microphone Troubles.—See (5) Low Volume, this chapter. 


Wiring of Conduits.—Since the energy in the microphone 
circuits is at a level considerably below that required in loud 
speaker circuits, these circuits must be run in separate conduits. 


If this be not done, the difference in gain between these cir- 
cuits, due to the amplifiers, will cause electrical interference and 
may result in a singing noise in the output of the loud speakers. 


Wiring for the observer’s communication system should also 
be run in a conduit separate from these circuits, unless this 
wiring be shielded. If shielded it may be run in the same con- 
duit as that of the loud speakers, but should under no circum- 
stances be run in the same conduit as the microphone circuits. 


All microphone circuit wiring from the loud speakers and 
observer’s communication circuit wiring should be terminated 
in separate terminal boxes. The circuits for microphones are 
usually run so that when copper shielded wire is used, the copper 
shield is used as the ground side of the circuit. 


Wiring of Receiver Units.—In the voice circuits of re- 
ceiver units, No. 14 B & S gauge twisted pair rubber covered 
wire generally is used. The size of the wire, however, depends 
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upon the length of the run from the amplifier to the receiver 
units, the type and number of unit used, and also by the re- 
quirements of each individual unit for the operation condition 
presented. 


The wire used must be in twisted pairs in order to provide a 
balanced circuit. When receiver units which require a direct 
current circuit for energizing the field coil are used, the wire for 
the power circuit may be either in a twisted pair or parallel laid. 


When an alternating current power circuit is used to supply a 
rectifier located at the receiver then the power line should con- 
sist of a twisted pair. No. 14 B & S wire is generally used for this 
circuit, but the size depends again upon the length of run and 
number and type of receiver units. 


It should also be observed that receiver circuits of the low 
impedance type which are used on relatively long runs, will 
necessitate the installation of wires of larger carrying capacity. 


Wiring of Amplifying and Control Equipment.— The ampli- 
fiers and control equipment are generally mounted on steel racks 
and are provided with marked terminals to facilitate the mak- 
ing of proper connections. 


When connecting the amplifiers and control equipment, it is 
generally desirable to use shielded wire to prevent against possi- 
ble feed-back between circuits of different levels. An illustration 
of public address system wiring is shown in fig. 8. 


—. When making power connections to the amplifiers (110-volt, 
60 cycle A.C.) it is desirable that the power leads be run in 
conduit from the power source to the amplifiers. Wire used for 
this purpose should be rubber covered. It is also important that 
all power circuits be properly fused to protect the equipment. 
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Wiring of Communication Equipment.—The wires which 
should be used for connecting the various observer’s communi- 
cation stations to the control room proper is the same as that 
used in ordinary telephone work. The size of this wire may be 
No. 19 or 20 B & S or larger. 


Rules for Antenna Wiring.—The antenna shall be erected 
on suitable supports for roof mounting. The horizontal distance 
between the supports should be 75 to 150 feet, so that an an- 
tenna of that length may be stretched between them, at a 
height of 25 feet from the top of the roof and remote from any 
metal structure rising above the level of the roof. 


The antenna shall be of No. 14 gauge stranded copper wire, 
and shall be provided with suitable insulators. The lead in wire 
from the antenna shall be No. 14 gauge rubber covered. This 
wire shall be run to an antenna terminating panel located on the 
roof and an antenna transmission line shall be run from this 
panel to the control room in a half inch conduit and shall be 
terminated at the receiver panel. The lead in wire shall be 
brought in through the roof in an approved weather proof 
fitting. 


The ground wire shall be run from the control room to the 
water pipe and shall be fastened to the pipe by an approved 
clamp. 


An approved lightning arrester shall be installed on the out- 
side of the building clear of all woodwork within three feet of 
the point where the wires enter the building. 


All wiring shall be made to conform with the Underwriter’s 
requirements. 
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Example.—7f by means of an input potentiometer the power out- 
put of a certain amplifier can be varied between 0.1 watt and 10 
watts. What is the power range in decibels? 


Solution.—The decibel system of expressing the difference 
between two power levels is now coming into everyday use, and 
to-day it is quite common to express in decibels the range in 
values which a receiver can handle. It is important to note that 
the decibel is not a physical unit such as the “watt” or “volt” 
but it might rather be called a comparative unit in that it 
always expresses the comparison between the physical quanti- 
ties. The units compared are usually those of power; thus, in 
comparing one amount of power with another on a decibel 
basis, we may refer either to the ratio between them or else to 
the difference between them in relation to one of the powers. 


The point to note is that a given amount of power is not 
expressible in decibels; it is only when there is a comparison 
stated or implied, that recourse is made to this unit. The deci- 
bel number is thus equivalent to a ratio between two powers, 
the nature of the equivalent being more precisely defined as 
follows: 


The difference between two power levels expressed in decibels 
is equal to ten times the common logarithm of the ratio between 
the two powers. Now if P, and P: be taken to represent two 
power values, then the difference D, decibels in their power 
level is given by equation (1) page 429 or— 


D=10 log. -p* nae E Ne eee DEAS Ra (4) 


In the present example the ratio between the two powers 

; T) 
representing the extremes of the range is 0.1% 100, the com- 
mon log. of which is 2. Accordingly the difference between the 
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two power levels is 102 or 20 decibels which thus expresses 
the power range. Note that a power amplifier varying in output 
from say 3 to 300 watts would have exactly the same decibel 
range. 


Example.—A transformer coupled stage of audio frequency 
amplification incorporates a device for tone control by the use of 
which the effective amplification of the stage may be varied be- . 
tween three times and 0.15 times the amplification of the tube. 
What is the amplification range of the tone control in decibels? 


Solution.—Perhaps the simplest way of looking at the decibel 
is to regard it as the unit in terms of which the difference be- 
tween two power levels may be measured. Taking the symbols 
P, and P; to represent two power values, then the difference 
D, decibels, in their power levels is given by— 


PBSI a Fi- logs Pale ar (5) 
or 10 log. -p7 Doc M M e N E E (6) 


The difference in power levels thus depend upon the ratio 
between the two powers. Since the decibel 1s defined in terms 
of a ratio between powers, care must be taken in applying it to 
measure ratios between other quantities such as currents and 
voltage. Where it is desired to express a ratio between voltages 
and decibels, first translate the voltage ratio in equivalent power 
ratio. This can be done by making a convention, viz: that the 
two voltages are arranged to operate across the same resistance 
R ohms, so that the resulting power dissipation may be com- 
pared. 

Thus, if the difference between E; and E. volts is to be ex- 


pressed in decibels, the two powers are then Ej? and E» volts 
2 


and the power ratio is : 
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r 
Now substitute this for the ratio= in equation (6) obtaining: 
i Ba eT E 
D=10 log. Ej i.e. D —20log. ED (7) 


In the example, voltage amplification is dealt with, which of 
course is quite a different matter from power amplification. 
Equation (7) will therefore apply, 


E, being 3X M while E; is 0.15 X M; 


E. 3 
— is thus odis" ^9 


Whence, D =20 log. 20=20 1.301 =26.02 decibels. 


Example.—. loud speaker whose inductance is 1.15 henries 
is coupled to a power tube through a condenser of 2 mfds. To what 
frequency will the combination be resonant? 


Solution.—This is obviously a simple exercise in finding the 
resonant frequency of a series tuning circuit and the only point 
calling for any remarks lies in the treatment of the units in- 
volved. When the inductance L, and the capacity C, of a series 
circuit are both expressed in fundamental units, for example, 
henries and farads, the resonant frequency in cycles per second 
is given by the well known formula 


EN 
ET L.C 


In the present example, the condenser is of 2 microfarads 
capacity, therefore this must be expressed in terms of farads 
before applying the formula: evidently it is 2X10-5 farads 
Substituting numerical values in the formula, the following is 
obtained: 
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~ 2eXV/1.15 2x 10-8 
which gives f=105 cycles. 


Example.—An alternating current of amplitude 10 milli- 
amperes and frequency 750 cycles, passes through a resistance of 
20,000 ohms. What amount of power is dissipated in the resist- 
ance? What power would be dissipated if the frequency were in- 
creased to 1,000 cycles? 


Solution.—It is first necessary to obtain the root mean 
square (7.m.s.) value of the current, which is 0.707 times the 
amplitude or in this case 7.07 m.a. 


It isa sound rule in working out electrical problems to express 
the quantities in fundamental units. In this case, express the 
(r.m.s.) values in amperes, i.e. 0.00707 amperes. Now if an 
(r.m.s.) Current of J amperes flow through a resistance of R 
ohms the power dissipated is given by /?R watts. Hence, 


power (W) = (0.00707)? x 50,000 = 2.5 watts 
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CHAPTER 22 


Aircraft Radio 


It is undoubtedly true that without the aid of radio, aerial 
navigation would not have advanced to the stage where giant 
airliners arrive and depart keeping time schedules unheard of 
only a few years ago. 

As a matter of fact the airplane is rapidly closing in on such 
proven means of transport as trains, ships and buses in regards 
to exact time schedules in all sorts of weather. 

It is a recognized fact that the actual value of aircraft radio 
installations depends entirely upon radio facilities provided on 
the ground. Hence aircraft radio aids may be roughly divided 
into two classes, namely: 

1. Equipment located on ground 

2. Equipment located in the aircraft. 

Radio aids to aerial navigation maintained by the Bureau of 
Air Commerce are of the following three types: 

1. Communication stations broadcasting weather informa- 

tion, also available for radio telephony. 

2. Radio range stations, radio beacons which work the airway 
routes by signals which are particularly valuable when 
clouds, fog, haze or smoke obscure landmarks or lights 
which would serve as guide in clear weather. 

3. Radio marker stations which indicate the locations of 
strategic points on airway routes and are frequently 
established at important intermediate landing fields. 
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Point to point radio is part of the ground communication 
system. Each airway in the United States has a weather report- 
ing service consisting of Weather Bureau and Bureau of Air 
Commerce observation station, together with a communication 
network for collecting and discriminating these reports which on 
some airways consists of teletypewriter circuits and on others of 
point to point radio stations. 


How the Airway Radio Beacon Operates.— With reference to 
fig. 1, the directional radio range station operates principally as 
follows: When the pilot is flying by radio guidance, he listens 
for the Morse Code letters “A” dot dash and “N” dash dot. 
If the two letters are heard in equal volume, they blend to- 
gether into a continuous monotone, which is the signal to the 
pilot that he is on the true course. If he moves to one side of the 
course he hears the letter ''A" predominantly, if to the other 
side he hears the letter “N”. 

By knowing the orientation of the off-course signals, or de- 
termining it by reference to his air navigation map, he changes 
his direction to get back to the line of flight where the previously 
described ‘‘on course" is heard. 

For station identification the directional signals are punctured 
at intervals of about 30 seconds by another Morse code combi- 
nation distinctive for each radio range. This identification 
signal is usually transmitted twice, first into the 'N"' quadrants 
and then into the “A” quadrants. 

Flying on course, the pilot hears the two transmissions of the 
identifying signal with equal intensity. As he moves away from 
the course one of them begins to fade into the background until 
finally only one is heard. This provides another guide for 
quadrant identification. 

If the pilot moves into the “N” quadrant, say, the “N” 
signal predominates as the “A” fades out, and in addition the 
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first of the two station identifying signals becomes more 
prominent—both indicating to the pilot that he is off course in 
an “N” quadrant. This system of landing aid is known as the 
aural radio range as compared with the visual radio range 
described on page 468. 
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FIG. 1 —Schematic diagram illustrating aircraft landing aid by means of radio 
beacon. 
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FIG. 2—Illustrating aircraft radio receiver. The pilot receives code and mes- 
sages through head phones which are interconnected to receiver as shown. 
(Courtesy Western Electric Co.) 


Radio Marker Stations.—Radio markers indicate the location 
of definite points on airway routes, and are in operation at a 
number of important intermediate landing fields. A marker 
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station’s signal consists of dot and dash combinations identify- 
ing the station which may be heard for a distance of from 5 to 7 
miles. 





FIG. 3—Interior view of traffic control tower of modern airport. Dispatcher is 
directing the landing and take-off of zircraft by radio. The cabinet at the dis- 
patchers right is the airport's transmitter wl ich puts his voice on the air. 
Other cabinets contain air line receivers, exch one responding to the fre- 
quencies aliotted to the respective lines. One receiver is utilized for recep- 
tion of calls from itinerant flyers. On the desk are the loudspeakers warking 
with the receivers and controls for lighting at the field, etc. (Courtesy West- 
ern Electrie Co. Inc.) 
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FIG. 4—Schematic circuit diagram of marker beacon receiver set for operation 
on 10,000 k.c. 


They are transmitted on the frequency of the adjacent radio 
range station. Since the power and range are limited, the pilot 
flying in or above the clouds and hearing these signals knows 
that he is close to the transmitter and can determine his approxi- 
mate position by reference to the location of the station as 
shown on his air navigation map. 
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All three types of radio facilities, radio communication sta- 
tions, radio range stations and radio marker stations are used by 
the airman in a radio-directed flight. Keeping on his course by 
following the radio range signals, he listens to the periodic 
broadcasts of weather information and from time to time checks 
his progress and position by reference to the signals of the 
marker stations. He may also call a radio communications 
station or an intermediate field for additional weather in- 
formation. 


Radio Compass Navigation.—The radio compass may be 
utilized in two different ways. (1), To obtain the direction of a 
transmitting station, and (2), to obtain position by means of 
radio bearings from two or more stations. 


When it is desired to obtain the direction, the pilot merely 
turns on the radio compass receiver and moves the station 
selector to the frequency of the station he desires to pick up. 


This may be a commercial broadcasting station, a Depart- 
ment of Commerce radio range station or any other type of 
transmitting station that sends out signals cither continuously 
or at frequent intervals, and within the receiving range of the 
compass. 


He tunes on this station until the maximum volume is re- 
ceived and from that time on he merely watches a needle on his 
instrument board which is pointed vertically at zero. If the 
plane veers off to either side, the needle will move accordingly 
and hence provide a warning that the plane is deviating from 
its course. Therefore, the aviator's only duty is to fly the plane 


. in Such a direction that the needle constantly points to zero. 





His course will lead directly to the radio station and from there 
he points himself to the landing field. 
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FIG. 5—Simplified representation of needle deflection vs. flight direction with 
respect to the location of radio transmitting station. 
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The Radio Compass as a Position Finder.— When it be desired 
to establish the position, the pilot establishes the direction to- 
ward a radio station as previously described, or by rotating 
the loop antenna obtains a bearing from his magnetic compass 
and draws a line on his navigation chart to indicate this. 


\ S S 
IE — RADIO STATION A 






DISTANCE OBTAINED 
FROM 
NAVIGATION CHART 


I RADIO STATION B` 

FIG. 6—Illustrating method of determining position by means of radio com- 
pass. As the surrounding territory shown on air navigation chart is laid out 
in scale, it follows that the intersection of the two lines gives the approxi- 
mate location of the aircraft. It is evident that the accuracy of position so 
obtained will depend on such factors as: flying speed; angle and distance 


between aircraft and stations; accuracy of instruments; skill of navigator, 
etc. 


COURSE OF FLIGHT 


When he takes a bearing on another station and draws the 
corresponding line on his chart, the airplane’s position is at the 
intersection of the two lines. The utilization along the airways 
of the radio compass, in conjunction with the radio beacon sta- 
tions greatly simplifies the problem or orientation. 
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For example, if the pilot is off the radio beacon course and 
wants to get back to it, the radio compass is of assistance. It 
also simplifies the process of proceeding to the landing field 
when the pilot has reached the radio range station. 
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FIG. 7—Radio compass attachment assembly diagram. (Courtesy Western 
Electric Co. Inc.) 


Since it may be used in conjunction with any radio station 
within its receiving range, the radio compass is an aid for off- 
airway flying—for flights by various commercial operators and 
private flyers when these follow routes which are not marked 
by Federal Air Navigation Aids. 
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Commercial Radio Compass.—Among the several commercial 
radio compasses at present available, the compass shown in 
fig. 7 consists of the following units: A loop antenna with attach- 
ments; a control unit from which the loop antenna is controlled 





FIG. 8—Aircraft loop-antenna. (Courtesy Western Electric Co. Inc.) 


by means of a flexible shaft; an input transformer connected 
between the radio receiver and the loop antenna and which 
facilitates the timing and permits the separation of the loop 
antenna and the receiver of a distance of up to 25 feet. 

This system of coupling the loop to the radio receiver offers 
a great advantage to transport air lines. Because of the unique 
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coupling arrangement two or more receivers may be tracked 
into the same loop and the transmition line between the loop 
and the receiver switched by means of a plug and jack relay or 
ordinary toggle switches. 





FIG. 9—Aircraft loop-antenna control unit. (Courtesy Western Electric Co. 
Inc.) 


The fact that one loop may be used with either beacon re- 
ceiver is of great value and this is only possible because of the 
coupling system employed in the radio compass attachment. 

The radio compass loop is surrounded by an electrostatic 
shield which enables the pilot to fly through atmospheric dis- 
turbances such as rain, snow, sleet or dust static which ordi- 
narily paralyzes his receiver when used with a simple wire 
antenna. 

The gear ratio between the control unit and the loop as 
shown in fig. 7 is 264 to 1, which permits extremely accurate 
adjustment of the loop. The position of the loop is indicated 
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on the face of the control unit by the position of the needle 
and by means of a removable cord it is possible for the user to 
correctly calibrate the control unit for his particular plane. 


DISC-SUPPORT 





FIG. 10—Aircraft position finder, facilitating orientation when used in con- 
junction with the radio compass. 


Aircraft Position Finder.—An aircraft position finder to be 
used in conjunction with the radio direction finder has recently 
been put on the market by the Air-Track Mfg. Corp., Inc. 

This instrument shown in fig. 10 consists of a circular metal 
frame 814 ins. in diameter containing three movabie transparent 


"eR: 
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discs. The top disc is removable and contains an airway map, 
accurately scaled down from a full size map by photographic 
process, showing all radio range stations within an area 520 
miles in diameter. The entire airway system in the United 
States is covered by 16 such discs, allowing ample overlap. 

The other two discs are marked with parallel lines, scaled 
10 miles apart. The discs are rotated by three knobs through 
gears Cut in the circumference of the discs. The frame is grad- 
uated in 360°. 

In operation, the map is first oriented to the compass course 
being flown. Radio bearings on two stations are then obtained, 
and transferred to the instrument by setting the two discs with 
parallel lines to show the bearings in degrees. Position of the 
airplane is then given by the intersection of the lines passing 
through the selected radio stations. 

When using the instrument for off-airway flying, a special 
blank matt disc is provided. On this the radio range stations 
may be traced in pencil from Bureau of Air Commerce radio 
facilities maps. The matt disc is sufficiently transparent, and 
can be used repeatedly after erasures. 


Visual Radio System Landing Aid.*—To land an aircraft 
safely at an air field completely blanketed by fog, it is neces- 
sary for the pilot first to find the vicinity of the air field and 
second to reach a suitable point of landing. 

Radio range beacon system previously described and now in 
operation on the civil airways in the United States, renders the 
solution to the first part an accomplished fact. 

Here the pilot following the beacon signals as described is 
guided directly over the beacon stations which ordinarily are 


*The system briefly described is developed by the U. S. Department of 
Commerce, Bureau of Standards. Other systems of commercial application of 
instrument landing aid in this country are: The Air-Track, Bendix and 1.1. & 
T. Lorenz. 
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located within a few miles of the airport, and thereby learns the 
exact position with respect to the airport. 

The second part of the problem requires information on the 
position of the landing aircraft in three dimensions. Lateral 
and longitudinal guidance are required to determine the direc- 
tion of landing and the boundaries of the landing field, while 
vertical guidance is necessary for the determination of altitude 
and of the freedom of the landing path from obstacles. In the 
system of radio landing aids three elements are utilized to give 
the necessary guidance in three dimensions. 

The runway localizing beacon gives indications of the lateral 
position of the aircraft with respect to the airport and permits 
keeping the aircraft directed to and over the desired landing 
runway. A 200 watt transmitting set of the visual beacon type, 
operating in the beacon range of frequencies (200 to 400 kc.) and 
feeding two small, multi-turn loop transmitting antennas, is 
employed. 

One of the beacon courses produced is oriented to coincide 
with the desired landing direction, depending on the wind con- 
ditions. On the aircraft the receiving set normally used by air 
transport operators for the reception of radio range-beacon 
signals and airways weather broadcasts is employed for re- 
ceiving the runway-beacon signals. This set is supplemented by 
a reed converted to convert the beacon signals to pointer type 
course indications, and also by an automatic volume control 
unit whose function is to relieve the pilot of the burden of con- 
tinuously adjusting the sensitivity of the receiving set as the 
distance between the aircraft and the ground station changes. . 

The course indicator consists of the vertical pointer of a 
combined instrument shown in fig. 12. This pointer is pivoted 
about its lower end and swings left or right of a vertical index 
line depending upon whether the aircraft is on one side or the 
other of the runway course. 
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A reversing switch is provided so that the deflection of the 
pointer and the direction of deviation of the aircraft coincide 
whether the aircraft is flying away from or toward the beacon. 

Vertical guidance of the aircraft is given by a horizontally 
polarized ultra-high frequency landing beam directed at a smal] 
angle above the horizontal and used in such a way as to provide 
a very convenient gliding path for the landing aircraft. The 
frequency of operation is 90,800 kilocycles (3.3 meters). 





FIGS. 11 and 12—Indicating instrument on the aircraft for utilizing the radio 
system of landing aids. 


On the aircraft a simple ultra-high-frequency receiver is 
used, fed by a transmission line from a horizontal half-wave 
receiving antenna which is located in the wing slightly ahead 
of the leading edge. The rectified output from this receiving 
set operates the horizontal pointer of the combined instrument 
shown in fig. 12. The receiver sensitivity is so adjusted that the 
line of constant received signal below the inclined axis of the 
beam, corresponding to half-scale deflection of the horizontal 
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pointer, marks out a landing path which is suitable for the air- 
craft and airport considered. 

The horizontal index line across the face of the combined 
instrument represents the point of half scale deflection and 
corresponds to the proper landing path. The horizontal pointer 
represents the position of the aircraft relative to this path. A 
rise of this pointer above the horizontal index line indicates that 
the aircraft is above the proper landing path, while the reverse 
is true if the pointer falls below the index line. 





FIG. 13—Typical course indications with combined instrument. The positions 
of the aircraft as indicated on the instrument; 1, on proper spatial landing 
path; 2, to the left of desired landing direction and too low; 3, to the right 
of desired landing direction and too high. 


Consid2ration of the operation of the combined instrument 
will show that the point of intersection of the two pointers 
represents the position of the aircraft relative to the desired 
landing runway and the proper landing path. Fig. 13 shows 
three typical readings on the combined instrument. The co-or- 
dination of the two sets of course indications into a single read- 
ing is of utmost importance to the pilot, relieving him of the 
need for considerable mental effort. Deviations from both 
courses may be corrected simultaneously. 

By keeping the pointers crossed over the small central circle 
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on the instrument face, a suitable spatial janding path is fol- 
lowed down to the point of landing. Longitudinal position of 
the aircraft as it approaches the airport is given by the com- 
bination of a distance indicator on the aircraft with the aural 
signals received from two marker beacons. 

The distance indicator, see fig. 11 consists simply of a direct 
current milliammeter connected in the plate supply to the 
radio frequency amplifying tubes of. the beacon receiving set. 





FIG. 14—Typical aircraft instrument panel arrangement. This layout is based 
on the principle of having as nearly as possible all the direction indicating 
instruments in a vertical row and all the instruments giving altitude in a 
horizontal row. In accordance with this arrangement the combined instru- 
ment (because of its vertical pointer) is placed in a vertical row with the 
gyroscopic compass at the top and the magnetic compass at the bottom. The 
horizontal row contains from left to right: The tachometer; the air speed 
indicator; the gyroscopic artificial horizon; the rate of climb indicator, and 
the barometric altimeter. 
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Since the automatic volume control operates to increase the 
negative biasing voltage on the grids of these tubes with in- 
creasing input voltages to the receiving set, the plate current is 
approximately inversely proportional to the field intensity of 
the runway beacon. The instrument may therefore be calibrated 
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FIG. 15—Schematic circuit diagram of landing beam receiving set. The set 
comprises a detector and two stages of audio frequency amplification. The 
detector is untuned, a simple high-pass filter being interposed between the 
detector input circuit and the transmission line feeding itin order to minim- 
ize interference from service operation on lower frequencies. The output 
from the receiving set passes through a mechanical filter tuned to the modu- 
lation frequency at the transmitter (60 cycles) which provides further free- 
dom from interfering signals. Adjustment of the sensitivity of the set is ob- 
tained by means of a variable condenser shunting the input to the detector 


grid. 
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in miles from the beacon (say, 0 to 5 miles). The distance indi- 
cation secured is approximate only, but is sufficiently accurate 
for all necessary maneuvers of the landing aircraft at distances 
from the airport of the order of 1 to 5 miles. 

Absolute indication of the longitudinal position of the air- 
craft when near the airport is given by aural signais from two 
low port marker beacon transmitters. One marker beacon is 
located about 2,000 feet from the approach end of the airport 
while the other marker defines the boundary or edge of the 
landing field. 

Different modulation frequencies are employed for the two 
marker beacons to facilitate ready identification of the one 
being passed over; the marker beacon at the field boundary 
having a modulation of about 250 cycles and the approach 
marker beacon a modulation of 1,250 cycles. 

The marker beacon transmitting antennas provide for great 
flexibility of operation; any portion of the landing field bound- 
aries and approaches may be defined, and any radio fre- 
quency may be used in the range of from 200 to 20,000 kilo- 
cycles. 


Advantages of the Landing Beam.—The advantages of the 
landing beam are as follows: 

1. The landing path may be so directed that a landing air- 
craft following the glide path is automatically kept above 
obstruction without requiring exact knowledge of the territory 
over which he is passing. 

2. The average landing path may be made to suit the particu- 
lar airport merely by adjusting the power of the landing beam 
transmitter. Each individual aircraft may follow a path depart- 
ing considerably from the average landing path and more 
closely suiting its flying characteristics simply by an adjust- 
ment of the sensitivity of the landing beam receiving set. 
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FIG. 16—Depicting the principle of blind landings with the aid of the bent radio beam. The bent beam 
(shown dotted) gives the pilot approaching the landing field a definite gliding path to follow. Encircled 
letters indicate: A, glide path; B, runway localizer beam; C, marker beacon at end of runway or edge 
of filed gives pilot audible signals as he flies through it; D, airport beam transmitter; E, airport control 
tower containing monitor unit indicating operation of landing system and apparatus for two-way voice 
communication with pilot. The position cf the aircraft as indicated on the combined instrument are: 1, 
to the left of gliding path and too low; 3, to the right of gliding path and too high; 5, on course and on 
gliding path, etc. 
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The power adjustment at a given airport to secure a suitable 
average landing path and the sensitive adjustment on each air- 
craft to depart by a desired amount from the average path once 
made, are permanently fixed. A given aircraft then follows an 
optimum landing path at all airports equipped with landing 
beams. 


3. The shape of ihe landing path is such that the aircraft 
maintains safe flying speed in following the landing path indi- 
cations up to the point of receiving the boundary marker 
beacon signals. Thus the aircraft engine is kept at a safe operat- 
ing speed during all maneuvers outside the airport boundaries. 


4. The landing glide may begin at any desired altitude within 
a rather wide range. Beginning the use of the landing beam 
does not, therefore, involve accurate location of any point at 
specific distance from the airport, but comes automatically so 
long as the pilot is following the runway beacon course in the 
correct direction and at an altitude within the prescribed limits. 


Sonic Altimeter Principles.—On account of the fact that air- 
craft must fly near ground for a considerable time in connection 
with take-off and landing, it is obviously necessary that for 
safety of these operations some means be provided to guide the 
operator to instantly and automatically give his correct altitude 
above the ground. 


Under ordinary circumstances it may seem that the visual 
judgment of distance by a skilled operator would eliminate this 
problem, however, sometimes visual observations are impos- 
sible on account of darkness, fog or a heavy storm, hence some 
instruments for measuring height above ground is needed. 


Various barometric altimeters it seems could be utilized for 
this service, but only if the existing barometric pressure and the 
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local elevation above the sea level are known. Another detri- 
mental factor is that the ordinary barometric altimeter whose 
hand makes one revolution for 10,000 feet altitude, will not 
have sufficient sensitivity to be of service in a landing opera- 
tiou, for example, under any circumstances. 


Parallel with the constantly improving design in aircraft and 
various instruments for their safe operation, a great number of 
devices for measurement of altitude has been developed. 


General Principles.—Such devices, generally called alti- 
meters or Sonic altimeters, depend on their functioning upon 
the reflection of either an electromagnetic or sound wave from 
the ground surface. 


Various experimenters have been able to produce practical 
instruments using sound waves, but there is presently no record 
of similar successful efforts with any other schemes. 


'The Sonic altimeter has three essential parts: 


l. An emitter which sends out a brief sound signal at con- ` 
trolled intervals. 


2. A receiver which detects the echo of the signal when it 
returns from the earth, and 


3. A chronoscope which measures the time interval between 
signal and echo. 


Since the velocity of sound in air is substantially constant, 
the chronoscope is ordinarily calibrated directly in altitude for 
some average set of conditions. 


General Requirements.— With reference to figs. 17 and 18, 
the essential geometrical features and design of the Sonic 


altimeter principles will be obtained. : 
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The sound source or emitter E, sends out a sound signal which 
strikes the ground, reflects upwards again and 1s picked up by a 
receiver at R. 

The apparatus is completed by a chronometer which meas- 
ures the time interval between the signal and its echo, which isa 
function of the airplane speed, the speed of the sound and the 


altitude. 
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FIG. 17—Conventional geometrical representation for calculation of actual 
altitude of airplane. 


Various manufacturers of altimeter instruments differ only 
in the means used for carrying out the previously mentioned 


functions. 


With reference to fig. 17, observing the horizontal movement 
of the plane during the time of signal emittance and receipt of 
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echo, the actual altitude derived from the triangle will be ob- 
tained as follows: 


Wf sae 
cl —{ V=- 
ha = 9 l ( t ) in which 


— — — 


c = velocity of sound 
V =airspeed of plane 
i=time interval between sending and receiving 


ha =actual altitude. 


On account of the fact that the speed of sound is almost con- 
stant (being 1,090 ft. per second in air) and the airplane speed 
has a small effect under ordinary conditions, the echo time is 
almost proportional to the altitude of plane. 
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FIG. 18—Diagram showing co-ordination of apparatus usually employed in 
Sonic airplane altimeters. 
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FIG. 19—Typical altitude indicator which may be read directly in feet or 
meters or with a conventional multiplier, the indicator being located on the 


airplane instrument board. i 
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FIG. 20—Schematic circuit diagram of marker beacon transmitter set. The 
transmitter is enclosed in a weather»roof box and is completely shielded to 
prevent direct radiation. 
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CHAPTER 23 





Marine Radio Equipment 


The Federal Communications Commission, by virtue of 
authority granted to it by the Communications Act of 1934, has 
promulgated various specifications and regulations applicable to 
ship-board radio installations. Most of these regulations are 
found in its General Orders and its rules and regulations. 
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FIG. 1—Photographic view of S.S. Manhattan. View of radio room and equip- 
ment shown in fig. 2. 


The International Convention for the Safety of Life at Sea, 
held in London in 1929, adopted a number of new and impor- 
tant regulations effecting radio in commercial marine service. 

The United States Senate ratified the Convention on June 
19, 1936 and this ratification was deposited with the British 
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Government on August 7, 1936. On November 7, 1936, the pro- 
visions of the Convention became effective for vessels of United 
States registry. 

The radio provision of the Convention apply to all ships of 
international voyages, except vessels of less than 1,600 tons gross. 





FIG. 2—Ilhustrates equipment in radio room on board S.S. Manhattan. 
(Courtesy Mackay Radio & Telegraph Co.) 


A cargo ship is "any ship not being a passenger ship" and a 
passenger ship is defined as any ship which carries more than 12 
passengers. Any person carried on a ship, other than its officers, 
and the crew actually required to man and operate it; persons 
employed to carry on the business of the ship and persons who 
have been rescued from shipwreck, distress or similar situations, 
are deemed passengers. 


Radio Equipment Required.—The Safety Convention made 
. the following requirements as to the radio equipment: 


re 


E 
+ 


Marine Radio Equipment 483 





1. A main radio radio-telegraph transmitter with a normal 
range of at least 100 nautical miles to operate on 375 to 500 k.c. 
and at least one working frequency in the band 350-485 k.c. 
with A-2 (modulated) emission, or B (spark) emission if the 
transmitter was installed prior to January 1, 1930. 

2. An emergency transmitter similar to the main transmitter 
except that a normal range of at least 80 nautical miles is re- 
quired. 

3. A main radio receiver, 350 to 515 k.c. and 100 to 200 k.c. 
for reception of A-1 (continuous) waves, A-2 (modulated) 
waves and B (spark or damped) waves. 

4. An emergency receiver, 350 to 515 k.c. with provision for 
using a crystal rectifier (detector). 

5. For emergency operation, a source of power supply inde- 
pendent of the ship's main power supply, with capacity for six 
hours of operation. 

The emergency transmitter and receiver are not required if 
the main transmitter and receiver also comply with all the re- 
quirements for the emergency equipment. 

An independent communication system between the radio 
room and the bridge, emergency lights, seconds-hand clock, 
spare parts, and tools constitute other equipment required by 
the Safety Convention. 

Passenger vessels of 5,000 tons gross and upwards are re- 
quired to be equipped with an approved radio direction finder 
(radio compass). Also where the number of life boats carried 
exceed thirteen, one is required to be a motor boat fitted with 
an approved radio-telegraph installation. 

If the number of life boats exceed nineteen, two of them must 
be motor boats each equipped with an approved radio telegraph 
installation. 

The life boat radio equipment must comply with the F.C.C. 
specifications which calls for A-2 emission on 500 &.c. with a 
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minimum of 75 watts plate input to the stage supplying power 
to the antenna. The antenna must be an inverted “L” or “T” 
and not less than twenty feet above the water line, with a maxi- 
mum practicable length. 

The life boat receiver must cover the band 350 to 550 k.c. 
with reception of A-1, A-2 and B waves. A suitable storage 
battery in the life boat to provide continuous operation for at 
least six hours is required. 

The rules for cargo vessels are in general similar to those out- 
lined above for passenger vessels with the following exceptions: 
A direction finder is not required. The use of an approved auto- 
malic alarm (see page 519) is permitted on cargo vessels, pro- 
vided at least an 8-hour watch per day in the aggregate is main- 
tained by a qualified radio operator. The automatic alarm is 
required to be in operation whenever the operator is not on 
watch while the ship is being navigated outside a harbor or port, 
including periods when the direction finder is in use. A separate 
emergency transmitter and receiver are not required on cargo 
vessels, provided the main installation complies with all the 
provisions affecting the emergency installation. 

Where a main transmitter on a cargo vessel is thus affected, 
this is sometimes accomplished by providing a storage-battery, 
emergency-power supply to operate the transmitter at 50 watts 
output. The main receiver normally uses storage batteries for 
filament supply and dry batteries for plate supply, and if also 
arranged for crystal-dector reception, will comply with the re- 
quirements for the emergency receiver, provided six hours 
reserve battery capacity is available. 


Marine Radio Telegraph Transmitters.—The intermediate 
frequency band of 375 to 500 k.c. (800-600 meters) is of very 
great importance for radio communication in maritime mobile 
service. 
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Due to the various specifications and regulations applicable 
to ship, which of necessity must be international in scope, it is 
true that practically all of the approx. 15,000 vessels through- 
out the world which are equipped with radio apparatus are 
capable of communicating in the intermediate band. 





FIG. 3—Typical shipboard radio equipment installation. 
Note: Radio compass switch and frequency meter. The output of radio tele- 
graph transmitter’s IF-HF is 100 watts. In case of failure in the ship’s 
normal power supply, the emergency equipment provided will automatically 
go into operation. (Courtesy Mackay Radio & Telegraph Co.) 


The 500 k.c. (600 meters) is used universally for distress calls 
while the 375 k.c. channel at the other end of the band is em- 
ployed when a vessel transmits to shore radio compass stations 
for radio bearings. 
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Frequencies between 375 and 500 k.c. are used for message 
traffic between ships and shore and from ship to ship. 


Low-powered Transmitters.—Shipboard transmitters of late 
design make use of closed oscillator or tank circuits, loosely 
coupled to the antenna. 

Such circuit arrangements when properly designed are effec- 
tive and find considerable application for low-powered trans- 
mitters. 


High or Medium Power Transmitters.—In this type the 
master-oscillator power-amplifier type of circuit offers several 
advantages. The output frequency is determined in the master- 
oscillator circuit, which in turn supplies grid excitation to the 
power amplifiers. 

Improved overall efficiency is obtained, compared to simple 
oscillator tank circuits, because it is not necessary for circuit 
stability to maintain such a large amount of circulating energy 
in the power amplifier tank circuit. Care must be taken how- 
ever, to minimize harmonic radiation when the power ampli- 
fier tubes are operated at high efficiency. 


Forms of Signalling Waves.-—Two forms of signalling are 
desirable in an intermediate frequency shipboard transmitter. 
Continuous waves (A-1) are necessary for transmission with the 
minimum amount of interference to other stations and to per- 
mit highly selective receivers to be used. Modulated wave sig- 
nalling (A-2) is also required for use in distress, for calling pur- 
poses, and other cases when it is desired to make contact with 
another station as quickly as possible. 

Automatic break-in operation is of value so that transmission 
and reception can be carried out on the same antenna and to 
enable the local receiver to be effective instantly whenever the 
transmitting key is open. 
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Typical Marine Radio Telegraph Transmitters.—The radio 
telegraph transmitter shown in fig. 4 combines the intermediate 
and short wave band transmitting unit into one set; one panel, 
one set of vacuum tubes and one set of power machinery for both 
transmitting units. 





FIG. 4—This transmitter operates in the marine wavelength bands between 
375 and 500 kilocycles (600-800 meters) and 5,500 to 17,000 kilocycles 
(17-54 meters). The band from 375 to 500 kilocycles is the one generally 
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The transmitter is contained in a metal framework which is 
enclosed by metal sides and doors. In the lower portion are 
located the high voltage transformer, rectifier and filter system 
while the upper portion houses the radio frequency and control 
circuits. The entire transmitter is mounted on a protective 
cushion support at the bottom and is supported at the top by 
coil springs fastened to the overhead as shown in fig. 2. This 
minimizes the effects of ship’s vibration on the internal appar- 
atus. 

The transmitter uses a Master oscillator—power amplifier 
type of circuit employing one air-cooled vacuum tube in the 
oscillator circuit and one air-cooled tube in the amplifier circuit. 
The construction of the transmitter is such that the same 
vacuum tubes are used in either the short wave or intermediate 
wave ranges. A suitable transfer switch is provided which allows 
quick transfer from one operating range to the other. In general, 
the inductances and condensers for the short wave portion of the 
transmitter are mounted immediately behind the front panel, 
while the larger coils and fixed condensers employed in the inter- 
mediate wave range are mounted in the rear portions of the 


FIG. 4—Text continued. 


used for short and medium distance communication, radio compass bear- 
ings, distress purposes, etc. and complies with the laws governing radio in- 
stallations on board ship. The band between 5,500 and 17,000 kilocycles is 
used for long distance communication and is commonly known as the short 
wave band. Transmissions on this band have the peculiar property of carry- 
ing extremely long distances with comparatively low expenditures of power. 
Many thousands of miles can be covered and communication maintained 
with this country from almost any part of the world under normal conditions 
with this type transmitter. The complete transmitting equipment consists 
of the following: Radio telegraph transmitter; two radio motor generator sets; 
two magnetic starters and one for each radio motor-generator, transmitting 
and mercury vapor rectifier tubes, including hand key and spare parts. 
(Courtesy Mackay Radio & Telegraph Co.) 





rn 
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unit. The perforated door on the front of the panel provides 
access to the two vacuum tubes. The doors at the bottom pro- 
vide access to the rectifier and filter systems. When operated in 
the intermediate frequency band, five predetermined waves are 
quickly obtainable by manipulating the ‘wave changer” switch 
and the antenna tuning control. 

Operating controls and indicating meters are all conveniently 
located on the front panel. These include controls for effecting 
wave changes, antenna tuning, filament and plate voltage 
control, CW and ICW operation, etc. and various meters. 

Operation on the short wave bands is simple, any one of the 
six marine bands being available by means of tap and selector 
switches and variable controls. Shifting from intermediate to 
short wave operation is accomplished by means of the "7F- 
HF” switch and the antenna change switch. A short wave wave- 
meter is incorporated in the transmitter which enables the oper- 
ator to tune to the exact wavelength desired. The marine oper- 
ating frequencies between 5,500 and 17,000 kilocycles (17-54 
meters) can be easily changed to meet the requirements of the 
time of day or range of communication desired. 

Safety-door interlock switches on the tube compartment door 
and base section doors remove all high voltages if the doors be 
opened while the set is in operation, thus providing safety to 
operating personnel. The lower portion of the transmitter con- 
tains a step-up transformer, two rectifier tubes, and associated 
control circuits. The step-up transformer boosts the low voltage 
360 cycles a.c. from the motor generator to approximately 
2,000 volts, which in turn is converted into d.c. by means of the 
two rectifier tubes and filter circuits. By means of the CW-ICW 
switch either pure d.c. is delivered to the plate of the trans- 
mitting tubes for CW (continuous wave) operation or 720 cycle 
pulsating current for JCW (interrupted continuous wave) 
operation. 
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The power mput to the transmitter is furnished by two motor 
generator sets which operate from the ship’s power supply to 





FIG. 5—Transmitter designed to operate in the intermediate frequency range 
of 375 to 500 k.c. (600-800 meters) and its operation on both continuous 
wave (CW) and interrupted continuous wave (ICW) are provided for. 
The complete transmitting equipment consists of: radio telegraph trans- 
mitter; radio motor-generator set; magnetic starter for motor-generator 
with push button station; the various transmitting and rectifier tubes, in- 
cluding hand key and necessary spare parts. (Courtesy Mackay Radio & 
Telegraph Co.) 
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generate the necessary voltages for supplying the filament and 
plate power to the transmitter. 

Another type of shipboard radio telegraph transmitter is 
shown in fig. 5. This transmitter is commonly used on ships 
whose type of service or trade route require communication at 
medium distances. It operates in the intermediate frequency 
range of 375 to 500 k.c. (600-800 meters) and will deliver 500 
watts into the average ship’s antenna. Both continuous wave 
(CW) and interrupted continuous waves (JCW) are provided 
for. 

The various units composing the transmitter is housed in 
metal framework and completely enclosed with metal panels. The 
lower part of the transmitter contains the rectifier and filter cir- 
cuit, while the upper section houses the transmitting tubes and 
radio frequency apparatus. 

The methods of mounting is similar to that of the previously 
described unit namely, protective cushion supports to mitigate 
vibration effects. The top of the cabinet is supported by coil 
springs fastened to the overhead in similar manner as shown in 
fig. 2. 

The transmitter uses a master oscillator-power amplifier type 
of circuit employing one air-cooled tube in the oscillator circuit 
and one air-cooled tube in the amplifier circuit. Through oper- 
ation of the wave changer switch any one of five pre-determined 
frequencies may be secured. 

Resonating the antenna by manipulation of the antenna tun- 
ing control, completes the adjustment necessary in effecting a 
change in wavelength. Operating controls and indicating meters 
are conveniently located on the front panel, including controls 
for wave changing, antenna tuning, filament and plate voltage 
control, CW and CW operation, and meters for indicating the 
line, filament and plate voltages, and grid, plate and antenna 
currents. 
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A perforated door in the center of the front panel allows 
access to the vacuum tubes and also provides an outlet for the 
cooling stream of air forced through the transmitter by a blower 
located in the base. 


PULLEY 


INSULATOR 





FIG. 6—Ship antenna of the flat-top inverted ''L" type, showing conventional 
method of lead-in and deck-insulator details. 


The doors to the lower section provide access to the rectifier 
and filter apparatus, and plate and filament transformers. All 
external connections except the antenna are made to the term- 
inal board mounted in this section. The receiver break-in lead 
is also brought into this section by a shielded conductor and 
connected to the keying relay. 

Safety-door interlock switches in the tube compartment door 
and the base section doors remove all high voltages if the doors 
be opened while the set is in operation, thus providing safety to 


Marine Radio Equipment 493 





operating personnel. Other safety devices guard the circuits 
from the danger of overloading and thus make the transmitter 
as near "fool-proof'" as possible. 





FIG. 7—All wave marine radio receiver. With coils and coil rack. (Courtesy 
Mackay Radio & Telegraph Co.) 


Power Equipment.— The radio motor generator usually con- 
sists of a single unit, two ball-bearing machine with the motor 
operating from the d.c. ship's mains, arranged through slip rings 
on the motor to provide 60 cycle a.c. power for lighting the 
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filaments of the transmitting and rectifying tubes, and generator 
to supply 1,500 watts of 360 cycle a.c. power for application 
to a transformer in the lower section of the transmitting where 
it is stepped up to approximately 2,000 volts. 

The rectifier and filter apparatus then converts this power 
into pure d.c. for CW operation or 720 cycles pulsating current 
ICW operation. This allows the use of low voltage generating 
equipment, thus reducing the hazards existing with high voltage 
d.c. generators. It also allows the use of low voltage wiring be- 
tween the motor generator and the transmitter unit. 

A magnetic starter of the time limit type is furnished, which 
is controlled by a push button station located at the operating 
position, within convenient reach of the operator. 
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CHAPTER 24 


The Radio Compass 


and 


Principle of Operation 


The radio compass is an instrument for observing by means 
of radio, the direction of a station emitting radio signals; 
briefly, in aerial and marine navigation, it is an instrument for 
taking radio bearings. 


Operating Principles.—Since the radio compass is built 
around the /oop antenna it is necessary to understand its princi- 
ples of operation before undertaking a study of the other units. 

The radio compass utilizes the directional receiving properties 
of the coil, which consists essentially of several turns of wire 
wound into a large coil. This coil will receive the radio signals 
with maximum intensity when the plane in which the coil is 
wound is in the line of the direction to the transmitting station. 
See fig. 1. 

As may be observed from the diagram, the minimum is well 
defined, and the maximum is not, hence it is evident that the 
strength of the signal varies rapidly with the movement of the 
coil near minimum, but very slowly with the movement near 
the maximum. 
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It is for this reason that the minimum is utilized in observing 
bearings. If it were not for this, there would be great advantages 
in taking bearings on the maximum, on account of greater 
audibility and thus diminishing the interference effect. 

The coil or loop antenna part of the compass operates on 
the principle that the amount of electronotive force induced 
in a vertical loop of wire by an arriving electromotive wave, 
depends on the angle between the plan of the loop and the wave 
front. 


MINIMUM 


/ f 

MAXIMUM — | MAXIMUM 
| 

7 





FIG. 1—Illustrating directional effect of radio waves on the loop-antenna part 
of the radio compass. 


In a rotatable coil of practical size the voltage induced by 
radio signal is very small. Hence for use of such small coil for 
radio compass purposes, it is necessary to generate a great 
amplification, and it was the utilization of the multistage 
vacuum tube amplifier which made the instrument usable for 
marine and aerial navigation. 

As previously asserted, the radio compass utilizes the direc- 
tional receiving properties of the coil type of the antenna. To 
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further facilitate the understanding of the instrument, an 
analysis of the behavior from the point of view of the magnetic 
field is as follows: 


It is a-well known fact that the radio waves emanate from 
the transmitting stations in all directions, very much the same 
as water waves on the surface of a quiet pond when a stone is 
dropped in. The length of a radio wave is the distance between 
successive crests of the wave; the number of crests passing a 
given point per second is the frequency, and the product of the 
wave length and frequency gives the velocity of the radio wave. 
The product of these two factors (wave length and frequency) 
is always about 300,000,000 meters (186,300 miles) per second. 
Radio waves are accompanied by a magnetic force which is 
horizontal and at right angles to the direction in which the 
waves are traveling. 


As a radio wave passes a given point the magnetic force, or 
field strength, varies from moment to moment from a maximum 
in one direction through zero to a maximum in the other direc- 
tion. At a given point the cycle from maximum in one direction 
back to maximum in the same direction is performed in a very 
small fractional part of a second. For a wave length of 300 
meters this cycle is performed in one-millionth of a second. 


If a coil of wire is held in a fixed position, such that the lines 
of magnetic force thread or pass through the coil and are not 
parallel to it, while the magnetic field varies in intensity, as is 
the case with that accompanying the radio wave, an electromo- 
tive force or voltage will be induced in the coil. 


Since the magnetic force is horizontal and may be thought of 
as forming circles around the transmitting source, the compass 
coil when turned with its plane parallel to the direction of the 
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FIG. 2—Typical Marine radio compass installation. (Courtesy Western Elec- 
tric Co.) 
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FIG. 3—Kolster radio compass installation. 
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transmitting station is threaded by the maximum number of 
magnetic lines of force, and the signal heard in the telephone 
receivers is a maximum. When the plane of the coil is turned at 
right angles to the direction of the transmitting station, no 
magnetic lines of force thread through the coil, and therefore 
no voltage and no current are induced in the coil and no signal 
will be heard in the telephone receivers. 


The Marine Radio Compass.—A radio compass frequently 
found on board ships of U. S. registry was developed by F. A. 
Kolster and is manufactured by the Federal Telegraph Co., 
named variously The Kolster Radio Direction Finder or The 
Kolster Radio Compass. | 


Other radio Direction Finders have been developed by the 
Radio-Marine Corporation of America, the Marconi Wire- 
less Telegraph Co., etc. 


By means of this device, radio bearings can be taken in dense 
fog, snow storms and over distances greatly beyond the horizon 
with an accuracy equal to that obtained with visible sight, thus 
eliminating one of the greatest hazards to marine navigation. 


The modern method of obtaining radio compass bearings on 
shipboard requires the installation of radio beacons on light 
vessels and light houses in the vicinity of harbor entrances and 
other places dangerous to navigation, the exact locations of 
which are shown on all sailing charts. 


Operation of Unit.—With reference to the electrical circuit 
fig. 4, the theory and operation of the unit as developed by 
the U. S. Bureau of Standards is as follows: 


The variable condenser C, together with coil Z, form the 
main receiving circuit which is tuned to the signaling wave 
length. 
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Connected across the condenser C; either directly or through 
the potential transformer P, is the vacuum tube amplifying 
and detecting apparatus. 
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FIG. 4—Circuit of Kolster radio direction finder. 
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As developed by the U. S. Bureau of Standards this receiver 
consists of a three-stage radio-frequency amplifier, a detector 
and a two-stage audio frequency amplifier made up as a unit 
with a minimum number of operating adjustments. However, 
the receiver may be of any standard design. 


The telephone receivers are located at a distance from the 
magnetic compass to avoid any effect upon the compass due to 
the magnets within the telephone receivers. 


The auxiliary circuits of the direction finder are controlled by 
switch S. With the switch closed to the right, the middle plates 
of the double condenser C, are directly grounded. 


l The double condenser is utilized to bring about electrical 
symmetry of the coil system with respect to the earth. In other 
words by adjusting the middle plates of the condenser C.,, to 
the right or left the earth connection is brought to the electrical 
midpoint of the coil system, and the signal received in tele- 
phones, results only from the energy directly received in coil ZL. 


With the switch closed to the left a small condenser C; is con- 
nected across half of the double condenser C,;, and the induc- 
tance L, and tuning condenser C, are inserted in the ground 
lead. 


Under these conditions the coil system is no longer elec- 
trically symmetrical with respect to earth, and received energy 
enters the coil circuit LC, indirectly through the tuned ground 
circuit, of which the capacity of the complete coil system to 
earth forms a part. 

By proper adjustment, a complete uni-directional effect can 
be obtained. 


In the practical operation of the direction finder, all tuning 
adjustments remain set for the wave length of the signaling 
station. Switch S is closed to the right when observing the line 
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of direction of a given signaling station and to the left when it 
is desired to determine the sense of direction. 


In other words, to determine the line of direction of a sta- 
tion, the coil system which is directly grounded at its electrical 
midpoint by throwing switch S, to the right, is rotated to the 
position of critical silence at which time the plane of the coil is 
normal to the direction of the approach of the signaling wave. 


To determine the sense of direction of the station, switch S 
is closed to the left and the coil rotated to the position of 
maximum signal intensity at which time the plane of the coil 
is in direction of approach of the signaling wave and pointed 
toward the signaling station as indicated by an index pointer 
for that purpose. 


Bellini Radio Compass.—Another type of radio compass 
known as the Bellini direction finder, is shown in fig. 5. 


The frame consists of the loop £L and condenser C, and C. 
The vertical antenna consists of the grounded center of the 
loop and the two condensers C, and C, which are grounded 
through the tuning condenser C3. 


Operation.—To obtain a bearing the switch S is closed and 
the loop tuned to the incoming signals. The false vertical effect 
of the loop is practically eliminated by grounding the center 
point of the loop through the variable resistor R. The sharpen- 
ing effect of the minimum due to the elimination of the remain- 
ing vertical effect is accomplished by varying condensers C, 
and C5. 


To obtain the sense of true direction, the switch is opened 
and the vertical antenna tuned by means of condenser C;, by 
varying the resistance R, it is possible to obtain the con- 
ventional heart-shaped diagram. 
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Dependable bearings can be obtained only by precise adjust- 
ments of condenser C, and Cz. The presence of tube damping 
across the loop is detrimental in that it limits the range and 
selectivity of the set. 
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FIG. 5—Circuit of Bellini Radio direction finder. 


The frame supporting the loop is square in shape, each side 
being approximately 32 inches long and ten turns are wound 
for a wave length of 300 to 1100 meters. 

The energy from the frame to the amplifier is transferred 
similarly to the previously discussed Kolster type direction 
finder by means of slip rings. 
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FIG. 6—Illustrating the use of radio beacons in navigation. When approach- 
ing New York, the location of four radio beacons as shown, makes it possi- 


ble to obtain radio bearings, and thus at any instant the position of the vessel 
will be obtained. The arcs of circles indicate the characteristics of the radio 


beacons, and the radius shown is approximately half the ordinary range. 
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A typical shipboard compass installation is shown in fig. 2. 
When the coil is rotated by means of the hand wheel, the 
characteristic signal from the signaling station will be heard in 
the telephone with varying degrees of sharpness until the 
plane of the coil is at right angle to the direction of the incoming 
waves at which point the signaling fades out completely. 

The position of silence is very sharp and hence indicates 
with great accuracy the line of direction of the incoming waves. 

By means of cross bearings as indicated in chart, fig. 6, on 
two or more stations or by several bearings on a single station 
with the distances logged between bearings, the position of the 
vessel can be determined by simple triangulation with an 
accuracy equal to sight bearings on visible fixed objects. 


Example on Cross Bearings Obtained by Radio Compass 
from Two Adjacent Radio Beacons.—With reference to fig. 7 
showing two beacon transmitters 7, and T,, the bearings on ship 
S may be computed by the navigator who reads the ship’s 
head and corrects for deviation and variation as follows: 

1. Ship’s head as read by the magnetic compass =45° = 45° 


Variation obtained from chart =]0°F =+10° 
Deviation obtained from correction table = 2°F = + 2° 
True ship’s head relative to true North Y ss 
2. Radio beacon 7, as read on radio compass = 2/23 


Correction from QE* curve for 929 
Radio bearing on 7; relative to ship’s fore 
and aft line = 270.25 
Thus, bearing on T, relative to true north = true ship's head 4- 
corrected radio bearing =57°+270.°5 =327.°5. This gives posi- 
tion line 7,0Y from radio beacon 7|. 


EIS 





*QE—Quandrantal error calibration curve. A curve representing the 
deflection of radio bearings due to the unequal distribution of metal on the ship. 
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3. Radio beacon 7, as read on radio compass = 223.°5 
Correction from QE curve for 223° =+ 9.5 
Radio bearings on 7, relative to ship’s fore 

and aft line =Z 2 


Thus the bearings on 7, relative to true north=True ship’s 
head and corrected radio bearings = 57° + 233° = 290°. This gives 
position line 7,0X from radio beacon 7;, and the intersection 
of the two lines at O is the ship’s position. 

TRUE 
N TRUE 
N 
^ i 
RADIOBEACON \ | = 








FIG. 7—Diagram illustrating method of computing ship’s location by means of 
d SECO finder. In this illustration the following assumptions should be 
noted. 

1. That the radio bearings are taken very rapidly, so that the distance 
covered by the ship between observations are negligible. 

2. That the distances between the ship and the radio beacons are less than 
100 miles and hence no convergency has been considered. 
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FIG. 8—Kolster compass and compensator arrangement. 
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CHAPTER 25 


Radio Beacons’ 


Radio beacons as pertaining to marine radio navigation, are 
simply radio stations installed at lighthouses, on light-ships, or 
at other points shown on charts for the radial dispatch of radio 
signals for the guidance of ships. i 

By means of the radio compass, (see page 500) it is hence pos- 
sible for the ship navigator to ascertain his position at any time 
when within receiving distance of the radio beacon. 

As the radio compass aboard ships are usually designed to 
enable the operator to take radio bearings without outside as- 
sistance, the general problem and practice in navigation becomes 
very much the same when using radio bearings as they are 
with visual bearings on lighthouses and other known objects. 

The practical difference between the two being that with the 
availability of the radio beacon much greater distances can be 
covered under all conditions of visibility. 

As previously asserted, the radio beacons are located at defi- 
nite points clearly marked on the chart, and send out signals in 
all directions similar to that of light beams sent out by the 
lighthouse. 





*The radio beacons in the United States are erected and maintained by the 
U. S. Department of Commerce, Lighthouse Service as a part of its system of 
aids for the navigation of ships. 
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Another similarity is that as the light beams may be dis- 
tinguished from one another by definite characteristics, so has 
each radio beacon a definite signal. 


Location Methods.—The common method of ascertaining the 
location of a ship equipped with radio compass is by means of 
cross bearings using two or more radio beams as shown in fig. 1 
or by visual and radio bearings in combination. 

Of course the usual principles apply, as to employing stations 
which will give good intersections, and as to allowing for the 
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FIG. 1—1Illustrating method of ascertaining location of ship, by means of radio 
compass aboard ship and shore radio beacons. 
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distance run between the times of taking bearings if the interval 
is appreciable. A typical example on how to obtain radio bear- 
ings is shown on page 506. 

The ship’s location may also be established by bearings on a 
single radio beacon using the customary method of taking two 
or more bearings at sufficiently different azimuths, and plotting 
these in combination with the distance and course run between 
bearings. 

Indirect use of radio bearings in navigation is also possible. 
For example a vessel equipped with a radio compass and know- 
ing its own position will be able to assist other vessels by means 
of radio bearings. Thus, where a vessel seeking another in dis- 
tress is unable to locate it because of inaccurate reported posi- 
tion, neither having a radio compass, a third vessel so equipped 
will be able to guide the rescuing vessel by the utilization of 
radio bearings. 


Time Schedules for Sending of Radio Beacon Signals.—Gen- 
crally radio beacon signals when operating are sent for one 
minute out of each three minutes. Subject to this they are 
operated continuously during fog and low visibility, and they 
are also transmitted on regular time schedules regardless of fog. 


Power and Range of Radio Beacon Signals.—The distance of 
availibility of ranges, considered desirable for radio beacons 
vary greatly with the purpose of the respective stations. In this 
country the stations are divided into three general classes: 


Class A, primary station, with power approximately 500 
watts, with a range of 200 to 300 miles. 


Class B, intermediate power 100 to 200 watts, with a range 
of 100 to 150 miles. 
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Class C, low power 5 to 50 watts with a range of 10 to 5€ 
miles. 

However, the actual range at which signals can be picked ur 
and bearings taken, may under favorable conditions exceed the 
aforementioned distances. 

Although it is possible with present day equipment to greatly 
exceed these distances, the practical limitations are: 

1. The power required may cause a considerable amount of 
interference. 

2. A small error in the direction of a bearing is much magni- 
fied in a derived position at a great distance. 

3. The possible deviation of radio bearings, particularly as 
regards the various types of transmission, has not been fully 
investigated at great distances. 

It is at present, considering the above, much more important 
to develop accurate and dependable direction finding apparatus 
on ships to be used for distances of 200 miles, than to seek for 
the possibility of bearings at greater distances. 


Radio Beacon Equipment.—As the location of radio beacons 
in the United States in nearly all instances has been established 
at existing light stations, and as the space required for the trans- 
mitting apparatus is comparatively small, they are usually 
housed within the light emitting station, and generally no 
additional buildings are necessary. 

The equipment of a radio beacon station comprises the 
following: 

]. Radio transmitter 

2. Automatic code machine 

3. Power supply equipment consisting of a TE a 
battery or both 

4. Antenna 

5. Synchronizing clock 
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6. Radio receiver 

7. Automatic warning devices. 

On account of the importance of continuity of service, all 
apparatus as far as practicable, are installed in duplicate, with 
means for switching from one transmitter, generator or code 
machine to another in case of trouble. 





FIG. 2—Standard 200 Watts Marine Radiobeacon transmitter. 


Transmitter.—Transmitters of late design are generally of 
the so-called master-oscillator power-amplifier type, usually 
employing a 714 watt tube as master oscillator, following with 
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FIG. 3—Radiobeacon Synchronizer, complete with Switchboard, Installation 
in duplicate. 
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one or more 50 watt and 250 watt tubes as intermediate and 
final power amplifiers. 


The plate supply is usually obtained from a 110 volt, 60 cycle, 
alternating current source through suitable tube rectifying 
circuits, employing rectifiers of the mercury-vapor type. The 
filament current in nearly all cases is supplied by a separate 
motor generator or rotary converter to secure better voltage 
regulation, and is usually 60 cycle a.c. current to obtain uniform 
filament evaporation. 


Code Machine.— The code machine is entirely automatic in 
its operation and provides for the sending of the station 
characteristics. 


The code is formed by a series of combination of short and 
long segments of a revolving code wheel, making short or long 
contacts as the wheel is revolved to produce dots and dashes. 
This wheel is revolved by an electric motor through suitable 
reduction gears which also drive a contacting cam designed to 
open or close the circuit, so that any desired combination of 
“on” or “off” operating intervals may be obtained. 


Power Supply.—The location of radio beacons usually is a 
determining factor as to power supply to be used, and commer- 
cial current is employed when available. However, when loca- 
tion prohibits the use of commercial current, internal com- 
bustion or steam engines with electric generators are provided. 


In case of power failure a duplicate source of supply is util- 
ized to provide against possible interruption of service. 


On practically all ship stations as well as on land stations 
where the storage of gasoline utilized in prime movers for 
generating equipment would constitute a fire hazard, storage 
batteries are used as a source of power. 





516 Radio Beacons 





Synchronizer for Radio Beacons.—This apparatus has been 
designed to automatically control the sending intervals of a 
radio beacon, and to synchronize the sending intervals of several 
stations in a group so that they will not overlap. 


The actual work of synchronizing is accomplished through 
control of the “on” and “off” periods of the transmitter by 
accurate clocks. Two types of clocks are used to accomplish. 
this, the larger number being of the marine escapement type 
which are serviceable alike at ship and shore stations. Pendulum 
clocks are also used at a considerable number of land stations. 
Both types of control clocks are equipped to close an electric 
contact at the beginning of each minute. This contact is in series 
with the windings of an electric solenoid or a similar device, 
which when the contact is closed advances the drum, carrying 
the other and larger electrical contacts one step at a time. 


This multicontact drum, called a synchronizer or secondary 
clock, is also divided into minutes, or spaces corresponding to 
minutes, and makes one complete revolution in an hour. It is 
this drum that provides that the radio beacon signal shall be 
emitted for exactly one minute and be silent for two minutes. It 
is also feasible to select any other “‘on’’ and ‘‘off’’ arrangement so 
long as the changes occur at even-minute intervals. Incidentally, 
this multi-contact drum which is advanced at minute intervals 
by an accurate clock, provides a ready means of closing and 
opening other circuits in addition to those controlling the ‘‘on’”’ 
and "off" minute periods, thus furnishing the means by which 
any radio beacon station can be made fully automatic. 


For example, one contact can start a gasoline driven electric 
generator, another contact can place the transmitter in opera- 
tion, while another controis the duration of the characteristic 
signal period, the operation fcr 15 minutes in each hour. 
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Although the control clocks are accurate and sturdy, it is 
necessary to provide for correction and adjustment against a 
standard time signal. An attempt to permanently fix the elec- 
trical contacting mechanism to the clock time train and depend 
on regulating the clock to correct for accumulated errors, was 
found to require too frequent adjustment of the clock. 

Instead of this, the contactor itself in the clock is made ad- 
justable, so that the instant of contact can be advanced or 
retarded manually as necessary to allow for accumulated clock 
error. This adjustment is made by a suitable device without 
opening the clock. This provides a ready means whereby the 
attendant at the radio beacon station can listen in on the other 
radio beacon stations in the synchronized group and correct at 
once for any errors. This is done twice a day. For this purpose 
one station in each group is taken as a master station, to which 
the clocks at the other stations are adjusted. The clock at the 
master station is adjusted twice a month from the standard 
time signals. 


Warning Device.—Automatic operation of radio beacons is 
at present being provided in many locations. 

In order to insure operation without the constant attendance 
of the keeper, a positive warning device has been developed 
whose function it is to notify the keeper in case of failure of 
any part of the radio-beacon system. 

The function of the radio-beacon transmitter system is to 
induce an r.f. current in the antenna, and the warning device 
being actuated by the antenna current, automatically sounds a 
warning, in case the antenna current for some reason is being 
interrupted. 

The device operated by sounding a gong or horn whenever the 
aforementioned antenna current (radio signals) stops for a longer 
period than two minutes, this being the normal silent period. 
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CHAPTER 26 


Automatic Radio Alarm 


An automatic alarm is a device used to enable a ship in dis- 
tress to summon aid at any time by radio from a nearby vessel, 
and especially during those periods when the radio operator on 
the nearby vessel might not be ‘‘on watch.” 


Special regulations governing this distress signal and the 
number of operators which their installation shall release are 
now in force. 


O 5 10 15 20 25 30 35 40 45 50 55 60 SECONDS 


AE ROSON CR E LETS ROS DOR UY UTOR camera SIGNAL 
—- —— a — — — — — — 
ENI SECOND 


— —ÀRAUTO ALARM SIGNAL—— — — — 3». 


l "4 SECONDS 


FIG. 1—Standard auto alarm signal. 


The function of this distress signal is to actuate an automatic 
receiving device on the vessel in the vicinity of the ship in dis- 
tress and by means of bells or other signal producing apparatus, 
call attention to the fact that a distress call is being transmitted. 
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This special distress signal only supplements and does not 
supersede the conventional SOS call, and is known as the auto- 
matic alarm signal and the special receiving apparatus is called 
the auio alarm. 


Auto Alarm Signal Characteristics.—The auto alarm signal 
is transmitted by the ship in distress just prior to sending the 
normal SOS signal. This signal consists of a series of dashes and 
spaces, each dash having a duration of four seconds and each 
space between dashes a duration of one second. Twelve such 
dashes and spaces can be transmitted during one minute. (See 
fig. 1) 

The auto alarm is designed to operate bells after a certain 
number of consecutive dashes and spaces are being correctly 
received. 


Foreign Practice as Compared with F.C.C. Requirements.— 
Foreign practice sometimes require the arrangement of bells to 
ring when three consecutive dashes and spaces pass through the 
receiver, whereas the U. S. Federal Cummunication Commis- 
sion (F.C.C.) requirements are based on ringing of the bells 
after four consecutive dashes and spaces are correctly received. 

It is obvious that the four-dash cycle considerably minimizes 
the possibility of false alarm, since the chances are quite remote 
for accidental combination of signals to repeat themselves four 
times to imitate the alarm signal. In this connection it may be 
mentioned that the current designs of American auto alarms 
may be easily arranged to accept either the three or four dash 
cycle and in any case no International operating difficulties 
occur since the vessels in distress always send twelve or more 
dashes. 

A single master switch to place the auto alarm in service is 
required which must be so arranged that power cannot be ap- 
plied to the alarm circuits unless the main antenna is connected 
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to the alarm receiver and having an interlocking feature to pre- 
vent the ship transmitter from being keyed unless the auto 
alarm receiver is turned off. 


Basic Elements of the Automatic Radio Alarm.*—The com- 
plete radio alarm consists of two main parts namely the radio 
receiver and the selector unit. 





FIG. 2—Type AR-8600 auto alarm with cover and panel open. 
*An auto alarm designed by the Radio Marine Corp. of America and gener- 
ally referred to as the Model AR-8600 is described on the following pages. 
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The radio receiver forming a part of the alarm must be de- 
signed to possess uniform sensitivity over a frequency range 
from 487.5 to 512.5 k.c. The normal distress frequency is 500 
k.c. but provision must be rnade for the auto alarm receiver to 
accept signals outside this exact frequency, thereby permitting 
some variation in the adjustment of the radio transmitter on the 
vessel in distress. 

The band width of the alarm receiver must also be fixed as an 
integral part of the design, and not be adjustable by the operator. 


Warning Apparatus.—Since it is necessary that the auto 
alarm when connected in the circuit to operate unattended for 
several hours, some means must be devised to indicate when 
operation is not normal. 

During abnormal atmospheric conditions for example, pro- 
longed static of high level may tend to “hold over’’ some of the 
relays in the selector unit. Hence it is necessary to arrange for a 
warning light or its equivalent to indicate to the bridge that the 
radio operator is required to readjust the sensitivity control. 

At other times vacuum tubes in the alarm may burn out, and 
when this occurs, a ‘“‘no current”’ relay is utilized to’ energize 
warning bells located on the bridge. Failure of the source of 
energy which rings the bells is shown by a continuous burning of 
warning light placed alongside the bells, in a position where 
they must be observed. 

After the radio signal passes through the receiver it controls 
the selector mechanism. To allow for reasonable variations in 
timing of the alarm signal the selector must be designed to ac- 
cept dashes having a duration of 3.5 to 4.5 seconds and spaces 
of from 0.1 to 1.5 seconds. The question of operation through 
interfering signals in the 487.5 to 512.5 k.c. band as well as the 
possibility of false alarm must also be considered when deter- 
mining the selector timing tolerances. 
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It is necessary also that the alarm function through a reason- 
able amount of interference on the same wave length as the dis- 
tress signals. This interference may produce two effects on the 





FIG. 3—Type AR-8600 auto alarm with panel closed and cover open. 


selector, one of which is to prolong the normal four-second 
alarm signal in case the interference appears at just the correct 
time to add to the desired signal, the second effect of interfer- 
ence is to “‘fill in’’ the normal one second spaces. 
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If the spaces are completely filled in at the correct time the 
selector functions to reject the signals and it will do the same if 
interference unduly prolongs the desired dashes. 


False Alarms.—The false alarm possibility is determined by 
a combination of three main factors, namely: 

1. Accidental combinations of signals or noise equivalent to 
the alarm signal. 

2. Timing tolerances of the selector. 


3. The number of dashes and spaces which are selected to ring 
the bells. 


The Selector Unit.—Under normal conditions, 16 hours per 
day or approximately 5,800 hours per year of operation 1s nec- 
essary, hence the selector unit to be most reliable should have 
as few moving parts as possible. 

As previously mentioned the Standard automatic alarm sig- 
nal is composed of 12 dashes and spaces, but the alarm bells 
are to be actuated after the receipt of four dashes with toler- 
ances of 3.5 to 4.5 seconds and spaces with tolerances of 0.1 to 
1.5 seconds. 

Thus if the space between the first and second dashes is com- 
pletely filled with interference, the alarm would be actuated at 
the end of the sixth dash. If interference prolongs the length of 
any dash beyond 4.5 seconds, or completely fills in the space be- 
tween dashes, the mechanism used for selection would be re- 
stored to normal. Thus, of the 12 dashes comprising the signal, 
four consecutive dashes having a space at the beginning and 
ending of the group, as well as between dashes, must be re- 
ceived before the alarm bells will ring. 

The obvious advantage of a 12 dash signal is that it permits 
more chances of the alarm being actuated under severe condi- 
tions of interference both from the standpoint of prolonging the 
dashes and filling in the spaces. 
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The aforementioned dash and space tolerances seemingly im- 
pose difficult terms for the selector response. For example, four 
dashes and the intervening three spaces might vary in total 
elapsed time between 14.3 and 22.5 seconds. 

Obviously the selector must check individual dashes and 
spaces since any attempt to use the sum would result in the 
false alarm probability being greatly increased. 

The schematic circuits of the receiver and selector units are 
shown in fig. 4. 

Elapsed time of signal duration is measured by RC circuits 
connected in the grid circuit of individual selector tubes. 

The principle utilized is the familiar one of current decay in 
a series RC circuit. 

With reference to fig. 4 warning relay No. 8 being connected 
in series with the tube heaters across the ship's 110 volt line, 
will cause the alarm bell to ring when any one of the tube heat- 
ers burn out, or when voltage failure occurs. 

Warning relay No. 9 is connected across the storage battery 
through a series resistor. Failure of the battery supply will 
allow relay No. 9 to de-energize and turn on the warning lights 
at each bell location point. Warning of power failure is therefore 
obtained except for simultaneous failure of both the 110 volt 
ship line supply and the storage battery. 

The following is a summary of warnings indicating various 
conditions when using auto alarm apparatus heretofore de- 
scribed: 


l. Bells ringing may be caused by: 
a. Receipt of auto alarm signal. 


b. Receipt of a false auto alarm signal caused by a fortui- 
tous combination of static and keyed interference. 


c. Loss of ship's line voltage. 


d. Tube heater burn-out. 
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FIG. — schematic circuit diagram of AR-8600 auto alarm unit. 
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2. Warning lighis burning continuously are caused by: 


a. Receipt of a continuous signal from a transmitter 
whose key is being held down for a period consider- 
ably greater than 4.5 seconds. 


b. Sensitivity control set too high for the prevailing noise 
level. 


c. Loss of 6 volt battery supply. 





FIG. 5—View of warning light and bell located on bridge of ship. 
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3. Warning lights burning intermittently are caused by: 
à. Occasional long bursts of static. 
b. Transmitter testing using dashes slightly longer than 
3.5 seconds. 
c. Heavy 500 k.c. interference caused by several tele- 
graph transmitters transmitting at the same time. 





FIG. 6—T ypical shipboard installation showing location of auto alarm unit and 
associated equipment. 


Warnings as under 3, are to be expected and indicate that the 
auto alarm is functioning correctly. Warnings as under 1 and 2, | 
should be investigated as to their cause. 

The following gives a summary as to procedure to be followed 
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in order to properly operate and maintain the auto alarm as 
given on the instructions accompanying the equipment. 


ADJUSTMENTS TO BE MADE BY RADIO OPERATOR BEFORE GOING OFF WATCH 
On the front cover of the auto alarm there will be found printed instructions which read as 
follows: 
IMPORTANT INSTRUCTIONS 


“TO TEST ALARM: Close master switch. Set sensitivity control to.approximately 40. Using 
radio room clock transmit alarm signal with test push button on auto alarm. Bells will ring after 
four correct dashes and spaces. See instruction book for further details.” 


"TO ADJUST SENSITIVITY CONTROL: Set scale at 0. Set current switch at 4. Meter will 
read about 7.5 M.A. Turn sensitivity control to right until average meter reading due to noise, 
static. etc., is about 1 M.A, less than maximum value. Listen with phones. Incoming signals will 
cause signal relay to chatter slightly and meter reading to fall toward zero. If sensitivity is set 
too high for prevailing noise level, warning lights will indicate need for lower setting. Do not set 
sensitivity control lower than necessary as weak distress calls may not be received.” 


When testing the auto alarm with the test buzzer and push button the operator should 
observe that the milliammeter reading falls to zero or nearly so each time the test button is 
depressed. Close this button quickly several times and observe that the radio relay, whose arma- 
ture click may be heard, follows the keying speed. Each time a correct four second dash and 
space are'sent with the test buzzer, it may be observed that the stepping relay advances one posi-. 
tion. If there is considerable radio interference or static during the time the alarm is being 
tested, it will be observed that the restore coil on the stepping relay is also energized, thereby 
preventing the stepping relay from advancing further. This condition will occur during testing 
whenever static or interference completely fills the spaces between dashes so that the normal 
auto alarm signal is distorted The position of the sensitivity control, during the test of the auto 
alarm, may be used as an approximate check on the sensitivity of the receiver and the correct 
performance of all tubes. If it is found necessary to advance the sensitivity control beyond 
approximately 40 to 50 on the scale, it may be inferred that one of the tubes in the radio receiver 
part of the circuit is defective. After a little experience with the alarm, using the headphones. 
plugged into the jack and by observing the operation of the radio relay on incoming signals, the 
operator may reach an approximate determination as to whether or not the receiver sensitivity 
is normal In other words on the average shipboard antenna it should not be’ necessary to 
advance the sensitivity control to the extreme right in order to make the radio relay operate with 
the average incoming signal, 


SENSITIVITY CONTROL ADJUSTMENT 


A clear understanding of the results to be expected from various settings of the sensitivity 
control is necessary in order to adjust this control to the optimum or most favorable position. For 
example if the sensitivity control is turned to the extreme right (100 on the dial) or nearly so. it 
may be found that the average noise level and static will cause the radio relav to hold over for 
long periods of time, or to chatter or vibrate steadily When this occurs the adiustment is not a 
favorable one, for not only will the warning light be illuminated frequently whenever static or 
noise persists for 8.5 seconds or more, but also a real alarm signal will be more apt to have its . 
dashes prolonged and its spaces filled in. with such an adjustment. On the other hand if the sen- 
sitivity control is adjusted too far to the left, that is toward zero on the scale, then only very 
strong signals will operate the auto alarm, and a distress call from a distant ship might be missed, 
The optimum adjustment will be found to be that which gives a reading on the milliammeter 
(with no incoming signals) which is approximately one milliampere less than the reading 
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obtained when the volume control is at zero. With such an optimum adjustment the radio relay 
may close occasionally from short bursts of static or from ordinary code signals. The operator 
should keep in mind that if the sensitivity control is set too high the radio relay will vibrate con- 
stantly, which is an undesirable adjustment. The officers on the bridge will have jnstructions to 
summon the radio operator whenever the warning light on the bridge is illuminated for periods 
of five minutes or more. When the sensitivity is set at 100 or maximum, a signal strength of 
approximately 200 microvolts will operate the auto alarm. At a dial setting of 50 (midscale) a 
signal of approximately 1000 microvolts is required. At 0 setting of the sensitivity control a 
signal strength of 20,000 microvolts is required. 


FAULTS WHICH WILL CAUSE SOUNDING OF THE AUDIBLE ALARM 


1—False alarm. Accidental combination of static or other interference may occasionally 
cause the stepping relay to advance to its fourth position, which will lock in the bell ringing reiay 
and cause the bells to ring continuously. Bells will stop when reset push button is depressed on 
auto alarm panel. 

2—-Filament burnout. If any one of the vacuum tube filaments (heaters) should burn out, 
or if one of the 30 ohm series filament resistors in the junction box should burn cut. the filament 
burnout relay on the auto alarm panel will have its coil de-energized, which will close the back 
contacts, and cause the bells to ring. Bells can only be stopped from ringing by replacing the 
defective tube, or resistor or by opening the master switch. 

3—Low or high line supply voltage. If the 110 volt shipboard supply is reduced below nor- 
mal or increased above 120 volts, the line voltage relay in the junction box will operate, which 
will short out the coil on the six volt relay, causing the bells to ring. The bells will continue 
ringing until line voltage is restored to normal or until master switch is opened. 

4—If the six volt battery approaches discharge and its voltage falls below about 4.5 volts, 
the back contacts will close on the siz volt relay, causing the bells to ring continuously unti? a 
suitably charged battery is placed in circuit or until the master switch is opened. 

5— 1f the one-half ampere fuse on the auto alarm panel or any of the fuses in the junction 
box should be blown, the bells will ring continuously until the fault is corrected or unless the 
master switch is opened. The one-half ampere fuse will blow in case of tube shorts or condenser 
breakdown in the receiver-selector unit. 


OPERATION OF WARNING LIGHTS 


The purpose of the warning lights as explained previously is to provide a visual indication 
whenever prolonged static or other interference holds the radio relay open. After 3.5 seconds 
the stepping relay will advance one position and remain there as long as the interference is con- 
tinuous. An auxiliary set of contacts on the stepping relay will close a circuit to the three warn- 
ing lights to indicate this condition. The remedy is to readjust the sensitivity control to a slightly 
lower setting so that the stepping relay drops back to its normal or zero position. 


PROCEDURE TO BE FOLLOWED WHEN ALARM BELLS RING 


1—If alarm bells ring momentarily, then stop ringing, and repeat this cycle frequently, the 
difficulty is most likely due to low, high or variable line voltage. Go to the radio room, open the 
door of the junction box and observe the line voltage relay contacts. Also measure the line volt- 
age by placing the voltmeter switch in position five on the auto alarm panel. If the voltage is 
much below 100 volts, it will be observed that the line voltage relay "left" contact is closed, 
causing the bells to ring Higher than normal line voltage will cause the “right” contact to make 
on the relay, also ringing the bells. This condition of low, variable, or high line voltage should 
be brought to the attention of the proper ship’s officer. 

2—Alarm bells ringing continuously. Go to the radio room and depress the reset button on 
the auto alarm. If this stops the bells from ringing a pair of phones should be immediately 
plugged into the phone jack to determine if an alarm signal has been transmitted by a vessel in 
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distress. If the bells do not stop ringing when the reset button is depressed the fault may be low 
line voltage, high line voltage, low six volt battery supply, filament burnout, or blown fuses. 
Filament burnout may be immediately determined by placing the voltmeter switch in position 
four, where a reading of 100 volts or more will be obtained instead of the normal reading of 
approximately 60 volts. A blown one-half ampere plate fuse or 110 volt line fuse may be quickly 
determined by observing if any reading is obtained on the voltmeter with the switch in position 
five. No reading will be obtained if these fuses are blown. If the six volt battery is low this 
should be checked with the three scale voltmeter carried in the radio room as a part of standard 
safety of life at sea equipment. 

$— When troubles which cause the bells to ring continuously cannot be located quickly, it is 
desirable to disconnect the bridge bell and operator's bell temporarily to avoid undue annoyance 
to the ship’s personnel. This may be done by removing the Jead (blue with red tracer) which 
will be found on terminal 28 on the vertical right hand terminal block of the junction box. After 
the trouble has been corrected the operator should make certain that the lead to terminal] 28 is 
firmly reconnected, and he should make a test with the bridge and the operator’s room to insure 
that the bells are again functioning normally. 


LOG ENTRIES 


The following instructions with regard to log entries should be carefully observed as they 
are required by the Federal Communications Commission. 

1—While the ship is at sea the auto alarm shall be tested by méans of the testing device 
supplied, at least once every 24 hours, the timing of the dashes to be made by reference to the 
sweep seconds hand of the station’s clock. Bridge bell and warning light and operator's room 
bell and light must show correct operation when this test is made. A statement that the forego- 
ing has been fulfilled must be inserted in the ship's official deck log and the radio log daily. 

2—If the warning light is illuminated for a continuous period of five minutes or more, the 
operator shal] record in the radio log the time when he was called by the bridge, the time when 
he goes to the radio room to investigate the difficulty, the reason for the warning lights burning, 
and a statement as to the adjustments found necessary to restore normal operation. 

3—If the bells ring, the operator should record in the radio log the time of the occurrence 
and the time when he arrives at the radio room to investigate the reason for the bells ringing. A 
record should also be made in the log to explain what caused the bells to ring, such as actual 
alarm, false alarm, filament burnout, low line voltage, low battery voltage, blown fuses, etc. 

4— Vacuum tube and battery information to be entered in log. Each vacuum tube initially 
supplied in the auto alarm is dated at the time of installation. If any tube becomes defective the 
operator should remove the tube and make an entry in the log to indicate the date the tube was 
removed and replaced and the tube socket from which it was taken. The defective tube should 
not be destroyed, but should be returned to the radio company responsible for the maintenance of 
the auto alarm. The new tube which is used to replace the defective tube should be dated by the 
operator. This may be done by scratching the date on the metal shell of the tube with the point 
of a knife or other sharp tool. i 

The 9 volt “C” battery (type D6BP) mounted in the junction box is provided with a label to 
record the date when installed, and also the date when it should be replaced. If for any reason 
the operator finds it necessary to replace the “C” battery with his spare “C” battery, he should 
enter this fact in the log, recording when the old “C” battery was taken out, when the new one 
was replaced and on the label of the new battery he should write the date when installed. The 
“C” battery should be replaced when it falls below 8.5 volts, 


GENERAL MAINTENANCE AND REPAIRS AT SEA 


If normal operation of the auto alarm cannot be obtained, the radio operator should proceed 
as follows: 
IMPORTANT: Do not remove relay cover or oven cover on the auto alarm panel or work with 
tools around any of the parts unless the master switch is in the “off” position. 
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. 1—Check with three range radio room voltmeter to determine if the 110 volt line voltage 
‘and six volt battery power exists across the appropriate input terminals in the junction box. If 
correct readings are obtained make similar measurements across the proper terminals of the 
receiver-selector unit. Refer to T-351. 

2—Make certain that all leads on the junction box terminals from number 1 to 32 inclusive 
are tight and making good connections. 

38—Relay contacts should be checked and cleaned, if necessary, to insure proper contact. To 
clean contacts use the special burnishing tool which is furnished, taking care not to remove too 
-much contact material with the burnisher. 

4—If defective tubes are suspected, they should be replaced one at a time, starting with the 
6-A-8 tube, always returning good tubes to the same socket from which they were removed. This 
will avoid confusion in locating a defective tube. Type 1611 tubes may be checked for emission 
by placing them successively in the second socket from the left in the lower row of tubes. This is 
the radio relay tube socket and the plate current of this tube may be read by the milliammeter 
with the switch.in position number four. Normal tubes with 100 volts line should show a plate 
current with no incoming signal of approximately 7 milliamperes or more. When checking tubes 
all tube sockets must be filled, otherwise bells will ring. 

5—Each selector circuit may be checked by sending a test signal through the auto alarm 
and successively placing the “current” switch. in position 1, 2 and 3. In position 1 after a long 
dash a current of approximately 8 to 10 milliamperes will be obtained. In position 2 after a long 
dash a similar value will be obtained. To check selector number 3 place the switch in position 3, 
send a 4 second dash with the test buzzer and then observe after about 5 seconds that the meter 
reads momentarily a value of approximately 6 milliamperes. The third selector tube shuts off its 
own plate current after it checks a space and for this reason only a momentary meter reading 
will be obtained. 

) 6—It is possible to check various voltages in the junction box and on the various component 
units back of the auto alarm panel by referring to diagram T-351, and by using the three range 
voltmeter which is carried in'the radio room. Such a voltage analysis will enable the operator to 
determine if open circuits or poor connections exist in various parts of the circuits. 

7—The switch contacts om the master switch should be checked occasionally to insure that 
they are making good connection, removing any corrosion or oxidation which may have taken 
place. 

8—Normal operation of the oven heater will be indicated by intermittent: operation of the 
small pilot light mounted on the back of the junction box cover. This pilot light is provided to 
enable the radio operator to determine that the oven circuit is operating normally whether or 
not the auto alarm is on watch. 

9—If for any reason the auto alarm 6 volt battery becomes discharged the operator should 
substitute one of the radio room 6 volt storage batteries temporarily. The auto alarm battery 
should then be placed on charge from the standard radio room “A” battery charger. The opera- 
tor should determine why the auto alarm battery became discharged. The auto alarm master 
switch is arranged to place the 6 volt battery on charge at a rate of approximately 2 amperes 
whenever, the master switch is in the “off” position. This charging rate is sufficient to keep the 
alarm battery fully charged if the alarm is "on watch" for a period of 18 hours daily. In other 
words 6 hours charging in each 24 hours will keep the battery in good condition. If either or both 
battery charging resistors at the top of the junction box should become defective, standard 110 
volt 100 watt lamps may be used as a substitute. 

10—When replacing the 9 volt "C" battery, make certain that the green lead connects to 
the negative terminal and the brown lead to the positive terminal. -No current is taken by the 
"CO" battery, therefore if early "C" battery replacement is necessary look for shorts or leakage. 
A voltmeter connected in series with one of the "C" battery leads should show no reading for 
normal operation: | 

11—If plate current is obtained through each selector relay as explained under “5” above 
and the stepping relay does not operate, inspect the contacts on the selector relay in the oven. 
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Remove oven cover screws and carefully withdraw the oven cover straight out to prevent break- 
age of the thermometer. Relay contacts may now be examined and cleaned if necessary. 

19— Note that the 6 volt storage battery has two fuses in the positive side of the circuit, a 6 
ampere glass fuse in the junction box and also an external 10 ampere fuse installed near the bat- 
tery. Short circuits in the 6 volt circuits in the auto alarm or junction box will normally cause 
the 6 ampere glass fuse to blow. Short circuits in the wiring to the warning bells will cause 
blowing of the external 10 ampere fuse. This arrangement allows the warning bells to ring when 
the 6 ampere_fuse is blown. Both fuses should be inspected in case of trouble. Always use the 
specified ratings when replacing fuses. 

18—The line voltage relay will also cause the bells to ring if the polarity of the 110 volt ship- 
board line is reversed. The voltmeter on the receiver-selector unit in switch position 5 will also 
indicate this condition by reading in the reverse direction. 


TYPICAL READINGS OF CURRENT AND VOLTAGE FOR NORMAL 
AUTO ALARM OPERATION 


The following readinc; are based on an average line voltage of 100 volts. Higher line volt. 
ages will give slightly higher readings. 


CURRENT SWITCH 


Position 1—First selector relay closes at approximately 4 M.A. 

Position 2—Second selector relay closes at approximately 6.5 M.A. 

Position 3—Third selector relay closes momentarily at approximately 6.5 M.A. 

Position 4—Signal relay plate current is 7.5 M.A. with no incoming signal. With signals, lower 
values, down to zero, will be obtained. 

Position 5—Not used. 


VOLTMETER SWITCH 


Position 1—Grid charging voltage 52 volts. 
Position 2—Grid bias on selector tubes 1 and 2, 29 volts. 
Position 3—Grid bias on third selector tube, 29 volts, 
Position 4—Heater voltage 60 volts. 
Position 5—Reads ship’s line voltage. 
When going off watch the operator should always leave the “current” switch 1n position 1 
and the "voltage" switch in position 5. If the current switch is left in position 4 the milliamme- 
ter will follow all incoming signals, causing unnecessary wear and tear on the instrument. 


TESTING AUTO ALARM UNDER SEVERE STATIC CONDITIONS 


Occasionally when static is very severe the sensitivity control cannot be advanced far enough 
to permit the test buzzer to actuate the receiver without causing the radio relay to "block" from 
the static. To test the alarm under these conditions place a temporary short circuit between the 
AA terminal and ground terminal on the master switch. After the test the short circuit should 
be removed and the sensitivity control adjusted to optimum for the prevailing noise level. 


UNDERSTANDING SELECTOR ACTION BY OBSERVING RELAYS 


]—Transmit *"V"s or other code signals with test buzzer. Radio relay will follow keying 
and milliammeter in position 4 will show a lower reading each time buzzer is operated. No 
other relays will operate. 

2—Transmit one four second dash. Radio relay will operate instantly and after 3.5 seconds 
number 1 selector relay in oven will close, auxiliary relay will close, "notch" coil will be energized 
and stepping relay will advance one position. This checks if dash is long enough. 
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3—Transmit one dash of 5 seconds or more. Same action as under "2" above will take place 
and in addition number two selector relay in oven will close and "restore" coil on Stepping relay 
will be energized. When long dash is broken stepping relay will return to zero or normal posi- 
tion. This checks overlong dashes. 

4— Transmit one four second dash to advance stepping relay one position and then break this 
dash. After approximately 6 seconds "restore" coil will click and stepping relay will return to 
zero. This checks spaces, 

5—Transmit four correct 4 second dashes separated by 1 second Spaces and watch the step- 
ping relay move up with each dash, finally causing the bell ringing relay to lock in when the 
fourth dash is broken. Note that each dash, including the fourth dash must be followed by a 
space to lock in the bell ringing relay. If the fourth dash (or any other dash) is too long the re. 
store coil is energized on the stepping relay 





PREVENTING OVERCHARGE OF 6 VOLT BATTERY 


When the ship is in port or drydock or if the auto alarm is in use for only a few hours 
each day, the 6 volt storage battery may become overcharged. To avoid this use one charging 
resistor .f the alarm is in use only a short time daily. 1n port or in drydock remove both charg- 
ing resistors by unscrewing from sockets. 
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CHAPTER 27 


Short Wave 
Receiver Principles 


As short waves permit the reception at much greater dis- 
stances than that with longer waves, regularly employed by 
commercial broadcasting stations, it has become the practice to 
transmit important programs simultaneously on both long and 
short waves. 

Generally a radio program received at a frequency at or 
above 1,500 k.c. is classed as short wave reception, and the 
simultaneous transmitting and receiving of radio waves at or 
above 1,500 &.c. is classed as short wave communication. 

Short wave communication at present is carried on at wave- 
lengths down to 5 meters or 60 megacycles (60,000,000 cycles 
per second) although it is now becoming apparent that in the 
near future the ultra short wave range of from 5 down to 1 
meter, 60 to 300 megacycles will be considered as familiar and 
useful territory. 

However, as the radio tube design is so closely associated 
with the utilization of ultra high frequencies it is apparent that 
the exploration of the frequency band of between 60 to 300 
megacycles will have to wait for the research laboratories, who 
in this case must lead the way for successful operation. 
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The problems introduced in the design of equipment by the 
attempt to raise the limitations of high frequencies of the order 
mentioned above can best be appreciated by speaking in terms 
of wave-lengths. 

The wave-length determines directly in the same units the 
approximate maximum physical size which the equipment to 
produce that frequency may attain. This results from the fact 
that the greatest speed at which energy may be sent along 
an electrical circuit is the same as that of the electro-magnetic 
energy in space—the velocity of light or approximately 300,- 
000,000 meters* per second. 

In practical circuits, however, due to the fact that induc- 
tance and capacitance lowers the speed of electrical energy, 
this speed is never reached. 

From this it follows that the circuits then must be smaller in 
extent than the wave-lengths and the tubes themselves will be 
very small in physical size. 


Wave Length and Frequency.—Since as stated the electro- 
magnetic energy and flux lines move with the velocity of light of 
approximately 186,300 miles or 300,000,000 meters per second, 
the distance between two successive maxima of electric strain 


directed in the same direction, or as usually expressed, 
300,000,000 


Wave length (in meters) = Frequency (in cycles per second) (1) 


or Frequency (incycles per second) = 300,000,000 (2) 
Wave length (in meters) 
From the formula it is apparent that the shorter the wave 
length the higher is the frequency. 


*A unit of length in the metric system: It represents approx. a ten-millionth 
part of a quadrant of the earth's meridian measured from the equator to the 
pole through Paris; one hundred centimeters or 39.37 inches. 
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For example, if the wave length be one meter (which is not 
at present a practical wave length) the corresponding frequency 
is 300,000,000 cycles, 300,000 kilo-cycles (k.c.) or 300 mega- 
cycles per second. 

In general usage, however, ‘“‘per second” is usually omitted, 
it being generally understood that so many kilocycles (&.c.) or 
so many megacycles always include the prefix per second. 


Example.— What are the frequencies for wave lengths of 5, 25 
and 100 meters? 


Solution.—Substituting 5 in formula (2) 


Frequency = -300,009,000 = 60,000,000 cycles 


60,000 kilocycles or 60 megacycles. 


Similarly substituting 25 and 100 in formula (2), 12 and 3 
megacycles respectively are obtained. 

In order to facilitate the transformation of wave length in 
meters to frequency in kilocycles or vice versa, a table supplied 
by the courtesy of the Bureau of Standards is found on pages 
539 to 542. 

This table is based on the factor 299,820 meaning that the 
value of the aforementioned speed of light instead of being 
300,000 kilometers per second is more closely 299,820 kilo- 
meters per second. 

The odd and even columns in this table are related to each 
other; that is the first column is related to the second, the third 
column to the fourth and so on. Fundamentally the numbers 
in the odd columns first, third, fifth, etc. refer to wave-lengths 
in meters. These columns are continuous numeric from 10 
to 10,000 meters. 

It is obvious from the previous discussion — the frequency 
corresponding to 10 meters is equivalent to a frequency of 
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29,982 kilocycles and that the frequency corresponding to 
10,000 meters is equivalent to 29.982 kilocycles. 


The table is also reversible. The designations for frequency 
in kilocycles (kc) and wave length (m) are placed at the top of 
each column. 

From this table it is also possible to determine frequencies 
and wave-lengths above or below the values included. Thus the 
frequency corresponding to 5 meters may be determined by 
selecting the number 50 in the first column and reading it as 5. 
The answer is 59,960 kilocycles or 59.96 megacycles. In the 
same manner for 2.5 meters one would select the number 250 in 
the first column and read it as 2.5. The answer in this case is 
119,900 &.c. or 119.9 megacycles. 

In all cases it is merely a matter of shifting the decimal point 
to its correct place. 


High Frequency Reception.—Due to inductance and capaci- 
tance effects between coils and wires, the requirements of re- 
ceivers for short waves are different, from that of ordinary re- 
ceivers. This is on account of the high frequencies associated 
with short waves. 

In a short wave receiver all wires from grids and plates of 
tubes should be kept short and well separated. It has been found 
to be good practice to utilize buss bars in the wiring, as well as 
metal panels, well grounded—this in order to mitigate the ever 
present hand-capacity when tuning. 

Most short wave set designers do not fully appreciate the 
fact that the entire success of their receivers depend upon how 
smoothly and easily they can control regenerative action of the 
detector tube. 

Hence the control of regeneration in the detector stage is an 
important factor for successful short wave reception. 
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Relations of natural wavelength in meters (rm) to frequency in kilocycles 
(k.c.). (Tables are reversible.)— (continued) 
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Relations of natural wavelength in meters (m) to frequency in kilocycles 
(k.c.). (Tables are reversible.)—(contznued) 
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Relations of natural wavelength in meters (m) to frequency in kilocycles 
(k.c.). (Tables are reversible.) —(continued) 
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Relations of natural wavelength in meters (m) to frequency in kilocycles 
(k.c.). (Tables are reversible.) 


m. ke. m. 
39.92 8,510 
39.87 Š 8,520 
39.82 . 8,530 
39.76 : 8,540 
39.71 ; 8,550 
39.66 : 8,560 
39.61 3 8,570 
39.55 8,580 
39.50 ; 8,590 
39.45 8,600 
39.40 8,610 

T a 8,620 
8.630 

8,640 

8,650 

8,660 

8,670 

2 5 8,680 
38.99 ; 8,690 
38.94 ^ 8,700 
38.89 ? 8,710 
38.84 : 8,720 
38.79 8,730 
38.74 36.39 8,740 
38.69 : 8,750 
38.64 ; 8,760 
38.59 ; 8,770 
38.54 : 8,780 
38.49 È 8,790 
38.44 : 8,800 
38.39 2 8,810 
38.34 " 8,820 
38.29 i 8,830 
38.24 x 8,840 
38.19 : 8,850 
38.14 . x 8,860 
38.10 i 8,870 
38.05 5 8,880 
38.00 : 8,890 
37.95 : 8,900 
37.90 : 8,910 
37.86 : 8,920 
37.81 : 8,930 
37.76 z 8,940 
37.71 — 8,950 
8,960 

8,970 

8,980 

8,990 





9,000 
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Among the various methods in use, one is to use a variable 
condenser from one side of the tickler coil to ground as shown 
in fig. 2 and also have a variable resistor to vary the plate 
voltage applied to the plate of the detector tube. 


In case when a transformer stage is used following the detec- 
tor it is often found that the placing of a fixed condenser across 
the primary of the transformer or from the plate side of the 
transformer to the ground will greatly assist in stabilizing the 
circuit and facilitate regeneration control. 


In case where two audio stages are employed, the common 
audio howl may be eliminated by the connection of a small 
100,000 ohms resistor across the secondary of the first audio 
transformer. 


When the short wave receiver is operated from a.c. current, 
the line power supply should be well filtered. Transformer, in- 
ductors and condensers should have a static shield. 


As the short wave receivers are very sensitive in tuning, 
vernier dials should be employed. 


Types of Short Wave Receivers.—Generally short wave 
receivers are governed by the same construction principles as 
that associated with ordinary broadcast band receivers previ- 
ously discussed. 


Referring to figs. 1 to 4, Chapter 13, a short wave receiver 
may consist of various arrangements from a simple single tube 
regenerative detector circuit to an elaborate super-infra re- 
generative type. 


Short Wave Tuning.—One of the first things to be experi- 
enced by the short wave beginner, is the picking up of broad- 
cast stations which cannot be located on available charts 
showing channel assignments. 
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What actually occurs is that the harmonics of stations operat- 
ing in the regular broadcast band is received. Each harmonic 
has a definite wave, just as much so as the broadcast stations’ 
fundamental carrier wave. A harmonic must have exactly 
twice, three times, five times, nine times, etc., the frequency of 
the fundamental (corresponding respectively to 1/2, 1/3, 1/5, 
1/9 and so on) wave length. Many of these harmonics can be 
heard on any short wave receiver. 

When one of them is picked up and the station identified, it 
is only a matter of division to determine the exact wave to 
which the receiver is tuned. By checking a number of these 
harmonics, with the known short wave stations, it 1s a simple 
matter to draw up a calibration curve for each coil of any short 
wave set. 

Simple Short-wave Receiver.—A simple single tube super- 
regenerative receiver circuit is shown in fig. 1. To those 
familiar with the Armstrong super-regenerative arrangement, 
the diagram will more or less explain itself. It will be noted that 
one of the chief drawbacks with this circuit is the poor selec- 
tivity, which together with the enormous 7.f. amplifying prop- 
erties, make this disadvantage even more serious. 

In order to overcome this short-coming, a form of pre-selector 
circuit is employed which is coupled to the grid circuit by a small 
capacity condenser; it is advantageous for this to be variable. 

This may sound rather unreasonable for short-wave recep- 
tion where all possible losses should be avoided, but in practice 
it makes little difference to a super-regenerative receiver, where 
the sensitivity is very high. 

All of the tuned circuits and associated parts including the 
tube which 1s of the screen-grid type are completely screened— 
on top as well. This is very important if the selectivity gained 
by additional tuned circuits is to be realized, since a super- 
regenerative receiver will pick up on the coils and wiring to a 
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surprising extent, even though screened all around, and an 
aerial often makes little or no difference to the rectified output. 
In order to avoid extra coil changing, the aerial coil can be 
tapped to cover the required wave-length bands, while the 
grid coil can be interchangeable; or two of the common dual- 
range short-wave coils can be utilized. Efficiency of coils is not 
so very important. Coils wound on any old forms will give 
satisfactory results PHONES 
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FIG. 1—Schematic diagram of a single tube super-regenerative short-wave 
receiver. 


It must be clearly understood that a receiver of this type 
requires considerable practice and patience before the best 
results can be obtained. 

The strength of the quencher oscillations (controlled by the 
variable resistance) has an important bearing on the perform- 
ance of the receiver, and the best strength can only be found by 
trial, and may vary with different wave-lengths. 
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For those who want to get the utmost out of a single tube, 
there is nothing to compare with the super-regenerative circuit, 
and with improved selectivity, it bids fair to rival many of the 
smaller superheterodyne arrangements. 
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FIG. 2—Schematic diagram of a single tube regenerative detector short-wave 
receiver. For best results the choke (r.f.c.) should be carefully chosen for 
use at high frequencies, with its natural resonant period in the lower fre- 
quency and below 1,500 k.c. 


Distance Ranges of Various Wave-lengths.—All radio wave 
transmission takes place by the propagation of a Ground-Wave 
along the ground, or a Sky-Wave reflected or refracted from the 
Kennelly-Heaviside layer, or by both means. 

Radio waves are subject to absorption both in the ground and 
in the ionized upper atmosphere. Ground-wave absorption 
generally increases with the frequency and is reasonably con- 
stant with time over a given path at a given frequency; it varies 
for earth of different conductivities and dielectric constants. 
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Sky-wave absorption, however, is not constant with time 
frequency and path; it appears to be maximum in the broad- 
cast band (550-1,500 kilocycles) decreasing with change in fre- 
quency in either direction. 

During the day-time this absorption of the sky-wave is so 
great that there is practically no sky-wave, from frequencies, 
somewhat below and above the broadcast band, the specific 
limits however vary with the seasons. Therefore sky-wave prop- 
agation in the day time is only noticeable in the lower and higher 
frequency ranges. In the night, however, sky-wave propagation 
takes place on all waves except extremely high frequencies. 


Other Influences Affecting Sky-Wave Propagation.—Sky- 
wave propagation is also materially influenced by condition and 
changes in ionization of the Kennelly-Heaviside layer. 

Daily variation of daylight and darkness in the path of the 
waves (see charts, pages 548 and 549) and also factors such as 
latitude, season of the year, magnetic and solar disturbances 
have been found to influence this ionization. 


Long-Distance Reception.—High-frequency reception at 
great distances is due entirely to the sky-wave. However, above 
a certain frequency which may be as low as 4,000 kilocycles as 
shown on chart, page 548, no appreciable portion of the sky- 
wave radiation is reflected back from the Kennelly-Heaviside 
layer in a certain zone surrounding the transmitter. 

In the area bounded by the inner edge of this skipped zone, 
the receiver wave may be composed of both the ground-wave 
and the sky-wave, the sky-wave being appreciable on fre- 
quencies up to about 6,000 kilocycles in the summer and 12,000 
kilocycles in the winter. The sky-wave intensity in this area is 
ordinarily much less at night than in the day. The outer boun- 
dary of the skipped zone is commonly referred to as the Skip- 
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Width of shaded boundaries indicates variations of averages reported by 
different observers. 


The scales of abscissas and ordinates are cubical (i.e., numbers shown are 
proportional to cube of distance along scale, or, distance along scale is pro- 
portional to cube root of numbers). This was chosen because it spaces the 
data satisfactorily. Obviously a linear scale would crowd the low values too 
much and a logarithmic scale would crowd the high values too much. The 
graphs shows the limits of distance over which practical communication is 
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distance. This distance increases with the frequency and varies 
daily and seasonally. Beyond the skip-distance, the sky-wave 
radiation is received with useful intensity. 

The graphs given on pages 548 and 549 showing the distances 
for good reception during the day and the night, for summer and 
winter season as found by test and recorded by the United States 
Bureau of Standards. The graphs assume the use of about 5 
K.W. radiated power, and non-directional antennas. 

For transmission over a given path, received intensity is pro- 
portional to the square root of the radiated power, but there is 
no simple relation between the range and either radiated power 
or received field intensity. 


How High Frequency Reception Is Affected by Day, Night 
and Seasonal Changes.—Reception on higher frequencies 
(above 12 megacycles) is generally more satisfactory during the 
day than at night, on frequencies below 6 megacycles, however, 
the reverse is usually true. 

Except in rare instances, frequencies above 12 megacycles 
can be heard only when the path between the transmitting 
station and the receiver lies entirely in daylight. It has also been 
found that frequencies from 6.5 to 15 megacycles are received 
best when either the transmitter or receiver lies in darkness, but 
not both. 

The time of the day must also be taken into consideration in 
high frequency reception. The handy chart shown on page 551 
gives the corresponding time in all parts of the globe, and will be 
of valuable help in determining the time and whether it is day 
or night at the transmission point. 

For example, when it is 8 P.M. in New York and 7 P.M. in 
Chicago, it is 9 A.M. in Melbourne; 1 A.M. the next day in 
London and 2 A.M. of the next day in most of Europe. During 
those hours, of course, the European broadcasting stations are 
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CHART SHOWING CORRESPONDING TIME FOR ALL PARTS 
OF THE GLOBE 
European (Eastern Time) = European part of Russia, Finland, Egypt, South 
Africa. 
European (Middle Time) =Norway, Sweden, Germany, Poland, Czecho- 
slovakia, Austria, Italy, Switzerland. 
European (Western Time) = England, France, Holland, Belgium, Spain. 

The above chart shows the character of the intervening zones (day or night) 
to be bridged between the points of transmission and reception, as well as the 
corresponding time difference between the point of reception and any other 
part of the World. 
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Example on How to Use Chart.—Assume the radio amateur lives in 
Chicago. At 5 P.M. he wants to know what time it is in Japan. Follow the 5 
opposite central standard time and travel upward until intersection is made 
with the line *'reading" Japan which is 8. Which means 8 o'clock A.M. the 
next day. The change of date naturally is due to the crossing of the interna- 
tional date line. The black bands on the chart indicates approximately dark 
hours of the day. 


seldom operating. Hence on the American continents, tuning 
for stations in Europe must be done during the afternoon or early 
evening. Australian stations, however, will be received in the 
early morning. 

In addition, the season of the year also affects reception. 
Better reception on the higher frequencies may generally be 
excepted during the summer months and better reception at 6 
megacycles and above during the winter months. 


Although reception on higher frequencies generally is very 
little affected by atmospheric or static, and good results may be 
had in mid-summer even during a thunder storm. The same, 
however, is not true of so-called man-made static, such as 
trolleys, dial telephones, motors, electric fans, automobiles, 
airplanes, electrical appliances, flashing signs, oil burners, etc., 
which create far more interference on high frequencies than they 
do on ordinary broadcast frequencies. 

As an example of the interpretation of the table on effect of 
time, day and season of the year on high frequency transmis- 
sion assume that you are in New York and that the time is 
] P.M. mid-summer, and that you tune in a station in Chicago 
on approximately 15 megacycles (20 meters wave length). 
Assume now, that this station transmits a continuous program 
and that your receiver is left tuned in. Several hours later the 
signal will fluctuate excessively and finally will fade out en- 
tirely or become unintelligible. This can be accounted for by 
the fact that, at mid-summer, the "'skip distance" is approxi- 


ot 
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mately 400 miles at noon and increases to 2,500 miles at mid- 
night. Chicago is approximately 600 miles from New York and 
is one hour later in time; therefore, some few hours after noon, 
in Chicago, the “‘skip distance" will have so increased that 
reliable reception on 15 megacycles cannot be obtained in 
New York. 

It is also well to note that in midwinter, the “skip distance" 
for 15 megacycles is approximately 900 miles at noon and be- 
comes infinity at midnight—showing that reliable reception 
could not be effected at this frequency between Chicago and 
New York; therefore, if you, located in New York, became ac- 
customed during the summer, to receiving a regular 15 mega- 
cycle program at noon from Chicago, then as winter came on, 
the period of time during which reliable communication could 
be effected, would decrease until at no time could a signal be 
heard. The reverse would be true the following spring. 


Example.—Jf 10 k.c. be taken as the necessary frequency 
“spread” of a broadcasting station, how many stations could be 
operated on wave lengths between— 


a. 100 and 600 meters 


b. 3 and 8 meters. 


Solution.—All that is needed here is to express the various 


specified wave-lengths as frequencies. The frequency corre- 
8 


sponding to a wave-length of A meters is given by È x£ cycles 
per second. 

The first band of broadcasting stations will thus have fre- 
quencies between 3,000 and 500 k.c. This range occupies a 


band of 2,500 k.c. so that it would accommodate — or 250 
stations. 
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The second group of stations will occupy that part of the fre- 
quency "spectrum" between 100,000 and 37,500 k.c., i.e. a 
band of 62,500 k.c. it would thus provide for 6,250 stations. It is 
interesting to note that the second group could contain 25 times 
the number of stations in the first, i.e. it has provisions for 
exactly 6,000 more stations. 

This illustrates in a very striking manner the possibilities 
offered by the short waves in overcoming the congested state of 
the ether in present day broadcasting. With growing technical 
advancement the vexed problem of quality and interference may 
ultimately be solved along these lines. 
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CHAPTER 28 


Coil Calculations 


Coil Design Calculations.—It has been shown on page 49 
that any inductance in combination with a certain capacitance 
will start to resonate (be in resonance with) at a certain definite 
frequency, which frequency may readily be found by the 
expression— 


159,000 
= —— AE EEI A ET A EENT E Ute ] 
J «v CXL 2 
tromewhich me CLA eee (2) 
2 
aad — DM MEM (3) 


In a more convenient form for calculation purposes, formulas 
(2) and (3) may be written— 





— 2.528 x 101 
C= PxL e * » ^ e 4 ? 9 4 e. 9 4 4 à 4 à c (4) 
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In the preceding formulas (f) denotes the frequency in cycles 
per second, (C) the capacitance in micro-farads and (L) the 
inductance in micro-henries. 

The formula for the natural wave-length in meters at which 
resonance takes place as shown on page 379 is— 


À-21,854./CXL..... eese (6) 
in another form the above equation may be written 
A2 
C= Msn lie Le (7) 
d X 
an L= INE x 105 Gi ur c C clog ret eet Ste ny eee (8) 


L and C again represents the inductance and capacity of the 
circuit in micro-henries and micro-farads respectively. 

The formula for the inductance of the helical single layer coil 
is— 
0.2 A?« N? 
1 =3A49BL IOC faba Spe Pap ee Oa (9) 


Where ZL =Inductance in micro-henries 
N =Total number of turns 
A = Inside diameter of coil in inches 
B=Length of winding in inches , 


C = Radial depth of coil in inches (which value may be 
omitted for single layer coils) 


This formula will be of assistance and is preferred to the cut 
and try methods which are often found to be of little help when 
exact values of inductance are required. 
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Sometimes it may be most convenient to use an existing coil 
form in which case the diameter is given, the only trouble being 
then, to determine the number of turns of a certain wire or the 
length the wire would occupy. - 

Under those conditions a method which has been found to be 
most convenient for obtaining the value of N, is as follows: 


]. Determine the size of wire to be used after a careful con- 
sideration of current to be carried and the wave bands to be 
covered. 


2. Decide upon the number of turns per inch that will be 
used. (A consultation of any wire table will give the factors 
under 1 and 2.) 


3. Now express (B) as ratio between the total number of 
turns (N) and the number of turns per inch (K) or 





FIG. 1—Cross-section of single layer coil. 


Example.— Whet is resonant frequency of a circuit having an 
inductance of 200,00 micro-henries with a series condenser of 20 
rucro-farads? 
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Solution.—This example provides a simple exercise in using 
formula (1). With the inductance and capacitance in micro- 
henries and micro-farads given, the only unknown is the fre- 
quency (f) at which the combination will become resonant, thus: 


f= .. 199,00 — E or 79.5 cycles per second. 


/20 200,000 2. 


Example.— What inductance is required in the secondary wind- 
ing of a radio-frequency transformer, when it is to tune to a wave- 
length of 600 meters, and the variable condenser 1s sel al ils maxi- 
mum capacitance which is 0.00025 micro-farads? 


Solution.—From equation (8) page 556 is obtained— 


600? 


| 3.58x105x0.00028 ^ 406 micro-henries 
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FIGS. 2, 3 and 4—Showing arrangement of typical coils and coil forms. 
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Example.— Assume that a coil 1s to be wound on a coil form of 
one inch diameter with a required inductance of 240 micro-henries. 
The coil is to be employed on a short-wave receiver for reception on 
160 meters, and ii is hence decided to use No. 32 enamel wire close 
wound. The wire table gives the number of turns per linear inch 
as 120. From this data it is required to find the total number of 
turns (N). 


Solution.—In the present example with reference to equation 
numbers (9) and (10) the only unknown term is the total num- 
ber of turns (N) of the coil. This problem offers a simple applica- 
tion on the formula for coil design calculations, and it is advis- 
able that before proceeding with our calculations, to put down 
all the known factors enumerated in the present example, thus: 


Diameter of coil (A) 2 1 inch 


Number of turns per linear inch (K) =120 
ee N N 
Length of winding (B) =x PO 


Inductance of coil in micro-henries (L) =240 


Applying the known factors te equations (9) and (10) we 
obtain— 


uo DAI ROME 


3S4 9N  360+9N 
120 


which after dividing both sides of the equation by 24 and re- 
arrangement of terms becomes— 


N?—90N -3600-0 ' 
or N-45-c4/45?4-3600 =45+75 
from which the positive root equals 120 turns. 
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FIGS. 5 to 12—Data for standard short and medium wavebands plug in coils. 
showing arrangement of windings. 
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CHAPTER 28A 


Frequency Modulation 
(F.M.) 


Fundamental Principles.— The method of transmitting 
speech and music by radio is universally effected by varying the 
amplitude of the radio waves by the waves of sound which 
strike the microphone. 

By means of another and until quite recently, neglected 
method, the frequency of radio waves is made to vary while the 
amplitude remains constant. This is known as Frequency 
Modulation, and is presently employed by numerous trans- 
mitting stations operating under the Armstrong patents. 


Wave-Lengths Used.— Whereas in the regular broadcasting 
band wave-length of from 500 to 1,500 &.c. are employed, a 
frequency modulated wave takes a part in the frequency spec- 
trum of from 42 to 200 m.c. At present regular assignments 
are from 42 to 50 m.c. (Mega-cycles). 

Assuming a maximum frequency deviation for each F.M. 
station of 200 k.c. that is 100 &.c. on each side of the carrier, it 
is evident that one locality would accommodate 8/0.2 or 40 
stations. This illustrates the advantage of frequency modulation 
in opening new and uncrowded channels for broadcasting. 
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Distances covered by F.M. transmitters.—Frequency modu- 
lated transmitting stations are designed to cover a number of 
square miles surrounding the station with a pragram signal of 
sufficient strength to cover that area. This service area is 
determined by the Federal Communication Commission 
(F.C.C.) and varies from 3,000 square miles up to 20,000 
square miles. 

Thus, the radial reception limits from the transmitting station 











3,000 20, 
are | — 31 miles, and N PIU — 80 miles approximately. 
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Station Call Letters.—A new type of station call letters has 
been originated for frequency modulation which does the two- 
fold job of telling where the station is on the dial and where the 
station is located geographically. 

The first letter (see dial chart, fig. 1) indicates on which 
side of the Mississippi River the station is located; W for East 
and K for West. The two numbers give the station frequency. 
Since all F.M. stations are within the 42 to 49.9 megacycle 
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FIG. 1—Frequency modulation part of the radio spectrum with dial position 
of stations in operation and under construction. Due to possible changes in 
frequency assignment, the above chart may not be assumed correct, but 
serves to illustrate the present location of certain stations. For correct 
location of your F.M. station consult the Federal Communications Com- 
mission or licensed station officials. 
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band the ''40" is common to all stations. Hence, only the unit 
and decimal part of the frequency are given in the call. Thus 
"67" means 46.7 megacycles and ''99" means 49.9 megacycles. 
The last letter or letters represent the City where the station is 
located; “N.Y.” stands for New York and "C" for Chicago, etc. 


Comparison of the Two Systems.—In the conventional 
system of reception, most interfering noises are amplitude 
modulated and so receivers designed to receive amplitude 
modulated signals also receive radio interference. 

Frequency modulated signals received on sets designed ex- 
clusively for such reception would give greater freedom from 
interference. This is the most vital point in the system. 
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FIG. 2—Diagram illustrating comparative tone coverages of average ampli- 
tude modulated and frequency modulated receiver. 
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The advantages in reception when using frequency modu- 
lation are: 


1. Freedom from static interference. 


2. A greatly extended musical range. (See fig. 2.) 


The main difference between the amplitude and frequency 
modulated receiver is apparent from block diagrams figs. 3 
and 4. 
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FIGS. 3 and 4—Receiver block diagrams showing sequence of amplitude 
modulated and frequency modulated stages. 


With reference to diagrams, both types may have a radio 
frequency stage, the primary function of which is to provide 
adequate selectivity and voltage gain. 

A converter stage, consisting of a single tube functioning as 
mixer and oscillator, or two separate tubes performing these 
functions is common to both circuits. 
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The Intermediate Frequency Amplifier.— Though an inter- 
mediate frequency amplifier of one or more stages is also 
ccmmon to both, the intermediate frequency amplifier in a 
frequency modulated receiver differs from that of an amplitude 
modulated one by reason of its wide-band characteristics. 

In an amplitude modulated receiver the intermediate fre- 
quency amplifier is designed to reject a signal more than 10 to 
15 k.c. from that to which the amplifier is tuned, whereas the 
intermediate frequency amplifier in a frequency modulated 
receiver is designed to pass a signal without appreciable attenu- 
ation, as much as 100 &.c. on either side of the frequency to 
which the intermediate frequency transformers are aligned. 

There are various methods employed to obtain this band- 
width. In some instances, the primary and secondary windings 
are over-coupled to broaden out the response curve. 
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FIG. 5—Illustrates use of resistive loading to broaden response character- 
istics. 


The great majority of frequency modulated receivers, how- 
ever, employ shunt resistors, to load up either or both of the 
primary and secondary windings to obtain the required 150 to 
200 k.c. band-width. In some early receivers as well as several 
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frequency modulation adapters both primary and secondary of 
the intermediate frequency transformers are shunted by re- 
sistors as indicated by fig. 5. 

The values of these shunt resistors varies with each receiver 
model, and depends upon transformer design and degree of 
loading required in each case to secure the band-spread. 
Resistor values from 10,000 to 50,000 ohms are most commonly 
used for this purpose. 
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FIG. 6—Shows action of limiter in clipping modulation peaks beyond linear 
portion of characteristic. 


The Limiter Stage.—Again referring to our block diagram 
fig. 4 a limiter stage is shown. This is essentially an inter- 
mediate frequency stage, and consists of one or two amplifier 
tubes so arranged as to deliver constant output regardless of 
wide variation in signal input. 

The tubes employed as limiters are usually of the pentode 
type, having sharp cut-off characteristics, and operated at 
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low plate and screen-voltages, so that plate current cut-off 
occurs with relatively small grid bias or signal input. 

Normal signal input will swing the grid voltage considerably 
above and below the linear portion of the tubes characteristic 
curve. 

Positive peaks beyond the range of the limiter tube will be 
clipped by grid-bias limiting, whereas negative signal peaks 
will be clipped due to plate current cut-off. In this manner, 
variations in signal delivered to the limiter which are greater 
than the operating limits of the tube are clipped and have no 
effect on plate current. 
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FIG. 7—Limiter circuit used in certain Stromberg Carlson frequency modu- 
lation receivers. 


Since static and noise disturbances, primarily produce 
amplitude changes in the signal, as do tube noises, the clipping 
of the amplitude changes removes the disturbing effects but 
leaves the frequency modulated signal unaltered. This action is 
illustrated in fig. 6. 

For complete noise elimination, it is essential that the signal 
voltage appearing at the limiter grid be sufficiently great to 
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swing the grid bias to plate current cut-off and saturation 
points. 

Limiter tubes are generally operated at zero bias or with 
small bias voltage. The limiter circuit shown in fig. 7 is repre- 
sentative of a great many frequency modulation receivers. 


LIMITER 





FIG. 8—Limiter circuit employed in certain General Electric frequency 
modulation receivers. 
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FIG. 9—Limiter circuit used in certain Pilot frequency modulation receivers. 
Terminal indicates connection for indicating instrument. 
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Another limiter circuit is shown in fig. 8. In this circuit the 
load resistance is connected in the secondary return, the 
tube being supplied with a small initial negative bias. 

Circuit fig. 9 shows a low value resistor connected in series 
with the limiter load resistor so that an indicating meter may 
be conveniently connected. 

Circuit fig. 10 shows how two tubes may be arranged in 
cascade to operate more efficiently as limiters. 
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FIG. 10—Double limiter circuit employed in certain General Electric fre- 
quency modulation receivers to obtain more effective action. 


The Discriminator.—The last important point of difference 
between the amplitude modulated and frequency modulated 
receiver concerns the second detector or demodulator. 

In the frequency modulated receiver, a discriminator detector 
as shown in fig. 11 is employed. The discriminator consists of a 
push-pull diode detector in which opposing voltages developed 
across load resistors are equal and opposite so long as the 
carrier frequency rest at the intermediate frequency. 

The resultant voltage across the two load resistors, from 
point A, to ground is zero and no audio voltage is developed. 
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When the signal impressed upon the discriminator transformer 
is frequency modulated, due to phase changes as a result of 
both magnetic and capacity coupling, the voltage drops across 
the load resistors will be unequal as the frequency varies above 
and below the intermediate frequency with modulation. 


A 
DISCRIMINATOR 4“ AUDIO 





LOAD RESISTORS 


FIG. 11—Typical discriminator circuit. The demodulator of the frequency 
modulation receiver. 


The resultant voltage measured across both diode load 
resistors will then be equal to the difference between the voltages 
developed across each, and will vary in polarity from point A, 
to ground as the modulation swings the frequency higher and 
lower than the resting or resonant frequency. The degree of 
modulation or frequency swing, determines the magnitude of 
the voltage and the number of times per second, or rate at 
which the intermediate frequency signal swings above and 
below the resonant frequency, produces the audio signal. 


Need of Antenna for F.M. Receivers.—Frequency modulated 
receivers like any other type of receiver will perform better if 
equipped with a good outdoor antenna. Most F.M. receivers 
are now equipped with built-in antennas which perform quite 
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satisfactorily when the receiver is well within the service range 
of the stations that are to be received. 

A special F.M. dipole short wave antenna however, will do 
much to improve reception if correctly dimensioned and erected. 
Considering the length of the units we may recall that this 
depends upon the frequency of operation. 

If it be desired to erect an antenna capable of tuning over 
the entire frequency modulation band, it is best to select 
a medium frequency and design the antenna for this. In this 
case an antenna of moderately low ''Q" or one that is not 
critically resonant to any one frequency is recommended. 

It has been found that within certain limits the larger the 
diameter the lower the ''Q" of the antenna. A conductor for this 
purpose should have a diameter of not less than 2$ ins. and be 
in the form of a tube rather than a solid conductor. 


The thickness of the walls of the tubes are not particularly 
important—the main point is that the rods are of sufficient 
mechanical strength to support themselves properly, as well as 
to withstand eventual wind and ice or snow pressure in the 
particular location in which they are erected. 

Tubing of diameters of from one to three ins. may be used 
although such large diameter is not necessary. Hard drawn 
tubing of copper, brass or aluminum are satisfactory. 

Di-pole antennas are broadly directional on the side and have 
a sharp minimum reception point on the ends. Theoretically, 
the pick-up of antennas will be at maximum when the line of the 
di-poles are at right angles to the line between the receiver 
and the station. 


Reflections and intervening objects occasionally change this 
and the di-pole should be rotated for maximum signal from 
the weakest station if this does not interfere with the reception 
of other F.M. stations. 
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FIGS. 12 to 14—Typical frequency modulation antennas with dimensions 
for di-pole types. A practical method in erection of antennas of this kind is 
shown on page 596. Di-pole antennas may be erected either horizontally 
or vertically. If the transmitting di-pole elements are mounted vertically, 
the transmissions are said to be vertically polarized. In this event best 
reception is obtained with a vertical receiving antenna which receives 
vertically polarized waves best. Likewise, a horizontal antenna producing 
horizontally polarized waves is best received by a horizontal antenna. 
Fig. 14 illustrates a combination frequency modulation-amplitude modu- 
lation antenna used when it is desired to combine the frequency modulation 
and regular broadcast band antenna. This can be accomplished in several 
ways. Some antenna manufacturers are selling units which consist of a 
long wire section connected to the open end of one di-pole through a 
wave trap resonated at 46 megacycles. This trap isolates the long antenna 
section from the ordinary frequency modulation di-pole for the 40 to 50 
megacycle range, but permits the full length of the wire to operate on the 
broadcast band. 
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Another important consideration when installing an F.M. 
antenna is to erect the di-pole as high as possible. This is be- 
cause of the quasi-optic nature of ultra-high frequencies 
(tendency to follow the line of sight between the transmitter 
and the receiver). The extra length of transmission line required 
and possible loss in the two conductor feed-line will be more than 
compensated for by the greater signal. 

A table giving the approximate length of di-pole for various 
frequencies is given below. 



























































F.M. Band Meters | Meters Length of Di-pole 
Megacycles x 4/4 (Single Rod) 
~ | 759 | «41.87 |  6-n4 E 
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The method used in calculation of a typical antenna is best 
understood by considering the following: 


Example.—Ji is desired to calculate the required dimension 
for a quarter wave di-pole unit antenna capable of tuning to a 
frequency of 43.5 megacycles. 


560-14 Frequency Modulation 


Solution.—This problem simply involves a calculation of 
the wave length corresponding to a frequency of 43.5 mega- 
cycles. The relations between wave length in meters and fre- 
quency is written: 





Where à = wave length in meters 
F = frequency in cycles per second 


Remembering that 43.5 megacycles equals 43,500,000 cycles, 
a substitution of values gives: 


i= —— —* or 6.896 meters 


The length of each di-pole unit then is 6.896/4 = 1.7241 
meters, which translated into inches becomes 1.7241 x 39.37 = 
67.878 ins. or 5 ft. 77% ins. approximately. 
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CHAPTER 29 


Electronic Television 
(Questions and Answers) 


What is television? 


Television is vision obtained of a distant object by means of 
various devices identified as the transmitting and receiving 
apparatus. The problem of television broadly is that of: 1, con- 
verting light signals into electrical signals; 2, transmitting the 
electrical signals to a distant station; 3, converting the trans- 
mitted electrical signals back into light signals. 


How is light converted into electrical energy? 


By means of various light sensitive tubes generally known as 
photo-electric tubes or cells.* The cathode or light sensitive sur- 
face of such a tube consists of a certain amount of a light sensi- 
tive element such as rubidium, lithium, potassium, sodium or 
caesium. 

When the cathode is illuminated, photo electrons or current is 
emitted—the emission varies in degree with the amount of light 
on the photo-sensitive surface of the tube. Figs. 1 and 2 shows 
two types of photo electric generators for converting light into 
electrical energy. 





*For a detailed treatment on the various kinds of photo-electric tubes, and 
their practical employment in industrial applications, the reader is advised to 
study our book on Electronic Devices and Their Application. 
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When was the first television system constructed? 


In 1875 it was first proposed to imitate the human eye by a 
mosaic consisting of a large number of selenium photocells ar- 
ranged as shown in fig. 3. The selenium cells constitute the 
transmitter (pick-up camera) and a group of lamps each one 
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FIG. 1—Illustrating how variations in light on the photo-electric cell causes 
deflection of the needle on a galvanometer or other sensitive current 
measuring device. 
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FIG. 2—To increase the amount of deflection (efficiency of light conversion) 


various methods of current amplification similar to that associated with 
current amplification in radio circuits is employed. 
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connected through an amplifier to its similarly positioned 
electro-magnet which opens a shutter connecting a light, which 
makes up the receiver (distant) end. 

When the light-image to be transmitted is focused on the 
mosaic of photocells, an electric current will flow through the 


PICTURE TO BE jy AMPLIFIER LINE WIRES 











P 
oe * 


a, 
— 


-— -—- c 
A 





i 

- -—- 
QC 
- 





FIG. 3—Diagram of an early television system. At the transmitting end light is 
converted into electrical energy which when amplified will energize a mag- 
netic shutter or similar device at the receiving end causing a reproduction 
of the picture. Each photo-electric cell must be individually converted to its 
correspondingly remotely located light element. In the case under consider- 
ation therefore, approximately 80 wires will be necessary. 


circuits, connecting those of the photocells with the lamps 
resulting in a reproduction of the subject, which will appear as 
an illuminated picture. 


In a system of this kind, the amount of detail that can be 
transmitted is obviously limited by the actual dimensions of the 
individual photo-elements in the pick-up area. 


A television system of this nature was actually tried tenta- 
tively and used to transmit images of simple letters and figures. 
However, as the number of details increases so will also the 
number of electrical circuits and hence the obvious impractica- 
bility of the system. 
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What is the difference between a film motion picture 
and a television picture? 


The main difference between the two is that in the former the 
reflected light from the subject is converted into a film record, 
and transmission from the film record to the viewing screen is 
effected through the agency of light, whereas in television trans- 
mission reflected light from the subject is converted into elec- 
trical impulses which are transmitted either by radio or through 
special cables from the point at which the subject is located to 
a point remotely located, and then re-converted into light 
images which appears upon the viewing screen. The repro- 
duced image may originate from a subject or from a film record 
of the subject. 


Mechanical vs. Electronic Television Systems.—Although 
in this section attention has been concentrated towards the 
electronic methods of television, or that system in which the 
electron ray tube is utilized as the scanning medium, other 
methods of scanning should not be entirely discarded. 


In mechanical systems, the scanning process generally is ac- 
complished by means of various modications of the Nipkow 
disc. See fig. 4. Here a light source is projected through a film 
to be televised, and according to the difference in the density of 
the film so that a fluctuating amount of light is applied to the 
photo-electric cell. 


The rotating scanning disc is arranged so that it scans com: 
pletely the film or object to be televised a certain number of 
times per second. 

In this manner the light fluctuations of the unit areas of the 
film are accurately impressed on the photo-electric cell located 
on the other side of the scanning disc. This light is here con- 
verted into electrified impulses which after passing through 
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suitable amplifiers are sent out through an antenna to a simi- 
larly equipped receiver. 


A simple diagrammatical explanation of the previously dis- 
cussed apparatus is shown in fig. 5. Here the light is projected 
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FIG. 4—Simplified view of a mechanical transmitting system. 


through a scanner on the object to be transmitted, then re- 
flected back to the photo-electric cell and is converted into 
electrical energy and transmitted. 


The signals at the receiver are converted back into light and 
passed back through the scanner and on to the screen. 


As the scanner rotates at exactly the same speed at both the 
transmitting and receiving ends, the light fluctuations are in the 
same position and sequence, and in this manner making it pos- 
sible for the picture to be reproduced at the receiving end. 
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Other systems employs as scanning elements, a series of con- 
cave mirrors mounted as shown in fig. 6. In this system the 
synchronous performance is attained by reflection of some of 
the light into a small fixed mirror which is arranged in such a 
way so as to reflect it again on to a photo-electric cell, which 
functions to regulate the current in a circuit connected as a 
control of an alternating current motor. In this manner the 
speed of the receiving motor is kept exactly in step with that of 
the transmitting motor. 
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FIG. 5—Simplified view of complete mechanical television system consisting 
of transmitter and receiver. 


Light Control.—In mechanical systems one of the most im- 
portant problems is that of the light source. An ordinary 
tungsten lamp for example may be perfectly suitable, but when 
it comes to the matter of the rapid and accurate control of its 
brilliance in conformity with the television signals, it fails 
completely and must therefore be eliminated from considera- 
tion. 
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FIG. 6—Simplified view of a mechanical television system. 
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In the various mechanical television systems, a decided ad- 
vantage is apparent when the important consideration of pic- 
ture size is taken into account. In the cathode ray tube sys- 
tems, the picture size is limited by the dimension of the tube 
face diameter, and it is mainly due to this very important set- 
back in the electronic system, that an intense research still con- 
tinues in various European countries, and from which a system 
may yet be developed which has all the inherent requirements 
- which a successfu: television system must possess. 

Summing up the points in favor of the electronic television 
system as compared to that of the mechanical systems, it is 
found that: 


1. No high speed vibrating or rotating mechanical parts are 
required, and it is hence noiseless in operation. 


2. Higher picture details are possible than in the mechanical 
system. 


3. Circuit changes may easily be accomplished, permitting 
changes in scanning and picture aspect ratio. 

Some of the disadvantages of the electronic television system 
are: 


1. Picture size limited by dimension of the tube face. 


2. Circuits of high potentials are necessary—safety precau- 
tions are therefore necessary. 


3. Complicated circuits and a large number of tubes which 
are subject to renewal—increasing the operating cost. 


What are the parts necessary for an electronic tele- 
vision receiver? 


The fundamental units that make up a modern television 
receiver are shown in fig. 7, and consists of the following: 1. 
Sound receiver. 2. Vision receiver. 3. Line frequency oscillator. 
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4. Picture frequency oscillator. 5. Spot intensity oscillator. 
6. High voltage supply unit. 7. The cathode ray tube. 
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FIG. 7—Block diagram indicating fundamental unit that makes up a tele 
vision receiver. 


Why is it necessary to employ so many tubes in a tele- 
vision receiver? 


The large number cf tubes with a corresponding circuit com- 
plicity is unavoidable when it is considered that: 


1. A set of tubes must be provided to pick up the picture 
signals (if ordinary tubes be employed for this purpose it may 
take at least a dozen to bring in and adequately amplify these 
signals for television reception). 


2. A set of tubes complete and separate from the vision must 
be employed to reproduce the sound accompanying the picture. 


3. In addition, several special oscillator amplifiers and filter- 
ing circuits are necessary, requiring numerous tubes as well as 
other components. 
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Where does the first step in the television of a picture 
take place? 


The first step takes place in the television camera, some- 
times identified as the zconoscope*. 
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FIG. 8—Internal view of television pick-up camera, converting light impulses 
of the object to be transmitted to electrical signals which are sent out from 
the antenna, and picked up by the television receiver. This apparatus in 
television actually corresponds to the microphone in regular broadcast. 
Roughly it consists of a lens arrangement similar to that of the ordinary 
camera which is formed on the scene to be televised. The image is projected 
upon the screen of a special cathode ray tube which is mounted in the camera 
as illustrated. 


*The name Iconoscope relates to a type of television transmitting tube in- 
vented by Dr. V. K. Zworykin of the Radio Corporation of America. The 
word iconoscope, taken from the Greek word “‘icon”’ meaning ‘‘image’’ and 
“scope” meaning observation. 
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Define the principle transmitting and receiving ap- 
paratus utilized by the R.C.A. electronic television sys- 
tem. 


This system employs the Jconoscope—a specially designed 
cathode ray tube for translating the visual image into electrical 
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FIG. 9—Iconoscope (transmitting tube) used in the television pick-up camera. 
impulses, and the Kinescope for transforming the electrical 


impulses back into the variations of light intensity to reproduce 
the image. 


r" 
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What are the parts and function of the iconoscope? 


The iconoscope shown in fig. 9 consists of an electron gun and 
a large rectangular plate of thin mica enclosed in a highly 
evacuated glass envelope. The main characteristics of this mica 
plate is that the front side consists of a very large number of 
small photo-sensitive spots, which are so closley spaced that it 
gives the screen a mosaic appearance. 





FIG. 10—The kinescope. 


The electron gun when energized, produces a fine beam of 
electrons which is focused to a small spot on the mosaic. The 
horizontal and vertical movements of this beam constitute 
what is known as scanning on the mosaic screen. The other 
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side of the mica is covered with a conductive film which is con- 
nected to a signal lead. 

When the televised scene is projected on this screen photo- 
emission takes place from each of the very large number of 
spots, as if there were a waste number of minute photocells, 
each of them shunted by an electrical condenser which couples 
it to a common signal lead. Now, at time of illumination of the 
mosaic, the condensers are positively charged with respect to 
their equilibrium potential, due to the emission of photo- 
electrons. This positive charge is in direct proportion to the 
received light. 
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FIG. 11—Another type of cathode ray transmitting tube. 
The electron beam as it scans the mosaic from left to right, 


neutralizes the elements over which it passes and thus releases 
the charges, which in turn induces current impulses in the 
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signal lead. It is this train of current impulses which consti- 
tutes the picture signal, generated by the aforementioned action 
of the iconoscope, and are transmitted as television signals. 


What are the principal parts of a cathode ray tube used 
in the reception of electronic television? 


With reference to fig. 12 it consists essentially of five com- 
ponent parts. 1. A glass envelope, sealed for maintenance of 
high vacuum. 2. A cathode from which the electrons are 
emitted. 3. A device for concentrating controlling and focusing 
the electron beam. 4. An arrangement (either internal or ex- 
ternal) for deflection of the beam. 5. A fluorescent screen on 
which the received image is reproduced. 
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FIG. 12—Cathode ray tube with external concentration coils. The concentra- 
tion coils generally consists of one or more solenoid of wire placed as shown 
for focusing the ray. For a practical utilization of this form of ray concentra- 
tion, however, it is necessary that the position of the coils be definitely fixed 
and the current through them suitably controlled. 


What are the classifications of cathode ray tubes used 
in electronic television reception? 


Cathode ray receiving tubes may be classified: 1. According 
to the size and type of screen. 2. Focusing and deflection method. 
One of the fundamental requirements for any cathode ray tube 
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is that the screen be of such diameter that the picture may be 
easily recognized at a nominal distance from the apparatus. 
The screen should in addition be clear and of a pleasing color 
and sensitivity. 


Describe the cathode of the cathode ray tube. 


The cathode is of a tubular form with a flat emitting surface 
covered with a preparation of barium oxide. Only the flat end, 
facing the fluorescent screen is covered with the electron emit- 
ting material. A tungsten heater, non-inductive wound, and 
insulated with a heat resisting material, is located inside the 
circular cathode. 


What is the purpose of the first anode? 


The purpose of the first anode is to stop the beam in the same 
manner as that of an optical stop in a lens and also to create an 
axially symmetric electro-static field which would start the 
initially divergent electrons of the beams toward the axis. 

The fluorescent spot on the screen can be brought to a mini- 
mum diameter by adjustment of the voltage on the first anode. 
The voltage on the first anode for best focus is usually 14 or l4 
of that on the second anode. 


Describe the Electron Gun in a cathode ray tube. 


The electron gun is identified as that device which controls 
and focuses the electron beam and consists of a grid sleeve and a 
first anode. Sometimes it includes another electrode, usually 
called screen grid. This electrode however is not essentially 
necessary for operation of the tube. 

The grid sleeve is of tubular form with a disc parallel to the 
flat emitting surface of the cathode. A circular hole in the center 
of the disc is coaxial with the cathode sleeve space. 
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The first anode cylinder coaxial with the rest of the system 
is usually mounted by means of insulators on the grid sleeve. It 
carries diaphragms or aperture discs on the inside for stopping 
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FIGS. 13 and 14—Indicating how an electron beam may be deflected either 
electrostatically or electromagnetically. When the former method is used 
deflection plates are placed at certain points along the tube; in the later de- 
flection method the beam is deflected by means of a special coil or coils 
placed around the neck of the tube. 


or limiting the beam angle and for limiting the penetration of 
electro-static fields. 
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What is the method used for focusing the electron 
beam in a cathode ray tube? 


There are at present two in general use—the electron lens and 
the magnetically focused. In the former special focusing elec- 
trodes are interposed between the cathode and the anode, each 
one having a critical potential and thus a symmetrical radial 
electro-static field, which re-deflects any diverging electrons 
into the jet and thus brings about focusing. 

In electron tubes of the magnetically focused kind a recon- 
centration of the diverging electrons are produced by magnetic 
focusing coils placed at certain points around the tube. This 
arrangement permits accurate focusing. 


How is the electron beam deflected to produce the pic- 
ture on the fluorescent screen of the cathode ray tube? 


The beam is generally deflected electro-magnetically by 
means of two deflection coils placed along the stem of the tube 
with their axes perpendicular to the beam to be directed. 

The amount of deflection is in direct proportion to the current 
passed through the coils. The direction of movement is the 
same as that of a wire suspended in the same field would take if 
it carried a current flowing in the same direction as that of the 
current in the beam. However, although an electromagnetically 
deflected beam is more practical on account of the utilization of 
externally located coils, electro-static deflection is sometimes 
employed. When this type is used, two sets of deflection plates 
are placed at right angles to each other in the neck of the tube, 
and the deflection accomplished in the usual manner by chang- 
ing the potentials of the plates. 

When for example the voltages are applied to one pair of 
plates the focused beam will move across the screen in one 
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direction and when applied to the other the spot will move 
at right angles to its previous direction. 


How are the signals from a television transmitter 
picked up and applied to the sound and sight receivers? 


With reference to fig. 15 on the sound side the signals are 
amplified, rectified and applied to the loudspeaker in the usual 
manner. On the picture side the signals are amplified and ap- 
plied to the cathode ray tube. Also transmitted and recorded 
are the synchronizing signals which keep the cathode ray tube 
beam in step with the transmitter. 


What is meant by scanning of a picture? 


Scanning is the process of an orderly dissection of a televised 
picture into minute elemental areas of varying light intensities, 
each element occurring at both the transmitter and receiver 
end in a logical order, which when reconstructed, will give a 
complete picture. 


What are the fundamental principles .of scanning? 


Considering the transmission system shown on page 563 in 
which a number of selenium cells constitute the transmitter, it 
is found that if a practical translating device such as the photo- 
electric cell be utilized, the electrical response would simply be 
proportional to the total illumination from the object reaching 
the cell. In other words, it would be a single effect, and there 
now arises the problem of converting this into a number of 
separate effects presented so rapidly one after the other, that 
the eye must be deceived or persuaded into believing that they 
all exist at once. 

This is fulfilled by the process known as scanning, which con- 
sists of transmitting the picture point by point. In this way it 


- 
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becomes possible to 
transmit the image over 
a single communication 
channel and use a point- 
by-point method of re- 
construction at the 
receiving end. 
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Following this idea 
further, let it be as- 
sumed that a picture is 
to be transmitted and it 
is impossible to send it 
in a single operation. 
Now, if the picture be 
broken up into different 
pieces and the light re- 
flected from each piece 
be made to fall on a 
photo-electric cell in 
very rapid succession, 
it would be found that 
the electric response of 
the cell from instant to 
instant would vary, ac- 
cording to the light and 
shade of the different 
parts in the order in 
which they were ex- 
amined. 
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Again, following this idea still further, if the picture be broken 
up into an infinite number of elements and the light from each 
element be made to fall in rapid succession on the cell, there 
would be obtained an electrical variation of current which repre- 
sents a complete copy of every detail of the picture in the 
order and sequence in which the elements were examined. 


These elements have then to be transmitted over the com- 
munication channel in their approximate sequence, and con- 
verted at the receiving end into corresponding variations of 
light. 


In order to re-construct the picture it will be necessary that 
these light impulses of varying strength, be presented to the 
eye; 1, in a very rapid succession; 2, in their proper sequence; 
and 3, in their appropriate relative position to each other. 


Television then has an analogy in the well known process in 
printing where half-tone blocks are employed. If any printed 
half-tone illustration is examined under a sufficiently strong 
magnifying glass, it will be found to consist of a large number 
of minute dots, corresponding to what is known as a screen. It 
will likewise be found that the greater number of dots per unit 
area, the better is the quality and detail of the picture. 


In television, however, the picture is normally broken up into 
a series of lines as shown in fig. 16 instead of dots as employed 
in the printing process. 


The underlying principle is very similar and the resemblance 
is strengthened by the fact that each line may vary in bright- 
ness from point to point in its length, thus approximating very 
closely the idea of dots. As shown in fig. 16, where (a) shows the 
picture in its normal appearance, and (b) shows what its ap- 
pearance would have been if it were divided into 30 equal hori- 
zontal strips, 1, 2, and 8, etc. 
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FIG. 16—Showing fundamental scanning principles. 
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Assume further that instead of keeping these strips parallel 
or side by side as in fig. 16 they are placed, while still parallel, 
end to end as in fig. 16 (c) of the diagram. This gives a fairly 
clear impression of the sequence of changes of light and shade 
which the scanning element would encounter, as it moved 
downward first over strip 1, then over strip 2, then over strip 
3, etc. Finally, assume that we have some form of device 
sensitive in its response to light and shade and giving in fact, 
electrical current impulses according to the degree of light 
which it encounters. Then as the scanning elements move 
along the strips 1, 2, 3, etc. in turn, the current in this device 
will vary as shown in fig. 16 (d). 

From the previous discussion it is evident that these current 
variations can now be used to modulate a communication chan- 
nel in the same manner as has been previously considered. 

The apparatus now employed for the accomplishment of 
transforming €. certain train of light impression to a correspond- 
ing amount of electric current variations is the photo-electric 
screen which may be defined as a great multiplicity of minute 
photo electric cells. 


How is cathode ray scanning accomplished? 


The cathode ray tube has been shown to have all the essen- 
tials of a television scanning and reproducing system, and from 
what has previously been written both about it and about 
general principles of scanning, the complete process can now 
very easily be followed. 

In fig. 17 we trace the path of the spot in scanning a picture 
in thirty lines. Beginning in the top of the left hand corner the 
spots travel steadily from left to right and then proceeds to 
shoot back abruptly from right to left, but during this period 
it has also been subjected to a slight downward movement so 
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that its next left to right step is done slightly below the first 
and so on, each left to right sweep being done slightly below that 
immediately preceding it. 
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FIG. 17—Simple linear scanning. 


This goes on until the thirty lines are completed, when the 
spot proceeds to (1) to shoot from right to left (2) to shoot from 
the bottom to top and doing both at once, takes the more or less 
diagonal path shown in the heavy dotted lines from the bottom 
right to the top left hand corner. 
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From what has previously been said, it will be seen that the 
spot has simply done two types of motion, both conforming 
to the ‘‘saw-tooth” law. One of these was the slow move- 
ment from top to bottom, with sudden return from bottom tc 
top corresponding to the time taken to scan one picture, and 
lasting in fact 1/25th second; the other was the same type of 
motion, but done much more quickly, corresponding to the 
line seen, so that each motion from left to right lasted 1/750th 
of a second. 

The fact that the spot is moving downwards during the time 
of each line is seen in the fact that the lines are not quite hori- 
zontal, but it will be realized that with a greater number of 
scanning lines in the same time the lines will be much more 
nearly horizontal and that in a 240 line system this distortion 
will be quite negligible. 

An actual photograph of the front of a cathode ray tube, 
with two dimensional scanning is shown in fig. 18. 


How is the brightness of the light spot modulated? 


This is accomplished by applying the signal voltages from 
the receiver to the modulating electrode of the tube. This is 
the normal method of using the cathode ray tube for picture 
reproduction, and since it depends on varying the intensity of 
the electron beam reaching the screen, it is usually called the 
inlensily modulation method to distinguish it from some other 
methods which need not be discussed here. 


How is the transmitted signal synchronized with that 
of the receiver? 


A large number of circuits, particularly those incorporating 
tubes now exists for obtaining a sawtooth shape of voltage for 
the purpose of scanning as in the receiver illustrated in fig. 15. 
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No attempt will be made to describe them, since details will in 
any case vary with different designs for home receivers. 





FIG. 18—End view of cathode ray tube. 


A most important point, however, is that all these circuits 
have one common feature. This is their willingness to be con- 
trolled and synchronized by impulses delivered to them at 
exactly the correct rate. Thus in fig. 17 very short impulses in 
the correct direction applied at the rate of 750 per second will 
keep the spot steady in its 750 per second stroke or thiriy lines 
per picture, while pulses at 25 per second will serve a like pur- 
pose for the fly-back at the end of each picture. 
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It is also an excellent feature that these same impulses can 
be applied in the sense necessary to cut down the illustration 
of the spot and thus make it invisible during its horizontal 
fly-back between lines and its diagonal fly-back between pic- 
tures. The same is still true of course, of the higher scanning 
speeds which are used in the high definition system. 


PICTURE MODULATING RANGE OF PICTURE 
SIGNAL SIGNAL 





(b) 


FIG. 19—a, composite signal containing picture modulation and synchroniz- 
ing impulses; L, line synchronizing; F, picture frame Synchronizing; b, 
synchronizing impulses applied to saw-tooth generators. 


This is done in practice by sending out appropriate impulses 
from the transmitter at the end of each line scan and in the 
small interval between the picture as is done in connection with 
the scanning of a film. The type of signal then received is 
shown in fig. 19 consisting of picture-modulation signals, and 
of line-synchronizing impulses, all occurring in their proper 
sequential order. 
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The picture-modulating voltages are of course applied to the 
appropriate electrode of the tube, and the synchronizing im- 
pulses are separated (by relatively easy methods) and applied 
to their appropriate generating circuits to control the saw-tooth 
voltages. 

Although this may seem rather complicated in description, 
it is actually very simple in practice, particularly in the case of 
receivers designed for home use to receive a specified type of 
signal. 

The purely electrical saw-tooth generating circuits are easily 
operated at the high frequencies involved. Moreover, they are 
much more easily synchronized than mechanical systems and 
are noiseless in operation, having no moving parts. 

Their power consumption is small, indeed that of the whole 
system is small, and will not be a serious addition in cost if 
running a radio set from the electric outlet and that is com- 
paratively small. 


How is interlaced scanning accomplished? 


It has previously been shown that in transmitting a tele- 
vision picture each scene is divided into a predetermined num- 
ber of strips of lines which are fed into a radio transmitter, 
one after the other in rapid succession. If alternate lines be 
transmitted in such a way that two series of lines are necessary 
to produce a single scene, then we obtain what is known as 
interlaced scanning. 

This may be better understood by an examination of fig. 20. 
Here lines 1, 2 and 3, etc., up to 220 are sent in 1/60th of a 
second. When the 220th line is half completed the framing 
oscillator operates and that line is interrupted so that the spot 
returns to the top edge again. From 220.5 to the 441st line the 
lines will fall between the lines 1 to 220.5 during the next 1/60th 
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of a second. Actually a few of the lines at the edges are inter- 
cepted by the border interval when synchronization pulses 
occur so that they are not present, although the action is 
principally as shown. This method of scanning is the zmteriaced 
44] lines per frame, used generally in the United States and 
designated as standard by the American Radio Manufacturers 
Association. 
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FIG. 20—Illustrating principles involved in establishment of an interlaced 
scanned picture. 
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How is scanning accomplished in the DuMont tele- 
vision system? 


The basic plan of the DuMont scanning system is shown in 
fig. 21. It is claimed that by transmitting the wave-forms of the 
transmitter scanning voltages, it is possible to send pictures in- 
terlaced four-to-one with flickerless reception at 15 frames per 
second, and as a consequence, the band width is only one-half 
as great. 


Reduction in picture frequency introduces a high degree of 
flicker unless special means are taken to prevent it. The means 
taken in this case is a high interlace ratio, four-to-one as com- 
pared with two-to-one at present. The ''field frequency” (the 
number of times the picture area is fractionally scanned) thus 
remains the same, 60 per second, in the new system as in the 
conventional system, the only difference being that each inter- 
laced “‘fractional’’ frame contains one-half as many lines as 
formerly. 


The number of lines 441 (U. S. A. standard) and the number 
of picture elements per line, 4/3 x441 for 4-to-3 aspect ratio, 
remain the same. Consequently, a flicker-less 441-line image is 
produced, even though there are only 15 complete frames per 
second. 


A 4-to-l'interlace ratio seems impossible to accomplish when 
the conventional method of transmitting synchronizing pulses 
is used. In the conventional system, separate sweep-voltage 
generators are employed at transmitter and receiver, and syn- 
chronizing pulses are transmitted to maintain synchronism 
between them. To produce a properly interlaced picture by this 
method, the synchronizing pulses must maintain a time ac- 
curacy of less than a micro-second, even when the interlaced 
ratio 1s only two to one. 
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When an interlace ratio of four to one is attempted, the degree 
of accuracy required is so great that the synchronizing signal 
method is useless. In the DuMont system, however, all this is 
taken care of by eliminating the synchronizing signals alto- 
gether. Only one sweep voltage generator (producing horizontal 
and vertical scanning) is employed,—that at the transmitter. 
The wave-forms of the vertical and horizontal scanning volt- 
ages, produced by this generator, are used as modulating 
signals on an auxiliary carrier. 


After demodulation and amplification at the receiver the 
wave-form is then used directly as a sweep voltage for the 
receiving cathode-ray tube. The receiver is thereby consider- 
ably simplified, in principle at least. No amplitude-operated 
synchronizing signal separation circuit is necessary and no 
sweep-voltage generators are required. 


What are the principles of the Fansworth’s image- 
dissector transmitting tube? 


The principle of the Fansworth's image-dissector trans- 
mitting tube is shown in fig. 22. Here an image of the scene or 
object to be transmitted is optically projected to a plate which 
is made photo-electrically sensitive and emits electrons in the 
same manner as that of the cathode of a photo-electric cell. 
The emissions of electrons, however, varies from point to 
point over the surface of the plate according to the light and 
shade of the image. 


This electron beam is adjusted to focus what may be called 
the electron image in a plate at the other end of the tube. The 
method of scanning this is then effected to move a pin-point - 
anode across it and pick up impulses according to its electron 
density from point to point. Instead of moving the anode, how- 
ever, the electron beam, which is infinitely more mobile, is 
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made to do the moving about by two saw-tooth voltages in the 
usual manner, so that different little elements of the electron 
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FIG. 22—Cross-sectional view of Fansworth's image dissector pick-up camera. 


beam shoot through a pin-point hole in a metal shield, which 
protects the anode. 
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A cross-section of the image dissector camera is shown in fig. 
23, where it is combined with an-extra device described as an 
electron multiplier in which the phenomena of secondary 
emission of electrons is used to obtain an amplifying effect 
which it is claimed can be very considerable as well as eco- 
nomically provided. 
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FIG. 23—Principle elements of Fansworth's ''image-dissector" transmitting 
tube. 


What picture size will be obtained from various cathode 
ray tube screen diameters? 


Generally the most satisfactory aspect ratio (that is the 
numerical ratio of picture width to height) is 4 to 3 or 5 to 4. 
With this knowledge it is then possible to calculate the theoreti- 
cal maximum dimensions of a picture that can be accomen- 
dated for a certain cathode ray tube screen diameter. 
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If the aspect ratio of 5 to 4 be chosen and a table worked out, 
then the picture height and width corresponding to a certain 
tube size will be as that shown in the accompanying table. 
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In practice of course, the end of the tube is not flat and since 
the extreme corners of the picture seldom contain anything of 
very great interest, a certain amount may be sacrificed to in- 
crease picture size. The limits which have been set are that the 
maximum sacrifice be that corresponding to 10% increase in 
picture dimensions. This is given in the accompanying table. 


If the dimensions be exceeded, not only does this result in 
excessive distortion at the corners of the picture, due to bulb 
curvature, but also part of the picture will be actually cut off. 
The safest figure to take when ascertaining picture size is 
undoubtedly the true screen diameter so that a fair comparison 
can be made. 
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What are the fundamental requirements for a good 
television antenna? 


Although television transmitting stations use separate 
antennas for sound and vision, for home reception, however, it 
has been found that one antenna will be sufficient for both. 


As the wave bands utilized for television are from 10 down to 
] meter, it is evident that an antenna for television reception 
will be more or less similar to the antenna successfully em- 
ployed for sound reception on ultra-high frequencies. 


However, this does not necessarily imply that a good tele- 
vision antenna will be a good broadcast antenna or vice versa. 


A typical television dipole antenna is shown in fig. 24. This 
consists of metal tubing or rods assembled as shown and with a 
pair of conductors fastened according to instructions. 


The important items in connection with a satisfactory 
antenna arrangements are: A, the spacing arrangement and 
dimensions of rods. The length of the rods is dependent on the 
wave-length of television signals to be picked up; B, the location 
of the antenna with reference to ground and other objects be- 
tween the antenna and the tansmitting station; C, construction 
details of the lead in wire. 


In certain locations in the United States where television 
programs will be transmitted on several different frequencies, it 
is obviously an impossibility to design an antenna with a fixed 
conductor length that will respond to all waves equally well. 
The important dimensions of the dipoles for various frequencies 
are shown in the table, page 598. 


In Europe the majority of aerials are mounted with the rods 
vertical. However, this rule may not be satisfactory elsewhere 
and various positions should be tried for the position giving the 
best results. 
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FIG. 24—Drawing illustrating substantial television antenna construction. An antenna of this kind will meet 
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the demand of those who dislike unsightly erections which has a strong tendency to transfer its dilapi- 
dated appearance to the property on which it is erected. In this desing a reflector has been introduced, 
which will largely eliminate interference effect from automobile ignition and other similar sources. The 
antenna should be arranged so that the reflector be pointed directly towards the interference source, which 
in proximity of highways, means towards same. The height of the mast is largely dependent on local con- 
ditions—distance from the transmitter, etc. An antenna of the kind shown will give satisfactory reception 
(for average conditions) if mounted on a 25 ft. mast, when the receiver is located within a ten mile radius 
of the transmitter, and when located further from the transmitter the mast should be correspondingly 
higher. To obtain suitable length of dipoles ascertain local television frequency or wavelengths from table, 
page 598. Then cut rods to suit and assemble as directed above. 
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The pair of wires converting the dipole rods will sometimes 
have to run for a considerable distance to reach the receiver. 
However, it seems that in most locations no impedance match- 
ing is necessary, in certain cases where the field strength seems 
rather low, it has been found that a cnange in the position where 
the lead wires are connected will considerably improve the 
result. Table giving dimensions of dipoles for various frequen- 
cies is shown below. 


TELEVISION BAND VIDEO CARRIER LENGTH OF DIPOLE 
RANGE ( Megacycles ) MEGACYCLES | METERS (Single Rod) 





What are the distances attained in television trans- 
mission? 


As the transmission range of ultra-short waves are limited to 
the "line of sight" distances, which means that for average 
conditions with the transmitting antenna located on a tall 
building and by placing the receiver antenna as high as possible, 
an effective distance of 40 to 50 miles may be reached. From this 
it follows that one television transmitter can only serve effect- 
ively an area of 5,000 to 8,000 square miles. 


How may larger distances be covered by one television 
program? 


By utilizing certain equipment such as the coaxial cable by 
means of which the program may be transmitted "piped" a 


Television 599 


ee 


considerable distance from the studio and thence broadcast 
in the usual manner. This coaxial cable is a particular type of 
telephone cable capable of passing a wide range of frequencies 
without the usual prohibitive losses and distortion. Each pair 
of conductors in such a cable consists of a hollow metallic con- 
ductor with a single wire accurately confined along its inner axis. 
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FIG. 26—A section of the twin coaxial cable installed between New York and 
Philadelphia, a distance of approximately 94 miles. This cable was designed 
and manufactured by the American Telephone and Telegraph Co. The two 
larger tubes are used for television circuits, whereas the eight others are 
used for signalling and control purposes. For a successful television trans- 
mission at longer distances, however, in addition to the coaxial cable, spe- 
cial repeater amplifiers (relay stations) are required, spaced at an equal 
distance between one another. 
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Describe a modern television broadcast antenna. 


A new era in radio antennas* was ushered in recently with 
the disclosing of the details of the new television broadcast 
antenna on top of the Empire State Building. From this struc- 
ture the waves will be launched into space from torpedo-shaped 
radiators whose “‘streamlined”’ shapes mark a major engineering 
advance. 

According to RCA engineers, the device overcomes a tech- 
nical bottle-neck in the transmission of television signals by 
departing from the use of wires or their equivalent in pipes or 
masts in various arrays. The new device is unique in its capacity 
to communicate television waves to the ether over a band width 
of 30,000,000 cycles a second without accentuating or ‘“‘peak- 
ing" the energy contained in any segment of the band. (In 
engineering terms this means that the transmission charac- 
teristic of the antenna is “‘flat’’ over a 30 megacycle band.) 

The need for a new antenna capable of perfectly transmitting 
a wide band of frequencies has arisen through the development 
of television and other new radio communication arts. As the 
radio "intelligence" to be communicated became more detailed 
and elaborate, the band width necessary to carry it had to be 
correspondingly enlarged. 

In radio telegraphy, for example, a simple word may be 
transmitted in a second’s time or less on a band width of a few 
hundred cycles. In radio-telephony, the additional intelligence 
conveyed in the voice intonation demands a band width of 
several thousand cycles. Television, with its demand for almost 
simultaneous transmission of the vast amount of information 
contained in a moving picture, has made necessary band widths 





*When presented some months ago, this antenna problem was attacked 
by a research group under N. E. Lindenblad of the RCA laboratories at 
Rocky Point, L. I. 
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FIG. 27—The new R.C.A.-N.B.C. television broadcast antenna as it appears 
on top of the Empire State Building in New York City. The antenna is 
located 1.200 feet or approximately one-fifth of a mile above the sidewalk 
of the building. The apex is a lightning rod. 
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of many millions of cycles. Thus, as the radio communication 
arts become more elaborate and detailed in the intelligence 
which they convey, wide band transmission becomes an in- 
creasingly important factor. 

The desirability of such an antenna was realized in the first 
field tests conducted on the present stundard of 441 lines to the 
picture. Antenna designs existing at that time were found in- 
sufficient to handle the desired band width. The new device in 
contrast, will accommodate six times the band width then 
wanted. 


Sound and Picture Signals Utilize Different Antennas.—The 
radiation components consists of two ‘‘doublets’’ for the picture 
signal and four “‘doublets” for accompanying sound. Both an- 
tennas are energized through concentric feeders in a common 
vertical shaft. Interference between sight and sound signals is 
eliminated by calculated arrangement of the two antennas and 
by using the equivalent of a closed loop for the sound channel 
and open radiators for picture signals. 

The electrical measurements involved are as precise as the 
specifications for a watch, yet in service it must withstand the 
rigors of the elements at its precarious perch. The antenna in- 
cludes electrical heating units to prevent the formation of ice, 
which would enlarge its effective physical dimensions and de- 
tract from the perfection of its performance. The entire struc- 
ture is topped by a lightning rod. 

The radiating units nearest the top are for sound signals, 
and consist of a unique type of doublet, which doubles back on 
itself. The four together form a complete loop. The four tor- 
pedo-like shapes comprise the two doublets for the transmission 
of the picture signals. Both their elliptical shape, and the con- 
tour of the metal ‘‘collars’”’ into which they nest, are the result 
of radical experimental approach. 
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RADIO MANUFACTURERS ASSOCIATION (R.M.A.) 
Proposed 
TELEVISION TRANSMISSION STANDARDS 


Television Channel Width.—The standard television channel 
shall not be less than 6 megacycles in width. 


Television and Sound Carrier Spacing.—It shall be standard 
to separate the sound and picture carriers by approximately 
4.5 Mc. This standard shall go into effect just as soon as ‘‘single 
side band" operation at the transmitter is practicable. The 
previous standard of approximately 3.25 Mc. shall be super- 
seded. 


Sound Carrier and Television Carrier Relation.—It shall be 
standard in a television channel to place the sound carrier at 
a higher frequency than the television carrier. 


Position of Sound Carrier.—It shall be standard to locate the 
sound carrier for a television channel 0.25 Mc. lower than the 
upper frequency limit of the channel. 


Polarity of Transmission.—It shall be standard for a decrease 
in initial light intensity to cause an increase in the radiated 
power. 


Frame Frequency.—It shall be standard to use a frame fre- 
quency of 30 per second and a field frequency of 60 per second, 
interlaced. 
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Number of Lines Per Frame.—It shall be standard to use 
441 lines per frame. 


Aspect Ratio.—The standard picture aspect ratio shall be 4:3. 


Percentage of Television Signal Devoted to Synchroniza- 
tion.—If the peak amplitude of the radio frequency television 
signal is taken as 100%, it shall be standard to use not less than 
20% nor more than 25% of the total amplitude for synchron- 
izing pulses. 


Method of Transmission. It shall be standard in television 
transmission that black shall be represented by a definite car- 
rier level independent of light and shade in the picture. 


Synchronizing.—The standard synchronizing signals shall be 
as shown in figs. 28 and 29. 


Transmitter Modulation Capability.—If the peak amplitude 
of the radio frequency television signal is taken as 100%, it shall 
be standard for the signal amplitude to drop to 25% or less of 
peak amplitude for maximum white. 


Transmitter Output Rating.—It shall be standard, in order to 
correspond as nearly as possible to equivalent rating of sound 
transmitters, that the power of television picture transmitters 
be nominally rated at the output terminals in peak power di- 
vided by four. 


Relative Radiated Power for Picture and for Sound. It shall 
be standard to have the radiated power for the picture approx- 
imately the same as for sound. 
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FIG. 28—A and B showing blanking and synchronizing signals in regions of sucessive vertical blanking pulses 
(horizontal dimensions not to scale. Dimensions are from back level unless otherwise indicated). 

FIG. 29—Diagram € showing enlarged detail view of signal in fig. 28, between lines C-C. Diagram D shows 
enlarged detail view of synchronizing signal in fig. 28 between lines D-D. H-time from start of one line to 
start of next line =1/3,230 sec., V-time from start of one field to start of next field =1/60 sec. = 220 3H; 
leading and trailing edges of both horizontal and vertical blanking pulses have slopes (not indicated in A and 
B) which should be kept as steep as possible; receiver vertical retrace shall be complete at end of 0.07 V. 


S09 


606 Television 





ELECTRONS ON MUSAE nE aiai a aD qr TAES EA 
ANODE — 












PICKUP FOR ` 
iim sine — RADIO OR WIRE 
a 6en a= RoR dee = ~~ ss è TRANSMISSION 


.COIL WHICH DEFLECTS PATH OF ^ VACUUM [V 
ELECTRON BEAM ON ANODE JIN : | TUBE 
.VERTICAL DIRECTION UP TO il OSCILLATOR 

60 TIMES PER SECOND z 


oe ee we 

















-= 
— — — 
ee oe oe 







PATHS OF ELECTRON 


j FOCUSED ON ANODE 


VACUUM 
TUBE 
OSCILLATOR 
G 
a 
LENS PRODUCES 
OPTICAL 
IMAGE 


THis emits ELECTRONS. BEAM HORIZONTALLY ACROSS 
MI N I 

PROPORTIONAL TO. INTENSITY THE ANODE FROM 5.000 TO 

OF ILLUMINATION OF IMAGE 10,000 TIMES PER SECOND 


FIG. 30—Pictorial diagram explaining the action of the Fansworth television 
image dissector camera shown on page 592. It should be noted that the 
number of scanning lines is the horizontal frequency divided by the vertical 
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This means that for a 240 line picture, repeated 24 times per second for 
example, the horizontal frequency would be 24X240 or 5,760 cycles per 
second. 
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CHAPTER 30 


Radio Testing 


It is of the utmost importance that the serviceman, in order 
to intelligently cope with the various faults liable to develop in 
radio sets should be provided with the necessary testing instru- 
ments, of which there are a great variety available (some of 
which have very desirable characteristics). 

The selection of instruments described in this chapter how- 
ever, are by no means essential for intelligent servicing of radio 
sets. 

Testing instruments to be of value to a radio serviceman must 
have the following features: 


1. They should be easily portable. 


2. They should be ruggedly constructed so that instruments 
will not be damaged or their calibration changed in transport. 


3. The instruments must be designed to stand considerable 
overloads without damage, as in service work it is often difficult 
to estimate the exact magnitude of the measurements being 
taken. 


The following instruments are required to properly service 
any radio set: 


1. A volt-ohm milliammeter for measuring voltage, resistance 
and current. 
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2. Analyzer with the necessary selector switches and analyzer 
cable with adapters. 


3. Output meter. 

4. All-wave oscillator. 
5. Capacity meter. 

6. Inductance meter. 
7. Tube tester. 


This equipment may be supplemented by a cathode-ray 
oscillograph, a vacuum tube voltmeter, etc., and hence will 
provide the serviceman with equipment necessary to success- 
fully cope with almost any servicing problem. 


Analyzers and How to Use Them.—The fundamental pur- 
pose of an analyzer is to locate trouble in receivers without un- 
due waste of time and without disturbance to the wiring of the 
radio set. 

A modern analyzer consists of various resistances, capaci- 
tances, inductances and meters, which by means of switches are 
connected to the circuit whose values it is desired to verify, 
and mounted in a compact cabinet to facilitate transportation. 


Preliminary Pointers.—However, before analyzing the radio 
set for trouble, it is well to consider possibilities of trouble in the 
installation itself. The aerial may be grounded or touching 
foreign parts; the aerial connection may be corroded; or the 
lead-in wire itself possibly broken inside its insulation. The 
lightning arrester may be leaky or short-circuited. A poor ground 
connection is also a frequent cause of trouble due to interference 
with reception from outside causes. If, by disconnecting the 
aerial and ground the noise disappears, the trouble is un- 
doubtedly located outside the set. 
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If it be evident that the trouble is inside the radio set itself, 
a careful examination of the wiring connections and interior 
parts of the set is next in order. The condition of soldered joints 
should be examined to be sure that there is a good electrical 
connection. = 





RECEIVER ANALYZER 
TO BE TESTED 
FIG. 1—Principal parts of a simple analyzer. The performance of the test is as 
follows: After a preliminary investigation of possible outside sources of 
trouble such as faulty or grounded aerials, open soldering joints, broken 
parts, etc., remove tube to be tested from set to proper socket in analyzer, 
and insert analyzer plug in place of the tube removed from set. Test the 
tubes one by one, starting with the antenna stage and proceed until the 
power amplification stage is reached. This test will indicate the location of 
troubles in the various circuits or in the tubes as well as in their power supply. 


It should be noted that the insulation of the wiring be not cut 
or frayed where it passes through metal, around the edges of 
tube socket contacts, etc. The tube socket fingers should be 
clean and tight. The possibility of variable condenser plates 
touching should be checked. A visual inspection of this kind 
may quickly locate the cause of the trouble. 
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Electrical Tests.—The first electrical check on the set should 
be on the power supply to insure a normal supply of voltage to 
the various circuits in the radio set. 

If the set be a battery operated type, check the condition of 
the various batteries by making use of the tip jacks on the 
analyzer and the test leads supplied with it. If the set be sup- 
plied with power from an alternating current house lighting cir- 
cuit, measure the line voltage to be sure that it 1s correct for the 
set as indicated on the name plate of the radio set. The various 
batteries should give approximately their rated voltage read- 
ings with the radio set connected and turned on. If the batteries 
are low they should be re-charged or replaced. 

Having checked the source of power to the radio set, the next 
step is to check the current and voltage supplied to each tube. A 
suggested method is to check the tubes in the order in which the 
signal passes through them. That is, start with the antenna 
stage and end with the power amplifier stage. 

After making preliminary tests and a visual inspection and 
finding everything in good order, the electrical tests should be 
made. These electrical tests will show the location of troubles in 
the various circuits, in the tubes and in the power supply to 
them. 

First, place the radio set as near as possible in good operating 
condition. If battery operated, all batteries should be properly 
connected. If power operated, connect to the proper power cir- 
cuit. Turn on the set and make such adjustments as are nor- 
mally necessary to bring in a good signal. 

In general, all electrical tests should be made with the volume 
control in the maximum volume position, since this position 
generally gives the optimum distribution of currents and 
voltages through the various circuits in the radio set. À second 
set of readings with the volume control in the average working 
position is often helpful in locating trouble. This second set of 
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readings is the current and voltage values in the various cir- 
cuits under average conditions and should compare favorably 
with the first set. Radical differences should be checked up for a 
possible source of trouble. 


In a battery operated set all batteries should be checked; any 
which are low in voltage should be replaced before proceeding 
with a more detailed analysis of the radio set. 


Selection of Voltmeter Scales.—It is advisable when reading 
direct current voltages to set the selector switch on the range 
which will give the smallest deflection of the instrument which 
can be read satisfactorily. While this may seem to be contrary 
to general practice, the fact that many modern radio receivers 
have individual voltage divider networks for each tube, allows 
the current drawn by the voltmeter to throw the voltage ap- 
plied to the tube somewhat in error. 


It is obvious that a network supplying three milliamperes 
plate current to a tube will be upset to a considerable extent by 
connecting a voltmeter to it which requires one milliampere full 
scale. Consequently, deflections of less than half scale, as would 
be obtained on a higher range, will introduce less error than de- 
flections of approximately full scale on a lower range, since the 
latter require considerably more current from the voltage 
divider network. When a difference in voltage indicated on the 
instrument scale exists as the range selection is changed, the 
indication read on the highest full scale voltage should be taken 
as the more accurate. 


Selection of Current Scales.—In reading current always take 
the reading on the range which will give the largest possible 
deflection. By doing this the greatest possible accuracy will 
result. 
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Testing a Triode.—For a complete analysis of a triode for 
example, it is necessary to measure the following values: 
1. Plate voltage 
2. Plate current 
3. Grid voltage 
4. Grid current 
5. Filament voltage. 


In addition where cathode screen grid or pentode tubes are 
being tested, it is necessary to measure— 


6. Cathode voltage 
7. Screen grid voltage. 
8. Screen grid current. 


A complete outline of the above tests is given on pages 
620 to 625. 


Test Oscillators and Their Use.—The fundamental use of a 
test oscillator is to replace the broadcast signal for test and 
adjustment of radio receivers. Of special importance to the 
servicemen are the following uses: 

Alignment of IF, RF and oscillator padding circuits. Check- 
ing the condition of tubes. To determine the gain in any part of 
radio receivers. For testing a@.v.c. circuits. For checking 
selectivity. 


Alignment Procedure.—Unless the manufacturer of the 
receiver instructs otherwise the following sequence should be 
followed in the alignment of a radio set: 

1. The various tuned circuits of the JF amplifier are first 
aligned properly at the intermediate frequency for which the 
amplifier was designed. 
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2. The oscillator tracking condenser should then be adjusted 
at about 1,400 k.c. so that it tracks properly at the high fre- 
quency end of the dial. Adjust the padding condenser at about 
600 k.c. so that it tracks at the low frequency end of the dial. 


3. Align the radio frequency, the pre-selector, amplifier or 
tuned circuit last. 


If double spot or image suppression circuit be employed in 
the receiver, the manufacturer’s instructions should be con- 
sulted for the proper procedure. Maximum transfer of energy in 
output is only obtained when every section is synchronized 
properly. 


Use of Output Meters.—To determine the condition of tubes 
feed the signal from the oscillator to the aerial and ground con- 
nections of the receiver. Connect an output meter to the radio 
set; substitute new tubes for those in the radio set, one at a 
time and if the output meter indicates a greater value when 
each new tube is placed in the set, the original tube should be 
replaced. 


To determine the gain in any part of the receiver, connect 
output meter as before and feed signal to aerial connection of 
radio set. Adjust oscillator to a high output and move the 
oscillator aerial connection to each succeeding RF or IF stage, 
noting the drop in the output voltage as shown on the output 
meter. Always use the proper frequency and proper scales for 
the output meter. 


To check a.v.c. to determine when it is functioning properly, 
wide changes in the alignment with a large signal voltage will 
produce no appreciable change in output. 


To check selectivity feed a signal of low value to aerial and 
ground connections, tune oscillator to perfect resonance, move 
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oscillator signal dial until signal disappears. Note number of 
kilocycles between resonance and inaudibility. 


Capacity Measurements.—On account of the fact that 
capacitors very frequently give rise to trouble in a.c. receivers, 
it is necessary to be able to measure and compare the value 
received by that as given in the manufacturer's circuit diagram. 
Hence it is important that the serviceman should understand 
the theory of capacity values and how they are derived. 


The dial of most a.c. milliammeters are calibrated to read 
directly in microfarads (M.F.). The capacitive reactance of a 
condenser in ohms is given by the following formula: 


oe OlNms vtt ME (1) 


Xe 73x XÍXCu 


When a 60 cycle current is used (f 260) and C is measured 


in microfarads, this formula then becomes: 


2,650 
Crip = ee I (2) 





From this last equation it is possible to calibrate an a.c. 
milliammeter to read directly in capacity. 


If any other frequency than 60 cycles is used, the result 
ae in equation 1 or 2, must be multiplied by the fraction 


pt , 


used. For example, if a 50 cycle current be used, then the values 


where (F) is 60 cycles and (f) is a cycle of the current being 


of equations 1 or 2 must be multiplied by e or 1.2. 


Before using any instruments designed for use on 60 cycles, 
.on any other frequency, one must make sure that the equip- 
ment will function at the new frequency. 
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How to Make Capacity Measurements When the Capacitor 
Be Shunted by a Non-Inductive Resistor.—In a.c. receivers it 
is very frequently desired to obtain the values in microfarads 
when an ohmic resistor is shunted by a condenser as shown in 
fig. 2. 


Xc 


MSN 


Ac cA C 
T ] MILLIAMMETER 





FIG. 2—Connection for measurement of capacity when capacitor is shunted 
by a non-inductive resistor. 


The impedance Z, of the above circuit combination is ob- 
tained by the following formula: 


|f QH20RX2 
z- es Rax Ut 4 M (3) 
in which 7 = Resistance of the a.c. milliammeter in ohms 

R= Resistance of the shunt resistor in ohms 


X,- The reactance of the capacitor to be measured in 
ohms 


Z = The impedance of the circuit combination, in ohms. 


The X, values as used in formula (3) are the effective resist- 
ance values of capacitors given by formula (1). 
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From the above mathematical relationship, curves may be 
plotted as shown in chart, fig. 3. In this chart the resistance 


‘value from 500 to 5,000 ohms and capacitors from 0.1 
microfarads are covered. The chart is used as follows: 
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The value of r, is the resistance of the meter being used. 


The value of R is obtained by an ohmmeter (d.c.). The a.c. 
milliammeter reading is obtained by placing it across the points 
A and B of fig. 2 as indicated. 


The intersection of the line corresponding to the a.c. milliam- 
meter readings and the resistance given by the ohmmeter will 
intersect on one of the curves and following this curve out, the 
value of the condenser in microfarad is obtained. 


Example.—ZIf the a.c. milliammeter reads 30 M.A., and the 
resistance (R) is found by the ohmmeter to be 2,500 ohms, what is 
the value of the condenser? 


Solution.—Following the curve fig. 3 at the intersection of 
the 30 M.A. and the 2,500 ohms line shows the value of C to be 
1.82 microfarads. 


Inductive Measurements.—Inductance values may be ob- 
tained in a manner similar to that already described in capacity 
measurements. It should however be remembered that induc- 
tive reactance is vectorially positive whereas capacitive react- 
ance is negative, and that the larger the value of the inductive 
reactance the lower will be the reading of the a.c. milliammeter. 
Also the larger the capacitive reactance the higher will be the 
reading of the a.c. milliammeter. 


The formula for the inductive reactance (.X ,) in ohms is: 
A —RPLOhmS M ctr M RUN (4) 
or if f =60 cycles, then 


L= Z5 henries Mee UR M A E MEL US (5) 
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When  Zz-the a.c. current in amperes 
e = Impressed a.c. voltage 
R = Resistance of a.c. meter in ohms 
X , — Effective resistance of the inductor in ohms 
then the formula for current is as follows: 





The reading of the a.c. milliammeter may conveniently be 
referred to a chart computed from equation (4) from which the 
value of the inductance can be found similarly as previously 
shown. 


If 50 cycles is used instead of 60 cycles the results should be 
multiplied by > or 1.2. 
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Commercial Type Analyzers 


Weston Model 665 Selective Analyzer.—The external view 
of this instrument is shown in fig. 4. and its internal connection 
diagram in fig. 5. 


The instrument is principally a volt-ohm-milliammeter for 
both a.c. and d.c. service. 


All voltage ranges are available at the pin jacks, and by 
means of socket selector units may be had through the plug. 
They are 0-1/2.5/5/10/25/100/250/500/1,000 volts, either 
a.c. or d.c. The individual ranges are selected by means of the 
large selector switch. A reading cannot be had till either the 
d.c. or a.c. push button at the bottom of the panel is pressed. 
These are locking types and should be returned to their original 
position after each test is completed. 


All current ranges are available at the pin jacks and are also 
available for current measurements at the socket by means of 
the socket selector units. These ranges are 0-/2.5/5/10/25/50/- 
100/250/500 milli-amperes, d.c. only. 


Resistance measurements may be had with test leads and 
the various ohmmeter pin jacks, as a point-to-point tester. 
Also by means of a socket selector unit, resistance measure- 
ments may be taken between any two socket prongs or a socket 
prong and ground. 
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A very useful feature in this instrument is that it may easily 
be converted into a complete analyzer by addition of the 666 
socket selector shown in fig. 6, thus bringing the tube socket 
connections to the analyzer circuit. 


With reference to the Tube Base Chart shown on page 623 
the various measurements should be made as follows: 





FIG. 4—Front view of Weston Model 665 selective analyzer. 


Heater Voltage.—This is read between 1 and 4 on 4 prong 
tubes; 1 and 5 on 5 prong tubes; 1 and 6 on 6 prong tubes, and 
1 and 7 on 7 prong tubes. However, it is advisable to check with 
the tube base chart because no fixed rule for the location of any 
terminal can be given. 
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Plate Voltage.—The plate is generally terminal No. 2 and for 
heater type tubes this voltage would be read between plate and 
cathode and for filament type between plate and negative fila- 
ment. Since the plate and cathode terminal are not in the same 


locations for all type tubes, reference to the tube base chart is 
suggested. 
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FIG. 5—Internal connection diagram of Weston Model 665 selective analyzer. 


Grid Voltage.—There are a number of grids such as control, 
screen, suppressor, anode, etc. For heater type tubes the voltage 
is measured from the cathode to the desired grid and for fila- 
ment type tubes from the negative filament to the desired grid. 
Reference to the tube base chart will give the correct location of 
the various grids for the tube in question. 
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Reference should be made to the service manual of the radio 
set being tested for the determination of the correct values of 
grid and plate voltage. 





FIG. 6—Socket selector for use with Weston Model 665 analyzer. 


Plate Current.—4A pair of leads are plugged into the M.A. 
pin jacks on the panel; the other ends of these leads are placed 
in the two jacks opposite the plate terminal on the socket selec- 
tor unit. The dial switch is turned to the desired milliampere 
range. This will give a plate current reading on the milliam- 
meter. It is necessary to hold down the "Press for D.C." 
button. 

True total current in any lead is read in this way, since the 
inner jack of each pair functions as a closed circuit jack switch. 
When a pin tip is plugged into the inner of a pair of jacks, the 
main circuit is opened between the jacks. The total current, 
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therefore, must flow out through the measuring instrument and 
back into the other jack. Note that voltage measurements 
cannot be made in the inner Jacks, since the circuit is opened 
when pin tips are placed in them. 


Grid Current.—Grid and screen current measurements are 
made in the same manner as the plate current. All current 
ranges are available for this purpose. The push button marked 
“Press for D.C." must be held down for this test. These read- 
ings are obtained by placing one end of each of a pair of leads in 
the “M.A.” pin jacks and the other ends in the two pin jacks 
opposite the terminal of the grid desired. 


The plate current of the second plate of rectifier tubes is 
tested as above. It is advisable to consult the tube base chart 
for location of the terminals for the various elements. 


Grid Tests.—Two grid tests are available, one with a low 
shift of 4.5 volts, the other a high shift of 13.5 volts for power 
tubes only. A separate set of pin jacks is provided on the panel 
for each shift. 


A pair of short leads is plugged into the panel at the upper 
corner marked ''Grid test" and the other ends plugged into the 
pin jacks opposite the control grid terminal desired on the 
selector unit. Be sure lead from ''G"' pin jack is inserted in the 
pin jack nearest the tube on selector unit. 


Another pair of leads is plugged into the M.A. pin jacks on the 
panel, the other ends of these leads are placed in the two jacks 
opposite the plate terminal on the socket selector unit. The dial 
switch is turned to the desired M.A. range. This will give a 
plate current reading on the milliammeter. Pressing the “Grid 
Test" button (located in center of lower edge of panel) will 
give an increase in the plate current reading. 
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The grid test reading is an indication of the relative goodness 
of the tube, and is proportional to the mutual conductance. 
No values can be given for this reading because of the high plate 
circuit resistance in many radio sets. 


Cathode Voltage.—Cathode voltage is measured with refer- 
ence to the heater. In some sets the cathode is connected 
directly to the heater, in which case the cathode voltage read- 
ing will be zero. 


In other sets the cathode is grounded through the grid bias 
resistor with heater connected to some positive potential, in 
which case the cathode will read negative with reference to the 
heater. In most alternating current radio sets the cathode is 
grounded through the grid bias resistor with the heater 
grounded, in which case the cathode will read positive with ref- 
erence to the heater. 


Output Test.—This test is made exactly like the measure- 
ment of a.c. voltage, except when d.c. is present in the output 
circuit, then the “Series Condenser” pin jack must be used. All 
voltage ranges are available for this test. It is necessary to hold 
down or lock in position the “‘Press for A.C." push button. 


Weston Model 571 Output Meter.—The external view of this 
meter is shown in fig. 7 and its internal connection in fig. 8. 


This instrument has a constant resistance of 4,000 ohms on 
each range, is usually used as a terminating impedance on 
sound line or receiver output circuits. It can be used, however, 
on bridging measurements on low impedance lines. It is also 
valuable as a multi-range a.c. volt-meter of wide adaptability. 
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The 5 voltage ranges are available at pin-jacks and are se- 
lected by means of a dial switch. It also has a self-contained 
condenser for blocking any d.c. components. This condenser is 
connected to a separate pin-jack. 


OUTPUT METER 
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FIG. 7—Panel view of Weston Model 57! output meter. 
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The voltage ranges are: 0-1.5/615/60/150. Test leads and 
adapter for connection to the plate pin of any output vacuum 
tube are provided for the meter. 


2-IMFD. 


FIG. 8—Schematic wiring diagram of Weston Model 571 output meter. 
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Weston Model 763 Ohmmeter.—Front view and connection 
diagram of this instrument is shown in figs. 9 and 10 respec- 
tively. 





FIG. 9—Panel view of Weston Model 763 ohmmeter. 


With this instrument resistance measurements of from 0.2 
ohms to 300 megohms may be made with high accuracy on 6 
ranges. It can also be used with good results on the top range as 
a modified megger in which 125 volts (maximum current 50 
microamperes) is available for insulation tests. 
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The power consumption is small, as the instrument requires 
only 50 microamperes for full scale deflection. 

Leakage on all types of condensers, even those having resist- 
ances of up to approximately 300 megohms can easily be meas- 
ured. A filament type vacuum tube requiring a very short heat- 
ing time is used as a rectifier, and the operating power is ob- 
tained from any 105-130 volts, 50-60 cycle a.c. source. 
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FIG. 10—Wiring diagram for internal connection of Weston Model 763 ohm- 
meter. 
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Weston Model 765 Analyzer.—A front view and internal 


connection diagram of this instrument is shown in figs. 11 and 
12 respectively. 


This instrument is claimed to be of very high sensitivity. For 





FIG. 11—Front view of Weston Model 765 analyzer. 
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example the d.c. and a.c. sensitivity according to the manu- 
facturer is 20,000 ohms per volt and 1,000 ohms per volt re- 
spectively. This minimum loading effect permits checking of 
sensitive relay circuits without interrupting operation and facili- 
tates a great multiplicity of measurement which are practically 
impossible with instruments of lower sensitivity. 

The over-all a.c. accuracy of the instrument is held within 

05, whereas for d.c. measurements the accuracy 1s within 2%. 
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FIG. 12—Diagram showing internal connection of Weston Model 765 analyzer. 


In addition a special rectifier circuit is incorporated designed 
for temperature compensation between 50 and 110 degrees F. 
limiting temperature errors to within 2%. 

The ranges for a.c. and d.c. voltage measurements are as 
follows: 0-/1.5 /3/6/15/30/60/120/300/600 /1,500. 
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Ranges for d.c. current measurements are: 
0-150 w.a./600 (2.4./1.5/3/6/15/30/60/150/600 m.a./3a/15a. 
The decibel ranges provides measurements of power levels 
between—18 to +58 db. 





FIG. 13—Panel view of Weston Model 772 analyzer. 
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Weston Model 772 Analyzer.—This analyzer is designed to 
make the necessary tests on present day equipment such as 
commercial radio receivers, transmitters, television receivers, 
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FIG. 14—Wiring diagram of Weston Model 772 analyzer. 
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public address systems, vacuum tube and cathode ray equip- 
ment, etc. 

The instrument is illustrated in fig. 13 and its connection 
diagram in fig. 14. 

It has a 20,000 ohms per volt sensitivity on five d.c. voltage 
ranges. A.c. readings are made on single arc scale. 

The ranges for d.c. current measurements are 0-/0.1/10/50/- 
250 m.a./1a/10a. 

A.c. or d.c. voltage measurements have the following ranges: 
0-2.5/10/50/250/1,000 v. Five decibel ranges provide power 
level measurement from—14 to +54 db. 

Resistances are measured on the following scales 0-3,000/- 
30,000/3 Meg./30 Megohms. 

The instrument is equipped with pin jacks for mounting 
model 666 socket selector unit. 


Weston Model 773 Tube Checker.—This instrument is man- 
ufactured both for counter and movable service, as shown in 
figs. 15 and 17 with a common diagram of connections in fig. 16. 
It has eight sockets for the various types of tubes, a direct read- 
ing "Bad-Good'" meter scale, two selector switches, voltage 
adjustment switch, in addition to position and test switches. 

With this instrument a complete analysis of any tube may 
readily be obtained. Separate electrode switches for grid, plate, 
screen, suppressor, diode or cathode are provided for emission, 
short and leakage tests. This point to point testing feature will 
be recognized as extremely important whenever doubtful tubes 
are encountered. 

A most frequent source of trouble in radio tubes are the de- 
fects in circuit continuity of the electrodes and although an 
over-all efficiency test may at times fail to disclose these de- 
fects, a point to point electrode check will nearly always dis- 
close the trouble. 
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FIG. 15—Front view of counter type Weston Model 773 tube checker. 
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FIG. 16—Diagram of connection for. Weston instruments Model 773. 
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FIG. 17—Panel view of Weston Model 773 movable type tube checker. 


Weston Model 655-2 Selective Analyzer.— The internal con- 
nection of this instzument ts shown in fig. 18. 
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The principal difference between this instrument and the 655 
previously described is that the various scales are available by 
means of pin jacks instead of a rotary switch. The volt meter 
ranges @.c. Or d.c. are: 0-1/2.5/5/10/25/50/100/250/500/ 1000 
volts. Thecurrent ranges d.c. only are 0-1 /2.5/9/10/25/50/100/250/ 
500/1000 milliamperes. 


Supreme Model 339 Analyzer.—The panel view and connec- 
tion diagram of this instrument is shown in figs. 19 and 20 
respectively. 

It has five sockets for various types of tubes, a sensitive d’Ar- 
sonval fan shaped meter, and a rugged 4-gang, 5-position rotary 
switch for selectivity connecting the meter to any of the follow- 
ing measuring circuits: ) 

(a) d.c. milliammeter—0/5/25/125/250/500 m.a., and 0/1.25 
ampere. 

(b) d.c. voltmeter—0/2/25/125/250/500/1,250 volts. 

(c) Ohmmeter—0/2,000/20,000/200,000 ohms and 0/2/20 
megohms. 

(d) a.c. voltmeter—0/5/25/125/250/500/1,250 volts. 

(e) Capacity Meter—0/0.05/0.25/1.25/2.5/5.0/12.5 mfds. 
electro-static (paper) and electrolytic. 

For current, potential and resistance measurement the meter 
is "built up" to a resistance value of 300 ohms by means of a 
multiplier resistor connected in series with the meter, and all 
shunt and multiplier resistance values are calculated on the 
basis of a full scale current sensitivity of 1.0 milliampere and a 
resistance value of 300 ohms for the meter. 

The actual armature resistance of the meter is approximately 
115 ohms. The operating procedure for the various measure- 
ments is as follows: 


1. Current Measurements.—When it is desired to obtain 
current in terms of milliamperes the meter is shunted as shown 
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in fig. 20. The total shunt value of 75 ohms is determined by the 
lowest current-measuring range of 5 milliamperes. The meter, 
with its resistance built up to a value of 300 ohms, requires a 
potential of 0.3 volt (300 millivolts) to cause a full scale current 
of 1.0 milliampere to pass through the meter. 
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FIG. 19—Front view arrangement of Supreme Model 339 radio set analyzer. 


The shunt resistor for the 5 milliampere range, being in 
parallel with the meter, will have the same 0.3 volt potential 
difference. Since 1.0 milliampere of the 5 milliampere range 
will pass through the meter, the shunt resistor will pass the 
other 4.0 milliamperes and its value is determined by dividing 
4.0 milliamperes (0.004 ampere) into 300 millivolts (0.3 volts). 
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FIG. 20—Wiring arrangement and resistance values in Supreme Model 339 radio set analyzer. 
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For the current measuring ranges above the 5.0 milliampere 
range, the 75 ohm shunt resistor is divided into smaller values, 
thereby forming what is known as a “ring type" shunt, the 
total "ring" resistance value being 375 ohms. 

The resistance values of the 75 ohm shunt resistors are de- 
termined by multiplying the total “ring” resistance by the full 
scale current of the meter, dividing the result by each range 
value, in turn, from the common terminal, and subtracting the 
sum of the preceding values from each newly-determined value. 


When the “ring” value of 375 ohms is multiplied by the full 
scale sensitivity value of 0.001 ampere, 0.375 is the result, into 
which each range value is divided, in turn, for determining the 
required shunt values. For example, the shunt value for the 
1.250 ampere range is determined by dividing 1.250 into 0.375, 
giving a value of 0.3 ohm for that range. 


For the 500 milliampere range, 0.500 ampere is divided into 
0.375, giving a value of 0.75 ohm for the 500 milliampere range; 
but since there already is a value 0.3 ohm for the preceding 
range, it is necessary to subtract 0.3 ohm from 0.75 ohm, leav- 
ing a value of 0.45 ohm for the second section of the shunt. 


For the 250 milliampere range, 0.250 ampere is divided into 
0.375, giving a value of 1.5 ohms for the 250 milliampere range; 
but since there already is a value of 0.75 ohm for the two pre- 
ceding ranges, it is necessary to subtract 0.75 ohm from 1.5 
ohms, leaving a value of 0.75 ohm for the third section of the 
shunt. The shunt sections for the other ranges are determined 
in a similar manner, and can be checked by Ohm's law. 


For example, the shunt value of 0.3 ohm for the 1.250 
ampere (1,250-milliampere) range is in parallel with the remain- 
ing 374.7 ohms of the "ring" circuit, which when multiplied by 
the meter current of 0.001 ampere, produces a potential drop of 
0.3747 volt. With 0.001 ampere going through the meter, the 
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remaining value of 1.249 amperes will be going through the 0.3 
ohm shunt, producing potential drop of 0.3 times 1.249 or 
0.3747 volt. Since the potential drop across both parallel paths 
is identical by Ohm’s law, it is concluded that the calculations 
are correct. The other ranges may be similarly checked by 
Ohm’s law. 


2. D.C. Potential Measurements.— When the meter is being 
used for potential measurements, enough resistance must be 
connected with it to limit the current to within the full scale 
sensitivity value of the meter. 


The value of the multiplier resistor for the 5-volt range is 
established. by subtracting the meter resistance value of 300 
ohms from the 1,000 ohms-per-volt value of 5,000 ohms leaving 
a multiplier resistance value of 5,000-300 or 4,700 ohms. 


For the higher ranges the multiplier resistance values are cal- 
culated on this basis of 1,000 ohms per volt. 


3. Resistance Measurements.—For resistance measure- 
ments, the meter is used primarily as a voltmeter, with the cur- 
rent passing through the meter calibrated on an “Ohms” scale 
instead of being calibrated on a “Volts” scale. In the multi- 
range ohmmeter circuits of this tester, however, shunts are 
used to enable the different sensitivities required for each range, 
and to this extent, the ohmmeter circuits resemble current 
measuring circuits in which shunts are usually required. 


It will be observed from diagram fig. 20, that for the lowest or 
2,000 ohm range, the 33 ohm resistor is a shunt resistor, while 
the 297 ohm and the 2,723 ohm resistors act as multipliers to the 
meter with its 700/4,300-ohm shunting resistor made up of a 
fixed 700 ohm resistor and a variable 3,600 ohm rheostat for 
accommodating battery potential variations. 
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For the 20,000 ohm range, the 33 ohm and the 297 ohm 
resistors, totaling 330 ohms, act asa shunting resistor, with the 
ol ohm and 2,723 ohm resistors functioning as multipliers. 
For the 200,000 ohm range, the 33 ohm, 297 ohm and 2,723 
ohm resistors act as a shunting resistor, and a 3,269 ohm resistor 
acts as a multiplier resistor. 


4. A.C. Potential Measurements.—The a.c. potential meas- 
uring functions differ from the d.c. potential in that the meter 
is connected to the output terminals of a full-wave instrument 
rectifier and a capacitor is substituted for the 4,700 ohm 
multiplier resistor, the capacitor being connected in series with 
the rectifier input circuit. Each of the multiplier resistors above 
the 5-volt range is by-passed with a calibration capacitor. The 
elements involved'in the a.c. potential measuring functions are 
indicated in wiring diagram. 


9. Capacity Measurements.—When the meter is used for 
capacity measurements, the resistance value of the meter and 
of the shunt and multiplier resistors associated with the measur- 
ing circuit constitutes one leg of an impedance triangle. See 
fig. 21. The reactance of a capacitor of unknown value, which 
may be connected into the measuring circuits for the purpose of 
determining its value, constitutes another leg of the same 
impedance triangle. 

It is obvious that the resistance value of the meter and of its 
associated shunt and multiplier resistors is a constant value for 
any particular capacity-measuring range, regardless of the 
capacitive value of any capacitor which may be connected to 
that range, and that the capacitive reactance, in every case, is 
determined by the capacitive value of the capacitor which may 
be subjected to the measurement; therefore, the capacitive 
leg of the triangle is the variable element. 
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It is further obvious that the meter current is related directly 
to the hypotenuse of the impedance triangle and will not, 
therefore, have a linear relationship to capacitive values. For 
example, assume an impedance triangle in which a full-scale 
meter current corresponds to a certain hypotenuse length, and 
in which the reactance leg corresponds to a capacitive value of 


R 


Z=\R?+X2, 


FIG. 2i—Arrangement of impedance triangle in capacity measurements. 


5.0 microfarads; if we remove the 5.0 mfd. capacitor and put in 
its place a 2.5 mfd. capacitor, the length of the reactive leg of the 
triangle will be doubled, but the length of the hypotenuse will 
not be doubled, and, therefore, the meter current will not be 
reduced to one-half of its former full scale value. In other 
words, a linear or evenly-divided scale cannot be used on the 
basis of fixed resistance values for the meter and its associated 
shunt and multiplier resistors. 


From what has just been explained, it is natural to ask a 
question as to how capacitive measurements are enabled on an 
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evenly divided scale in this tester. The answer lies in the fact 
that, although the meter, shunt and multiplier resistance 
values constitute a fixed resistive value for each capacity 
measuring range, a variable resistive value is introduced by the 
full wave instrument rectifier employed, and shunts and multi- 
pliers are employed of such values as will enable the variable 
element of the rectifier resistance to approximately counter- 
balance the variable reactive element introduced by the differ- 
ent capacitive values which may be encountered for measure- 
ment. 


In other words, the divisions of a meter scale would be 
crowded on the upper end of the scale for capacitive measure- 
ments if the rectifier were linear in its characteristics, and the 
non-linear characteristics of the rectifier would cause the 
divisions of the meter scale to be crowded on the lower end of 
the scale, if no capacitive variable elements are introduced into 
the circuit; but when both variable elements are introduced into 
the circuit in approximately equal and opposite proportions, 
the meter scale divisions can be equally separated across the 
whole scale, or, what amounts to the same thing, the regular 
evenly-divided scales can be utilized for capacitive measure- 
ments. 


For the measurement of electrostatic (paper) capacitive 
values, comparatively high a.c. potentials are used, but it is 
necessary to use comparatively low a.c. potential values for the 
measurement of electrolytic capacitive values, so as not to 
puncture the electrolytic film around the electrodes. Actually 
the a.c. potential applied to electrolytic capacitors in the 
0/1.25/2.5/12.5 mfd. ranges is about 9 volts. The capacity- 
measuring circuits are shown in the wiring diagram. 
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Supreme Model 585 Diagnometer.—This instrument shown 
in fig. 22 with the connection diagrams of the tube testing cir- 
cuit in fig. 23 has the following service facilities. It actually con- 
sists of 14 instruments in one compact assembly, for complete 
circuit and tube checking on all radios, P.A. amplifiers and tele- 
vision sets. 

The instrument is a complete point to point set tester, or the 
"Free Reference" system of analysis direct from tube sockets 
may be chosen. 


The meters provide for the following ranges: 


1. Six d.c. potential ranges of 0-7/35/140/350/700/1,400 
volts. 


2. Six a.c. potential measuring ranges of 0-7/35/140/350/ 
700/1,400 volts. 


3. Seven d.c. current measuring ranges of 0-1/7/35/140/8350,' 
700/1,400 m.a. 


A d.c. scale 0-14 amp. is provided for checking drain of auto 
radios and 6 volt mobile sound systems. There are six output 
meter ranges, ohms 0-200/2,000/20,000/200,000. The first 
division on the 200 ohm scale is 0.25 ohm. Can be read to 0.05 
ohm. Megohmeter 0-2/20. 

The 20 megohm range operating at 450 volts is an excellent 
electrostatic and main filter electrolytic condenser breakdown 
tester. 

Decibels—10 to 4-6/0 to -- 16/ -- 10 to --26/ 4-20 to 4-36/ 4-30 
to 4-46 direct reading on the 500 ohm line; zero level 0.006 watts 
Electrostatic capacity meter 0-.07/0.35/1.4/3.5/7.0/14.0 Mfd. 

Electrolytic capacity meter 0-3.5/7.0/14.0 Mfd. Direct 
meter leakage test for main filter electrolytics on colored 
"Good-Bad" scale. 

Also a sensitive full size neon test for electrolytic condensers. 
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All meter services and ranges are selected by indicating 
rotary switches. New ‘‘Free Reference’ tube for all old and new 
radio, P.A. and television tubes, except thyratrons and kine- 
scopes. 





FIG. 22—Front view showing arrangement of instruments and switching de- 
vices in Supreme Model 585 diagnometer. 


With this diagnometer it is possible to test all multi-purpose 
tubes section by section, as well as for overall performance, 
there are 48 possible basic combinations of load and voltage 
to insure proper and accurate tests of every conceivable type of 
tube. 
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Supreme Model 501 Tube Tester.—The panel view of this 
tester is shown in fig. 24 and illustrates the various controls. 
The connection diagram is shown in fig. 25. This new improved 
circuit tests all old and new tubes for radio, public address 
systems, and television, except thyratrons and kinescopes. It 
tests all multi-purpose tubes section by section, as well as for 
overall performance. 


T: 
— 





FIG. 24—Front view of Supreme Model 501 tube tester. 


All quality tests are made at full rated load for highest ac- 
curacy. Six sockets test all types and combinations of tubes, as 
both ends of the filament or heater are free, through switches, 
for instant connection to any pair of tube terminals including 
the top cap. 
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FIG. 25—Schematic wiring diagram of internal connection in Supreme Model 
501 tube tester. 


Supreme Model 551 Analyzer.—The panel view and connec- 
tion diagram of this instrument are shown in figs. 23 and 24 
respectively. 


This set analyzer will handle all service and circuit problems 
of all types of radios, P.A. amplifiers and television sets. It is 
also as useful in servicing industrial vacuum tubes and photo- 
cell devices. 
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It has five sockets for the various types of tubes, and a 
sensitive 4 in. square meter, with easily readable scale. The 
various ranges and services are quickly available by means of 
an indexed rotary switch connecting the meter to any of the 
following measuring circuits: 
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FIG. 26—Exterior view of Supreme Model 551 analyzer. 
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FIG. 27—Wiring diagram of Supreme Model 551 analyzer. 
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The first scale division of the 0-200 ohm range is 0.1 ohm, 
and at center scale the resistance reading is 3.5 ohms. This 
extreme open scale which can easily be read as close as 0.02 
ohms is especially valuable when checking the resistance of 
shorted voice coils, filament windings on transformers, rosin 
joints, shorted turns in converter armatures, etc. 

The megohmeter has two ranges 0-2/20 megs, which is 
operated from a self-contained power supply for high resistance 
and cable leakage testing. 





FIG. 28—Panel view of Supreme Model 581 signal generator. 


Supreme Model 581 Signal Generator.— This all wave r.f. 
oscillator has a range of 130 k.c. to 60 m.c. on 5 fundamental 
bands and 3 harmonically related bands. 
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FIG. 29—Circuit diagram of Supreme Model 581 Signal generator. Cn 
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Other noteworthy features includes a 400 cycle modulating 
oscillator which modulates the 7.f. carrier the standard 30%; 
a beat frequency audio frequency oscillator having a 60/10,000 
cycle range with less than 5% harmonic distortion; and an 
electronic frequency modulator or 'Wobbulator." 


This model is useful for alignment testing by the output meter 
(amplitude modulated r.f. signal) method or the visual cathode 
ray tube (frequency modulated r.f. signal) method; demodula- 
tion and detector testing; checking fidelity and overall response, 
and gain of audio and P.A. amplifier systems, band pass width; 
selectivity curves of 7.f. amplifiers, etc. 
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NOTE: RESISTANCE VALUES SHOWN ARE AVERAGE 
CORRESPONDING RESISTANCE VALUES IN MODEL 
No. 430 VARY SINCE THEY ARE CALIBRATED TO THE 
CHARACTERISTICS OF THE TRANFORMER 


FIG. 30—Internal connection diagram of Readrite Model 430 tube tester. 
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The whole circuit is very stable, using a modified electron 
coupled system, which will not drift due to changes in line 
voltages, ambient temperature or attenuator control operation. 

The circuit shown in fig. 29 has incorporated in it two 6A7, 
one 84 and one 76 tube. 





FIG. 31—Front view arrangement of devices in Readrite Model 430 tube tester. 
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Readrite Model 430 Tube Tester.—The wiring diagram and 
panel view of this type of instrument is shown in figs. 30 and 
31 respectively. 

This instrument is designed to test both metal and glass types 
of tubes. 

The panel has five sockets and a direct reading "GOOD-BAD" 
meter scale, two selector switches, one load control knob, one 
a.c. Voltage adjustment knob and one push button switch tc 
indicate the condition of the tube under test. 

The circuit is designed on the “emission” principle in that the 
meter indication depends on an emission test of the tube. 

Cathode-leakage and short-circuit tests can also be made 
with this instrument. 





FIG. 32—Panel view of Readrite Model 720-A point to point panel. 
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Readrite Model 720-A Point-to-Point Tester.—This tester 
is equipped to handle both the glass and the glass-metal 
tubes. It may be used to measure resistance capacity and con- 
tinuity, as well for voltage checking of any tube circuit. 

The point-to-point tests are made through an eight conductor 
cable, which is plugged into the receiving set socket. Tester 
socket terminals are arranged according to R.M.A. standards, 
thereby making it unnecessary to remove chassis from cabinet 
when localizing faults. Arrangement of the different tube ele- 
ments does not affect tests. 
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FIG. 33—Connection diagram of Readrite Model 720-A point to point tester. 
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The tester is equipped with two meters; a d.c. meter having 
scale for reading 15-2150-300-600 volts, 15-150 milliamperes and 
an a.c. meter for reading 10-25-150 and 750 volts. . 

Separate meter ranges made available by connecting a single 
pair of jacks and using the selector switch. For diagram of con- 
nection and panel view, see figs. 33 and 32. 





FIG. 34—Front view arrangement of Readrite Model 710-A tester. 


Readrite Model 71C-A Tester.—This instrument is used to 
test all parts of the tube circuits by plugging directly into the 
receiving set socket. 

It will handle sets equipped with either glass or glass-metal 
tubes. 
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There are three meters, a d.c. volt-meter which reads 
0-20/60/300/600 volts, and has 1,000 ohms resistance per volt, 
a d.c. milli-ammeter scale 0-15/150 and an a.c. voltmeter, 
scale 0-10/140/700. 
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FIG. 35—Schematic diagram of connections in Readrite Model 710-A tester. 


A special positive contact selector switch connects all d.c. 
circuits to the d.c. volt meter. Panel jacks are provided to make 
individual range connections for the three meters. 


The panel view and connection diagram are shown in figs. 
34 and 35. 
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Philco Model 025 Signal Generator and Radio Tester.—This 


instrument consists principally of a volt-ohm-milliammeter for 
both a.c. and d.c. service. 


The a.c. and d.c. voltage scales are 0-10/30/100 /300/1,000. 
Current up to 10 amperes may be read directly on the milli- 
ammeter by using a special shunt. 
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FIG. 36— Wiring diagram of Philco Model 025 radio tester. 


The circuit is designed for capacity and resistance measure- 
ments which values are recorded on special scales, although in 
reading capacity (Mfd.) a special calibration chart should be 
consulted. 


For internal connection and exterior views of instrument, see 
figs. 36 and 37. 
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Readrite Model 557 Signal Generator.—This signal generator 
is equipped with coil combinations to obtain frequency band as 
follows: 

Coil “A” covers the band from llO0to 295 K.C. 


Coil "B" covers the band from 275to 840 “ 


Coil '*C" covers the band from 820to 2,800 “ 
Coil ^D" covers the band from 2,500 to 8,500 ‘ 
Coil ^E" covers the band from 8,000 to 20,500 *'' 





FIG. 37—Panel view of Philco Model 025 Signal generator and radio tester. 


The operation of the oscillator is as follows: After determina- 
tion of the frequency to be covered, select proper plug in the 
coil as shown under heading "Plug-in Coils"; place coil in 6- 
hole socket in shield can which is accessible by removing the 
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nickle cap near the toggle switch marked “On-Off”. Connect 
oscillator and set the attenuator to approximately 75 on the 
dial, after which the toggle switch marked ‘““MOD-UNMOD” 
is set to position desired. 





FIG. 38—Panel arrangement of Readrite Model 557 signal generator. 


Generally speaking, all oscillator alignments are made with a 
modulated signal. Consult graph chart for the coil selected. 
Note dial setting for the frequency desired. Set dial pointer of 
frequency selector dial to the position as shown on graph. Turn 
oscillator power on by throwing the OFF-ON switch to the ON 
position and attenuate the signal to desired level by rotating 
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the attenuator control so that a minimum signal is reached. if 
further reduction in signal strength is wanted, use Jacks marked 


Minimum and Ground. 
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FIG. 39—Wiring diagram and coil arrangement in Readrite Model 557 signal 
generator. 


Output Meter.—An output meter should always be con- 
nected to the radio output when using a signal generator. In 
order to avoid serious energy loss the output meter should be 
connected between the plate of output tube and chassis. If the 
output meter does not have a condenser there should be a con- 
denser inserted in the output plate lead. This will prevent a 
burnout of meter. A .5 mfd. 400 volt condenser is suitable. 


Vacuum Tube Voltmeters (General).—The vacuum tube 
voltmeter is an instrument used in service work for direct 
measurement across high impedance circuits, such as in the 
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measurements of radio-frequency and audio-frequency voltages 
where the use of power consuming instruments would be un- 
satisfactory on account of the small current in the circuit. 

For example, the impedance of an r.f. circuit such as is used 
in the first and second stage of a receiver may be as high as 2 
or 3 megohms when adjusted to resonance with an incoming 
signal. 

To make any measurement of potential across such a circuit 
it is obvious that a meter having a resistance of 3 to 4 megohms 
would be required, as a meter having a lower resistance might 
change the potential condition in the circuit it is desired to 
measure, too much, and hence make the measurement un- 
satisfactory. 

It has been found that the only connection that could profit- 
ably be made across such a circuit without upsetting the circuit 
potentials would be that of another vacuum tube, the connec- 
tion being made across the grid and cathode of said tube. 

Essentially, the vacuum tube volt meter as the name implies, 
is nothing more than a vacuum tube connected through a meter 
in its plate circuit to a suitable power supply. 

The grid and the cathode of the tube are connected across the 
circuit to be measured, the potential of said circuit causing a 
change in grid voltage on the tube and thus, a resultant change 
in plate current is indicated on the instrument. 

As the vacuum tube is also a rectifier, potentials of any fre- 
quency placed across the grid and cathode of the vacuum tube 
voltmeter will result in a direct current deflection on the in- 
strument in the plate circuit. 

It is for this reason that the vacuum tube voltmeter can be 
used for measuring audio as well as radio frequency potentials 
provided the circuit is worked out correctly to cover this broad 
range of frequency. 
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Weston Model 669 Vacuum Tube Voltmeter.—Front view 
and internal connection of the instrument is shown in figs. 40 
and 41 respectively. The principal characteristics of this type 
of instrument is as follows: 

1. It has 6 self-contained ranges controlled by a rotary 
switch in the lower left hand corner, the full scale readings being 
0-/1.2/3/6/8/12/16 volts. This meter is different from other 
multiple range vacuum tube voltmeters in that on all of these 
ranges only the grid to cathode impedance of the vacuum tube 
appears across the circuit to be measured. 

2. The device operates directly from a 120 volt 60 cycle a.c. 
line, a self-contained transformer and power supply providing 
the necessary direct current potentials. A neon regulator bulb 
is used to hold the d.c. grid and plate voltages fixed irrespective 
of variations in line voltage. Up to the present time the problem 
of eliminating variations in vacuum tube meter readings with 
line voltage fluctuations has been a serious problem. The use of 
this regulator bulb has therefore put measurements of this type 
on a different plane as readings in the vicinity of .2 to 1 volt 
were practically impossible without having some sort of regula- 
tion of supply voltages. 

3. Tubes used in the instrument are a type 78 anda — lV, 
the former being the measuring tube and the latter the rectifier 
for the power supply. The 78 tube is mounted with the top 
projecting through the panel so that direct connection can be 
made to the grid cap using short leads. In the same way the 
grid is kept approximately 1 in. from any other metal surface 
and in this way input, capacity is kept at a minimum. 

4. A six range scale is provided, all a.c. readings being made 
directly without reference to curves or charts of any kind. The 
circuit has been worked out so that readings can be taken on 60 
cycle lines without visible error, the trequency coverage of the 
device being from approximately 40 cycles up through receiver 
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FIG. 40—Panel view of Weston Model 669 vacuum tube voltmeter. 
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short wave ranges. On very high frequencies such as from 10 to 
20 megacycles slight errors will occur due to tube capacity even: 
though this has been kept at a very low value. Such errors, how- 
ever, are not very great being of approximately the same order 
as attained on other instruments used in this frequency range. 

Among the measurements which can be made on this instru- 
ment is analysis of oscillator performance on super-heterodyne 
receivers, measurements of gain per stage in all types of re- 
ceivers, checking of resonance, automatic volume control 


measurements, etc. 
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FIG. 41—Schematic wiring diagram of Weston Model 669 vacuum tube 
voltmeter. 
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TYPICAL TUBE-VOLTMETER CIRCUIT 
SPECIALLY ADAPTED FOR PROBE ARRANGEMENT 


TYPE 954 (AS TRIODE) 
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FIG. 42—Vacuum tube voltmeter arrangement in which 954 (on account of its 
small size) is placed at the point of measurement. In this way long leads 
and high input capacitances are avoided with the desirable result that 
measurements can be made at radio frequencies with a minimum effect on 
the constants of the circuit under measurement. (Courtesy Radio Corp. of 
America). 
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CHAPTER 31 


The Cathode Ray 
Oscillograph 


The cathode ray oscillograph is at present one of the most 
useful of radio testing devices. Although as yet relatively ex- 
pensive, its applications are so numerous that it will readily 
replace a number of measuring instruments of more or less 
satisfactory characteristics. 

A few of the more important applications of the instrument 
are the study of wave shapes and transients, measurements of 
modulation and peak voltages, adjustment of radio receivers, 
comparison of frequencies, the indication of balance in bridge 
circuits, tracing of vacuum tube characteristics, etc. 

One of its chief advantages over other types of instruments 
is its freedom from inertia, allowing the observation of very 
rapid changes of current and voltage without appreciable 
distortion. 


The Cathode Ray Tube.—Since the cathode ray oscillograph 
is built around the cathode ray tube, it is necessary to under- 
stand the principles of the latter before a study of the instru- 
ment itself. 
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A cathode ray tube, shown schematically in fig. 1 consists 
fundamentally of the following elements: 

1. A glass envelope (F) whose purpose it is to maintain a 
vacuum in the tube. 

2. A cathode (L) for the production of free electrons. 

3. An electrode (7) whose purpose it is to accelerate the free 
electrons. 

4. A focusing electrode (G) identified as anode No. 1, whose 
purpose it is to concentrate the liberated electrons into a cathode 
ray or beam. 





FIG. 1—Principal elements and electrode arrangement in a cathode ray tube 
of the electro-static deflection type. 


9. A high voltage anode (B) known as anode No. 2 for further 
accelerating the electrons. 

6. A control electrode (H) referred to as grid No. 1 whose 
purpose it is to control the beam current. 

T. Two sets of electrostatic deflection plates (C) and (D) for 
deflection of the electron beam. 

8. The screen (S) which is coated on the inner surface of the 
enlarged end of the bulb with a material which shows a fluores- 
cent glow at the impact point of the electron beam. 

The collective action of electrodes (L), (Æ), (I), (G), and (B) 
are called an “Electron Gun” inasmuch as their function is to 
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generate a beam of electrons and direct it toward the viewing 
screen (S). 

As the electron beam consists of rapidly moving electrons, it 
constitutes a current having both electromagnetic and electro- 


SCREEN 
Fig. 2 Fig. 4 


Fig. 3 


FIGS. 2, 3 and 4—Illustrates various fluorescent patterns which the electronic 
beam traces on the screens of the cathode and ray tube, under various 
conditions. 


static properties. Because no material conductor is required to 
carry the electrons, the beam has negligible mass and inertia. 
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It is due to this inertialess characteristic that the electron 
beam can be deflected easily and rapidly by either electromag- 
netic or electrostatic fields. In the cathode-ray tube shown in 
fig. 1 the deflecting force produced by the phenomenon under 
investigation takes the form of an electrostatic field produced 
by a potential applied across the deflecting plates C. If this be 
an alternating voltage, the field produced causes the fluorescent 
spot viewed from the front of screen (S) to move up and down. 

This movement of the spot traces a vertical line, as in fig. 2. 
A “time sweep” voltage of suitable wave form is applied across 
the deflecting plates D, causing the beam to move back and forth 
horizontally, as in fig. 3. The combined deflecting forces of the 
two fields may be caused to produce a pattern such as that in 






FLUORESCENT SCREEN 


DEFLECTING COILS 


FIG. 5—Principal elements of a cathode ray tube of the electro-magnetic de- 
flection type. 


fig. 4. The fluorescent pattern which the electron beam traces 
on the screen can be distinguished, measured and photographed. 

A type of cathode ray tube in which the deflection of the beam 
both horizontally and vertically is accomplished by means of 
two electromagnetic fields produced by two deflecting coils 
schematically depicted in fig. 5. In this case no electrostatic 
plates are used, otherwise this type of tube functions principally 
the same as the electrostatic deflection type. 
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Parts of R.C.A. Type T.M.V.-122 B Cathode Ray Oscillo- 
graph.—The fundamental parts of this cathode ray oscillo- 
graph, shown in figs. 6, 7 and 8 are as follows: 





FIG. 6—Panel view of cathode ray oscillograph. (Courtesy R.C.A. Inc.) 


(1) The cathode ray tube. 

(2) Signal amplifier for vertical deflection. 

(3) Signal amplifier for horizontal deflection. 

(4) A saw-tooth timing axis oscillator. 

(5) A low voltage full-wave rectifier for amplifier tube sup- 
plies. 

(6) A high voltage half-wave rectifier to supply approximately 
1,200 volts to the cathode ray tube. 
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FIG. 7—View of RCA oscillograph with cover removed. The parts are as 
follows: A, power transformer, supplies power for all tubes and rectifier 
circuits—-oversize to prevent stray magnetic fields; B, spring mounted 
cathode ray tube socket; C, low voltage full wave rectifier—supplies ampli- 
fier tube; D, vertical amplifier, high gain, wide frequency range: E, gas 
triode, ‘‘saw-tooth” timing axis oscillator; F, input binding post; G, verti- 
cal and horizontal beam centering adjustment—provide a simple means of 
centering beam on screen; //, high voltage half wave rectifier—supplies 
1,200 volts to cathode ray tube; 7, horizontal amplifier—high gain, wide 
frequency range; J, cathode ray tube—3 in. screen; K, binding posts for 
external horizontal deflecting voltage; L, binding posts for external syn- 
chronizing voltage. 








FIG. 8—Schematic connection diagram of R.C.A. type TMV-122B cathode ray oscillograph. 
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Various designs may vary slightly, although principally the 
number of elements employed are the same. 


In commercial types of cathode ray oscillographs, the deflec- 
tion of the cathode ray beam 1s caused by an electrostatic field 
produced by an impressed alternating current applied across 
either of two plates (C) or (D), fig. 1. 


' Two types of cathode ray tubes commonly employed for radio 
servicing are 906 or 908. The construction of the two are similar, 
the only difference being in the screen coating employed. 


The use of No. 906 in a typical oscillograph circuit is shown 
in fig. 9. In this circuit the electrode voltages are obtained from 
the bleeder circuit connected across the high voltage supply. 


Regulation of spot size and intensity can be accomplished by 
the variation of No. 2 anode current and voltage. The current 
to anode No. 2 may be increased by reducing the bias voltage 
applied to the control electrode (grid No. 1). An increase in the 
No. 2 anode current increases the size and intensity of the spot. 
An increase in the voltage applied to anode No. 2 increases the 
speed of the electrons, which increases spot intensity and de- 
creases spot size. 


In applications involving extremely accurate measurements, 
the No. 2 anode current should be reduced to the minimum 
value consistent with the desired brilliance of pattern. Where 
high brightness is an important consideration, the No. 2 anode 
voltage may be increased to the maximum rated value. This 
procedure, however, is not always desirable since the greater 
electron speed causes reduced deflection sensitivity. 


The maximum input power to the fluorescent screen should 
not exceed 10 mw. per sq. cm. except for short-interval oper- 
ation. The use of screen-input power in excess of this value will 
adversely affect the fluorescent coating, depending on the mag- 
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nitude and the duration of the power input. The resultant injury 
to the screen may be a temporary loss of sensitivity, or a per- 
manent destruction of the active screen material. 
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FIG. 9—Schematic diagram of cathode ray tube connection in an oscillograph. 


A high intensity spot should be kept in motion by applying 
voltage to the deflecting system, in order not to exceed the max- 
imum fluorescent screen input rating. Until this voltage is ap- 
plied, the fluorescent screen input power should be kept low, 
either by applying a high negative control-electrode bias or 
removing the voltage from anode No. 2. 
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FIG. 10—T ypical circuit for cathode ray oscillograph. 
CATHODE RAY TUBE 





MICRO - AMMETER 


FIG. 11—Front view arrangement of oscillograph whose circuit is shown in 
fig. 10. 
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Time sweep circuits are of various types. The choice of circuit 
depends upon the type of phenomena under observation as well 
as upon the type of cathode-ray tube used. For recurrent 
phenomena, a periodic sweep with a repetition frequency adjust- 
able to a simple multiple relation with the frequency of the 
phenomena is generally employed. For transient phenomena, a 
single sweep of the electron beam across the screen is ordinarily 
desirable; the starting of this sweep essentially coincident with 
the starting of the transient can be controlled manually, or auto- 
matically by electrical circuits, depending upon the application. 


Supreme Model 546 Cathode Ray Oscillograph.— The front 
view and connection diagram are shown in figs. 12 and 13 
respectively. 


All the controls are located on the front panel for instant and 
convenient use. It has an intensity and focus control, also ver- 
tical and horizontal spot centering control. The vertical and 
horizontal amplifiers are built in, each using a 6C6 tube with 
graduated gain control. 


The input impedance is 500,000 ohms at less than 20 micro- 
micro-farads input capacitance. Both amplifiers are flat from 15 
to 90,000 cycles. The linear saw tooth time base or sweep volt- 
age is developed by an 885 gas triode oscillator which covers a 
range of from 15 to 30,000 cycles in seven over-lapping steps, 
which make it possible to observe frequencies of up to approx- 
imately 300,000 cycles. A vernier control allows accurate setting 
of any frequency desired. 


Another important feature is the high speed return trace 
eliminator which takes out the return sweep at high time base 
frequencies and eliminates distortion when observing high fre- 
quency patterns on the cathode ray screen. 


ee ee EE, 
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FIG. 12—Panel view of Supreme Model 546 cathode ray oscilloscope. 
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FIG. 13—Schematic wiring diagram of Supreme Model 546 cathode ray 
oscilloscope. 


The operator has a choice of internal or external synchroniza- 


tion, and of either the internal linear sweep or any external 
sweep. 


The rectifier uses two type 80 tubes in a special series circuit. 
The first one operates a full wave rectifier to supply operating 
voltages to the two amplifiers and the linear sweep oscillator. 
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In series with the full wave rectifier is another 80 tube oper- 
ating as a half-wave rectifier to build up the operating potential 
to 1,200 volts for the cathode ray tube. 


This modern rectifier circuit minimizes the reaction of the 
amplifiers and 885 gas triode, as adjustments are made about 
the cathode ray tube and greatly stabilizes their operation. 


Operating Notes on Cathode Ray Tubes.—The size of cathode 
ray tubes for oscillograph work may vary for different applica- 
tions, although the average length will be approximately 12 
inches with a screen diameter of between 4 and 5 inches. 


The base pins are generally designed to fit standard receiving 
tube sockets of the five- six- and seven contact type, which may 
be installed to operate the contacts. 


On account of high potential encountered, the socket should 
be made of good insulating material and should be designed with 
adequate spacing between the contact springs to prevent volt- 
` age breakdown. 


A socket designed with insulating baffles between contacts 
provides an additional factor of safety. 


Some types of cathode ray tubes have all leads brought out 
to their base pins, while in others some of the electrode leads are 
brought out to caps on the bulb. 


When iron or steel material is employed in the case, to mini- 
mize the effect of extraneous fields on tube operation, care should 
be taken that the metal is completely demagnetized. 

The heater is usually designed to operate at 2.5 volts. The 
transformer winding supplying the heater power should be con- 
structed to operate the heater at the rated voltage under aver- 
age line conditions. 

In most ċircuits where the design is such as to cause a high 
potential difference between the heater winding and ground, the 
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heater winding should be adequately insulated to withstand the 
maximum high voltage that will be applied. 


It is very important to note that the high voltage at which 
the cathode ray tubes are used are dangerous, and hence great 
care should be observed in the design of the equipment, to guard 
the operator against coming in contact with these voltages. 
Some of these precautions are: 1. Enclosure of high potential 
terminals. 2. The employment of interlock switches to break 
the primary circuit of the high voltage power supply when ac- 
cess to the apparatus is required. 

In most cases it is recommended that the positive high volt- 
age terminals be grounded rather than the cathode terminal, 
because this method places the cathode and heater at a high 
negative voltage with respect to the ground, and hence the 
dangerous voltages can more easily be made inaccessible. 


Also in the use of cathode ray tubes, it always should be 
remembered that high voltages may appear at normally low 
voltage points in the circuit, due to condenser faults or in- 
correct circuit connections. 


Therefore, before any part of the cathode ray or its associated 
circuit be touched, the power supply switch should be turned 
off, and both terminals of any charged condenser should be 
grounded. 


Additional Applications.—In addition to the utilizing of the 
cathode ray tube in the oscillograph, the tube has found a large 
variety of applications in various fields, a few of which are: 

In the power field. (a) For voltage and current measurement; 
(b) study of wave forms; (e) measurement of power; (d) meas- 
urements of hysterises curves. 

In the industrial field. (a) Study of wave form of spark plug 
discharge; (b) pressure measurements; (c) gas engine detonation 
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characteristics; (d) gas engine vibration study; (e) high speed 
transient phenomena; (f) torsisal vibration of axles. 

In the medical field. (a) The electrocardiograph; (5b) study of 
impulses from the brain. 

In the electronic television field. As a scanning device in tele- 
vision transmitters and receivers. 


Questions and answers on terms commonly employed in 
cathode ray tube operation. 


Is there a difference between apparent line width and the appa- 
rent spot size on the luminous screen of a cathode ray tube? 


Yes, the apparent line width can be different from the ap- 
parent spot size of the stationary spot because the screen lumi- 
nescence is dependent upon the duration of excitation. 


What must be noted tn the observation of apparent spot size, and 
apparent spot diameter? 


When the spot size is measured visually or from a photo- 
graphic record, the resultant spot size is not necessarily the true 
spot size; therefore, the terms "apparent spot size" and ''ap- 
parent spot diameter" should be used in such cases. 


What 1s meant by “Beam current’ ? 


The current in the electron beam at the screen, usually meas- 
ured in microamperes. 


Define '' Beam voltage". 


The instantaneous voltage of the electron beam at any point; 
usually referred to as the voltage of the beam at the point of 
deflection, where the beam voltage is substantially the same as 
the second anode voltage. 
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What is the candlepower distribution characteristics of a 
cathode ray tube? 


The relation which when plotted is invariably represented by 
-a polar curve illustrating the luminous intensity of a cathode- 
ray tube in a plane of the tube axis and with the screen at the 
origin. This characteristic shows how the candlepower of a 
luminescent screen varies when the screen is viewed at different 
angles. 


What is meant by the electrostatic, deflection sensitivity of a 
cathode ray tube? 


The ratio of the distance which the electron beam moves 
across the screen to the change in potential difference between 
the deflection plates; this is usually expressed in millimeters* 
per volt. The sensitivity varies inversely with the beam voltage 
at the point of deflection. 


What is meant by the term '' Defocus"? 


A term used to describe a spot which is not optimum with 
respect to shape and size. 


What is meant by the following efficiency terms used in cathode 
ray tube operation:—(a) Gun current efficiency; (b) Screen actinic 
efficiency; (c) Screen luminous efficiency; (d) Screen radiant 
efficiency. 


(a) The ratio of the beam current to the current which leaves 
the cathode. This ratio, multiplied by 100, gives the gun-cur- 
rent efficiency in per cent. 





*One millimeter =0.03937 inch. 


688 The Cathode Ray Oscillograph 


(b) The measure of the ability of a viewing screen to convert 
the electrical energy of the electron beam to radiation which 
affects a certain photographic surface. This term should be ex- 
pressed in microwatts per watt, but is often expressed for ease . 
of measurement in terms of actinic power per watt relative toa 
screen of well-known characteristics. 

(c) The measure of the ability of a viewing screen to produce 
visible radiation from the electrical energy of the electron beam. 
The efficiency should be measured in lumens per watt. For con- 
venience of measurement, however, it is usually expressed in 
candlepower per watt, because candlepower is a measure of the 
luminous flux per unit solid angle in a given direction and can 
be converted to lumens where the candlepower-distribution 
characteristic of the screen is known. It is usual practice to 
measure candlepower in the direction normal to the screen. 


(d) The measure of the ability of a viewing screen to produce 
luminescence from the electrical energy of the electron beam. 
The efficiency should be expressed in microwatts per watt, but 
due to the difficulty of making absolute measurements, is more 
often expressed in radiant energy per watt relative to some 
screen of well-known characteristics. 


What is meant by Fluorescence of the screen in a ccthode ray 
lube? 


The luminescence emitted by a phosphor during excitation. As 
applied to a cathode ray tube, this term refers to the radiation 
emitted by the viewing screen during the period of beam 
excitation. 


What is meant by the true line width as distinguished from that 
of the apparent line width of a cathode ray tube? 


The true line width is the width of the moving spot measured 
at right angles to its direction of motion. 
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What is meant by luminescence of the screen in a cathode ray 
tube? 


The term describing all forms of visible and near-visible 
radiation which depart widely from the black-body radiation 
law. It can be divided according to the means of excitation into 
many classes, such as: 


Cando-luminescence—luminescence of incandescent solids 

Photo-luminescence—luminescence created by exposure to 
radiation 

Chemi-luminescence—luminescence created by chemical 
reactions 

Electro-luminescence—luminescence given off by ionized gas 

Bio-luminescence—luminescence emitted by living organisms 

Tribo-luminescence—luminescence created by the disruption 
of crystals 

Crystallo-luminescence—luminescence excited by emissions 
from radio-active materials 

Galvano-luminescence—luminescence phenomena observed 
at electrodes during some electrolyses 

Cathodo-luminescence—luminescence produced by the im- 
pact of electrons 

etc: 


In cathode ray tubes, cathode-luminescence is principally 
involved; therefore, the luminescence of the screen is that radia- 
tion which is produced by the impact of the electron beam. 


What is generally understood by the term luminescent spol on 
the screen of a cathode ray lube? 


The spot formed on the screen of a cathode ray tube at the 
impact point of the focused electron beam. 
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What is understood by "pattern distortion" on the screen of a 
cathode ray tube? 


When the electron beam is moved by changing fields, a pat- 
tern is formed on the screen; the wave form of the spot move- 
ment will be identical with the resultant wave forms of the elec- 
trical phenomena producing these fields unless there be pattern 
distortion present. This distortion takes many forms, such as: 
amplitude, frequency, phase, brightness, persistence, spot 
size, etc. 


What is meant by the following characteristics as applied to the 
cathode ray tube? (a) Persistence; (b) spectral; (c) actinic spec- 
tral; (d) visual spectral. 


(a) The relation showing the brilliance of light emitted by a 
cathode ray tube screen as a function of time after excitation. 
This characteristic is generally shown in a curve where relative 
brilliance as the ordinate is plotted on a logarithmic scale 
against time on a linear scale. Relative brilliance is used to denote 
luminous intensity per unit area evaluated in arbitrary units; 


(b) The relation between the radiant energy per element of 
wave-length and each wave-length of the spectrum. It is gen- 
erally shown in a curve plotted with relative radiant energy 
against wave-length in angstroms,* microns, or millicrons. 
Relative radiant energy is expressed in arbitrary units of radiant 
energy. 


(c) The relation between the energy per element of wave 
length which affects a certain photographic surface, and each 
wave length of the spectrum. This is generally shown in a curve 





*One Angstrom unit is equal to one ten millionth of a millimeter (0.0000001 
m.m.) — 10-'? meters. 
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plotted with relative actinic energy against wave length in 
angstroms, microns, or millimicrons. Relative actinic energy is 
obtained by multiplying the relative radiant energy values 
(taken from the screen’s spectral characteristic) for each wave 
length by the relative sensitivity of a given photographic sur- 
face at that wave length. 


(d) The relation between the luminous energy per element of 
wave length and each wave length of the spectrum. It is gen- 
erally shown in a curve plotted with relative microns. Relative 
luminous energy is obtained by multiplying the relative radiant 
energy values (taken from the screen’s spectral characteristic) 
for each wave length by the relative response of the eye at that 
wave length. 


What is the purpose in the use of phosphor on the screen of a 
tube? 

It is used on account of its ability to produce luminescence 
when actuated by an electron beam. 


What is meant by phosphorescence in a cathode ray tube? 


The luminescence emitted after excitation. As applied to a 
cathode ray tube, this term refers to the radiation which per- 
sists after the electron-beam excitation has ceased. 


What is meant by the following terms: (a) Spot diameter; (b) 
Spot distortion; (c) Spot size? 
(a) The term used to express the true size of a round spot; 


(b) The condition of a spot which is not optimum with regard 
to shape. 
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(c) The true dimension or dimensions of the spot. Spot size 
may be measured under various conditions, and is commonly 
designated by such names as spot diameter or line width. When 
the spot is stationary, its size can be measured in any direction, 
but is usually determined by its dimensions along the longest 
and shortest axes. 
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CHAPTER 32 


Radio Trouble Pointers 
and 


Interference Suppression 


(Questions and Answers) 


It is now generally recognized that successful radio receiver 
trouble-shooting or radio servicing requires an intimate knowl- 
edge of thousands of component parts constituting the receiver. 


Years ago, when the best receiver consisted of a condenser, a 
coil and the catwhisker thrown together in haphazard manner, 
anybody in possession of a buzzer, a pliers and a screw-driver, 
could find and eliminate the trouble in short order. 

However, since then, radio receivers have gone through an 
epoch of revolutionary changes—a glance underneath the 
chassis of a modern receiver for example will illustrate how every 
fraction of an inch is literally crammed with radio components 
—which themselves contract in size as time goes on. 

There is a bewildering array of colors stamped into the radio 
parts, and an equal splash of dazzling colors on the connecting 
wires. In addition, variable condensers, potentiometers, and 
other moving parts are built in such a manner that it takes spe- 
cial tools and expert handling to adjust or remove them. 
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Finally, after a look at the dial—the dial mechanism and the 
various remote control features, it is still more evident that a 
very fundamental knowledge as well as a thorough understand- 
ing is required for servicing the modern radio receiver. 

It is self-evident, therefore, that with the increasing refine- 
ment and complexity of the receiver, the more susceptible it 
becomes to various kinds of interference and troubles, and the 
more specialized knowledge will be required to eliminate it. 


Where does radio interference originate? 


There are four broad classifications into which interference 
normally falls, namely: 1, that caused by electrical devices; 2, by 
various radio stations or the neighbor’s receiver; 3, originating in 
the receiver itself; 4, natural static. ` 


The first classification is of interest, particularly to city 
dwellers where elestrical devices are very numerous and their 
usage condensed. The average city apartment houseis a veritable 
generator of all kinds of so-called man-made radiation inter- 
ference. The various offending sources to give a few examples 
are: electric bells and buzzers; elevator motors and contactors; 
sign flashers; X-ray machines and ultra-violet ray units used by 
physicians; third rail contacts on elevated structures; overhead 
wires on trolley lines, etc. 


The second classification also is more of a problem to city 
populations than to others. Here, on apartment house roofs for 
example, several dozens of aerials usually are mounted very 
close together, with very little thought or method, hence there 
is bound to be a certain amount of inter-play between the 
aerials and the set they serve. In addition if some sets are capa- 
ble of regeneration or circuit oscillation without blocking means, 
the result will be a constant squeal, sometimes affecting re- 
ceivers located several blocks distant. 
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The third classification is a problem for the receiver designer, 
and the serviceman, to be on constant guard against causes of 
noise. Very often a faulty condenser for example may give rise 
to an appalling amount of noise. This usually will be blamed on 
everything, from static to the neighbor’s receiver, until found 
and corrected. 

The fourth classification deals with natural static, and there is 
very little anybody can do. It is self-evident that there is no con- 
trol, or nothing that can be done to prevent it. Although the 
amount of actual disturbance in this case is less noticeable in 
locations of strong transmitters and where the serviceable areas 
are well proportioned, at present at least, there is no remedy for 
noise for example emanating during a heavy thunderstorm. 








0.01 MF. 


E. 


10 TO 
FRAMEWORK SOURCE 


FIG. 1—Schematic diagram showing connection of interference suppressors 
to a vacuum cleaner. 


How may radiation interference caused by an a.c. 
vacuum cleaner be eliminated and what are the proper 
condenser capacity values to be employed? 


Condensers of the values commonly used for interference 
suppression purposes on fixed electrical machinery are not 
necessarily suitable for ungrounded appliances such as vacuum 
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cleaners. A break-down in insulation between the electrical cir- 
cuits and the metal frame-work of the cleaner might cause an 
unpleasant (or even dangerous) shock to the operator if the 
condenser capacity be too high. 


Fig. 1 illustrates schematically the connections and values of 
condenser suppressors generally used on vacuum cleaners or 
similar portable appliances. It is necessary to observe that the 
capacity values recommended should not be exceeded, also the 
voltage rating of the condensers should be the same as that of 
the voltage employed in operating the appliance in question. 


FIELD COIL FIELD COIL FIELD COIL 
TO TO 
MOTOR MAINS MOTOR MAINS 
FIELD COIL 
(a) (b) 


FIG. 2—Diagram indicating how internal connections of a motor may be 
altered to cause less radiation interference. 


How may field coils, of a small d.c. motor employed to 
drive a lathe, be rearranged so as to cause less radiation 
interference? 


Assuming that the motor is series-wound (i.e. the field coils 
are in series with the armature), it is probable that a simple 
alteration will reduce the radiation of interference. 


Normally the field coils are connected as shown in fig. 2 (a). 
By rearranging them as shown in (b) with one coil on each side 
of the brushes, the bad effects on commutator sparking are 
reduced due to the fact that the coils now act as radio frequency 
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chokes and prevent interfering impulses generated by the 
sparks from passing out to the wiring. Rearrangement of the 
coils in the manner described should have no adverse effect on 
the operation of the motor. 


Is there a possibility that interference of reception can 
be caused by a Diesel engine located in the proximity of 
the receiver? 


Interference from ordinary internal combustion engines origi- 
nates in the electrical ignition system, which is absent in the 
Diesel engine, and accordingly a compression ignition engine 
of this type is totally incapable of causing electrical inter- 
ference. 


How should interference suppressors (condensers) be 
connected in order to mitigate leakage in a wiring 
system? 


From a consideration of fig. 3 (a) it is fairly clear that as one 
of the main cables is grounded at the power station, full main 
potential is applied between the condenser and ground. Although 
the leakage current is largely wattless, it is a source of embar- 
rassment to power station operators and so should be avoided. 
One of several ways of avoiding appreciable leakage is to use 
condensers much smaller than the standard value of 2 mfd. 


A capacity of 0.01 mfd. is generally recommended and in 
most cases proves to be effective. Another method of reducing 
leakage to negligible proportions is to connect the conventional 
type of suppressor in the manner illustrated in fig. 3 (b). This 
arrangement is recommended by certain supply companies. 
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FIG. 3—Outline of connections of interference suppressors, to prevent leak- 
age in an a.c. wiring system. 





FIG. 4—Arrangement and connection of radiation interference suppressor 
unit to washing machine. 
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It is desired to eliminate the radiation interference 
caused by a washing machine. How may this be accom- 
plished and what are the component values? 


This trouble will be eliminated by connecting a filter unit as 
shown in fig. 4. Necessary precautions should be observed that 
the values of the filter unit does not exceed the values given, 
also that the voltage and frequency of the source is similar to 
that of the manufacturers marking on the filter parts. 


How is it possible to locate or to track down suspected 
sources of man-made static? 


This is usually done by a device known as interference loca- 
tor, usually a portable receiver with a highly directional an- 
tenna or radio frequency pick-up system. 


How may radiation interference emanating from a 
motor generator set be eliminated? 


Interference of this sort is generally suppressed in the same 
manner as that of previously described electrical equipment. 
Referring to fig. 5 employing the same number of condensers 
as there are incoming and outgoing wires in the system to be 
filtered. The condensers should not exceed the values given. 


How does radiation interference originate in a switch 
and how may it be eliminated? 


Radiation interference of this sort is generally due to de- 
fective contacts in the switch, causing a spark which may be of 
short duration and occur only at switching, in which case a 
short click will be noticed in the receiver. At other times the 
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FIG. 5—Interference suppressor arrangement and connection for motor- 
generator set. 
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FIG. 6—Method of filter connections across switch. 


spark will be observed intermittently causing prolonged scrap- 
ing or howling. The remedy depends on the extent of damage 
in the switch. If the switch is relatively inexpensive, a replace- 
ment will most likely solve the problem. 


However, if the switch be only slightly worn, a thorough 
cleaning and smoothing of the contact surface will prove to be 
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helpful. A resistance capacity filter shown in fig. 6 is commonly 
used as a switch interference eliminator. This filter is connected 
in parallel with the switch. The proper sizes of resistor and con- 
denser depend on the current drawn by the circuit. In most 
instances a 500 to 1,000 ohms resistor and a condenser of 0.1 
microfarad will be found satisfactory. 


What can be done to eliminate the interference caused 
by a Neon sign? 


It isa well known fact that Neon signs are notorious offenders 
in the matter of radio reception disturbance. The flasher device 
is nothing but a set of switches and hence will be treated simi- 
larly to that employed to silence switch disturbances. 


Another source of disturbance is arching between connections 
particularly in the electrode housing, or between cable ends. 
Again interference may be caused by flickering tubing, over- 
loaded transformers, faulty insulation, corona discharges be- 
tween tubing and ground, loose connections, ungrounded 
transformer case, etc. 


When reception interference has been found to be caused by 
the sign, each one of the aforementioned trouble sources should 
be investigated. As a general rule, however, it has been found 
that the employment of filters across switch contacts, and also 
across the primary winding of the transformer, will mitigate the 
trouble. 


It has also been found effective to include a choke properly 
insulated in between the letters of the sign. Diagrams of con- 
nections to effect the above improvements are shown in figs. 8 
and 9. When filters are installed, it should be remembered 
that the designs of components employed must be able to 
withstand the potentials and the current (in the case of radio 
frequency chokes) which must flow through them. 
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FIGS. 7 and 8—Layout of switch controls and schematic diagram of electrical 
connections for lightning type sign flasher. 
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FIG. 9—Typical connection diagram showing interference suppressor arrange- 
ment as applied to Neon signs. Chokes, if used, should be of sufficient size 
to carry the required current without undue heating. 


Where does radiation interference affecting an auto- 
mobile radio receiver usually originate? 


In the electrical system, and particularly so in the ignition 
system of which a schematic diagram is shown in fig. 10. The 
interference originating in the ignition system is usually re- 
ferred to as ignilion noise interference and emanates from the 
electric sparks in various parts of the system, such as in the 
spark plugs, distributing head, loose contacts in the wiring 
system, etc. 


What can be done to eliminate radio noise emanating 
in the electrical system of the automobile? 


There are a number of precautions to be observed in order 
to be able to successfully cope with this problem and the author 
believes that the method of suppression of ignition and generat- 
tor noise as described in a bulletin furnished by the General 
Electric Co. in relation to installation of their popular auto- 
mobile radio Model N-60, gives a good set of instructions. 
They are as follows: 
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FIG. 10—Fundamenta! schematic diagram of ignition system of an auto- 
mobile. 


FIG. 11—Method of installing tadio interference suppressors in the electrical 
system of an automobile. 
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Distributor Suppressor.—Remove the high tension lead to 
the distributor. Insert a distributor suppressor and connect 
the wire to the other end of the suppressor (see fig. llb). 
If this be not practical, cut the high tension lead close to the 
distributor and use a wood screw end type distributor in this 
line. 


Generator Condenser.— The generator condenser is in- 
stalled at the cut-out as shown in fig. 11 (a). The lead from the 
condenser goes to the terminal on the cut-out. In some of the 
new cars the cut-out relay is on the front of the dash or in some 
other location. It will be most convenient to mount this gen- 
erator condenser at the relay. 


Withdraw Antenna Cable Plug.—Turn on the receiver and 
start the engine. If motor noise be heard, proceed as follows: 


Shielding High Tension Lead.—In some cars when the coil is 
mounted on the dash, the high tension lead from the coil to 
within about 4 ins. of the distributor must be covered with 
braided shielding and the shield grounded to the motor block 
or frame. 


By-Pass Condenser.—Try a .25 or .5 mfd. condenser from 
the ammeter to ground. Try a condenser from the car fuse to 
ground, switch to ground, windshield wiper connections and 
various other 6 volt connections to ground, noting what effect 
these condensers have on the noise pick-up. Try a .25 or .5 mfd. 
condenser from the hoi side of the coil primary to ground. In 
some cases this condenser may not help. It can be tried out, 
however, experimentally. 
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Spark Plug Suppressors.—If motor noise persists, spark plug 
suppressors should be installed. One suppressor 1s put on each 
plug as shown in fig. 11 (c). The majority of cars however will 
not require spark plug suppressors. Care should be taken that a 
good mechanical and electrical connection be made between the 
spark plugs, suppressors and plug wires. 

Then re-insert antenna cable plug. If motor noise is heard 
when the antenna cable is reconnected, proceed as follows until 
the noise is satisfactorily reduced: 


Dome Light Lead.—To determine the amount of noise due to 
the dome light lead, disconnect this lead at the ammeter, block, 
or where it is connected, coil it up, and tuck it as far as possible 
up in the column at which it comes down. Then, with the engine 
running, ground the end of this wire. If this be found to reduce 
the noise noticeably, interference is being radiated by the dome 
light lead. 

Reconnect the dome light lead and try a .25 or .5 mfd. con- 
denser from the connecting point of the lead to ground. If this 
does not cure the noise, disconnect the lead and encase it in 
braided copper shield from the point where it leaves the column 
post to the point of connection. Keep the lead as far away as 
possible from car ignition wires and ground the shield. 

If the noise due to the dome light lead still persists, discon- 
nect this lead and remove it from the front corner post, at which 
point it is generally run down. Run the lead down one of the 
side posts in back of the door and direct to the storage battery. 
If done in this manner this lead should be fused. 


Bonding Cables.—Try grounding to the dash all cables and 
tubing which pass through it, such as oil lines, gas lines, etc. 
By means of a file, contact can be established between any of the 
lines and the dash, in order to determine whether such a ground 
will reduce the noise. 
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To bond the cables to the dash, clean the point of contact, 
wrap a length of braided shielding around the cable and solder 
the connection. Then solder the end of the shielding to the dash 
or ground it under a screw head if oneis convenient.  . 

Sufficient play should be left in the bonding shielding so that 
movement of the cables or tubing will not loosen this shielding 
from the dash. 


High and Low Tension Leads.—In some cases, the high and 
low tension leads between the coil and distributor are run close 
together. In some cars they are in the same conduit. If this be 
the case, remove the low tension lead from this conduit. In any 
event, keep the high and low tension leads as far apart from 
each other as possible. Shield and ground the shield of the low 
tension lead, if separating the two leads is not sufficient. 


Steering Column, etc.—It is possible for the steering column, 
foot pedals and brake lever to carry interference to the back of 
the dash at which point it may affect the radio receiver. See if 
each of these items are well grounded to the frame of the car. 
By means of a file or a braided shielding jumper, contact can be 
established between any of these items and the frame in order to 
determine whether such a ground will reduce the noise. A piece 
of 1 in. braided shielding should be used if such a ground be 
necessary and this shielding may be grounded under a screw 
head, nut or may be soldered in position. 


Grounding Engine and Other Parts.—The engine must, in 
every case, be well grounded to the frame of the car. If it be not, 
use a very heavy braided lead for this purpose, similar to a stor- 
age battery ground lead. In like manner it may be necessary to 
check the grounding of the metal dash, instrument panel, radi- 


ator and hood to the frame of the automobile. 
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Weak Pick-up.—Noise, on occasion, may be due to weak 
pick-up caused by the automobile being in a shielded location 
or by a faulty antenna system. The action of the automatic 
volume control, due to the low pick-up, causes the set to oper- 
ate at its maximum sensitivity, thereby increasing noisy recep- 
tion, due both to external pick-up and internal conditions. 


Loose Parts in Car—Noisy operation is also caused in some 
instances by loose parts in the car body or frame. These loose 
parts rubbing together affect the grounding and cause noises, 
due to the rubbing or wiping action. Tightening up the frame 
and body at all points and in some cases, the use of a copper 
jumper will eliminate noise of this nature. 


Where does static interference in an automobile re- 
ceiver originate, and what is usually done to eliminate it? 


This kind of interference is most common in old or worn-out 
cars and usually originates in wheels and tires, and is identified 
as wheel or lire static. Another source of static interference is 
badly adjusted break linings, in which case the remedy is obvi- 
ous. To eliminate wheel and tire static, it 1s well to have a clear 
understanding about the cause, as well as how to identify this 
particular form of interference. 

The sounds developed in a receiver from wheel or tire static 
may be heard as an intermittent rasping or clicking, with the 
time intervals varying with the speed of the car, or maybe a 
steady hissing developed after the car reaches a given speed and 
will change only on the condition to be described. 

Wheel and tire static occur only with the car in motion along 
the road and will occur whether the ignition is turned on or off. 
It will be most pronounced on asphalt or cement pavement but 
may be noticed in some cases on brick pavement or on a dry 
gravel road. To drive off the pavement, should stop the noise. 

From the above it is clear that it 1s the friction between the 
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dry pavement and the rubber tires of the car that generates 
static electricity which collects on isolated substances in the 
tires or on the metal wheels which may be electrically isolated 
from the body of the car by grease and oil. This electricity then 
discharges to the car body or road bed depending upon the po- 
tential developed and the distance to either. Generally the dis- 
tinguishing symptoms between wheel or tire static is that if on 
application of the brakes the noise disappears, the noise is at- 
tributed to wheel static; if not, to tire static. 

When the static interference has been identified as wheel 
static, the most commonly used method of elimination is to 
make a metallic contact between the movable wheel and the 
stationary axle end. 

This is accomplished by inserting a large coiled spring inside 
the hub cap so that one end makes good contact against the end 
of the shaft and the other against the cap. 

In case of tire static a large percentage of causes has been 
found due to the use of metallic (zinc oxide) balances used in the 
bottom of the casing as a valve stem balance. Where this oc- 
curs, it may be corrected by removing the casings and buffing 
out the inside with a wire brush and then wiping the casing 
thoroughly with benzine and cloth. Vulcanized spots or patches 
with a metallic glue base will also cause tire static. Sometimes 
tire static may be reduced to a neligible amount by changing 
the tires about from wheel to wheel. 


How may a power transformer with a primary rating 
of 220 volt, 60 cycles and connected as shown in fig 12 (a) 
be reconnected for temporary use on a 110 volt, 60 cycles 
supply? An examination shows that the primary wind- 
ing consists of two bobbins with an accessible junction. 


The transformer should work quite satisfactorily with the 
primary section connected in parallel as shown in fig. 12 (b). 
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The secondary winding of the transformer should remain 
unchanged. 
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FIG. 12—Before connection to 110 volt source remove connection shown with 
dotted line and connect primary in parallel as shown in (b). 


After design of an a.c. receiver, it is desired to check 
the various anode voltages. Maximum voltage is in the 
order of 400 volts, and the only measuring instrument 
obtainable is a multi-range ammeter of which the highest 
scale reading is 5 milliampere. 


Bearing in mind that a voltmeter after all is nothing but a 
milli-ammeter fitted with a suitable value of series resistance, 
and then calibrated in volts, voltage readings accurate enough 
for practical purposes will be obtained by using the milli- 
ammeter (on the lowest range) in series with a suitable resist- 
ance. Ignoring the internal resistance of the instrument, a value 
of 100,000 ohms will do well and the meter will then measure 
voltages up to 500. By multiplying the readings in milliamps by 
100 the dial indications may be readily converted into voltages; 
2 milliamperes will correspond to 200 volts, 3 milliamperes to 
300 volts, etc. Of course in this case as always voltage readings 
will be reasonably accurate only when the value of the external 
resistance is low compared with that of the meter resistance. 
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It is desired to us a standard 60 cycle a.c. receiver on 
and a.c. system of 25 cycles. Will this be possible and 
what changes or precautions if any should be taken? 


This problem may be briefly summed up by the fact that al- 
most any a.c. set may be made to work satisfactorily on a 
network of 25 cycles. Of course a specially designed power 
transformer must be used. This transformer will be somewhat 
larger than the one used on 60 cycle supply, and hence a slight 
modification of the original layout may become necessary. 


It may also be necessary to change the relative positions of 
the power transformer and the a.f. transformer in order to 
minimize hum. There is also the question of smoothing. Theoret- 
ically, a considerable more generous smoothing system will be 
required, but in practice the ordinary smoothing circuit may be 
quite effective; this is because both the loud speaker and the 
human ear are less sensitive to the lower hum frequency of the 
25 cycle supply. It is therefore recommended that additional 
smoothing condensers and possibly an extra choke should not 
be added until they are found necessary. 


When operating a receiver of a well-known make, the 
power transformer becomes exceedingly hot, causing 
smoking and running of the pitch in fluid form, what 
may be the cause and how may this trouble be elimin- 
ated? 


To correct the trouble a replacement of the power transformer 
will be necessary. The transformer to be installed should be 
similar to that originally installed by the manufacturers. How- 
ever, before connecting it up, a thorough check up of resistance 
values is recommended. 
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It is desired to utilize a scratch filter, suitable for cou- 
pling a crystal phonograph pick-up to a high fidelity 
amplifier. How should the filter be connected, and what 
are the component values to be employed? 


With reference to fig. 13 giving the schematic arrangement, 
it should be noted that with the components shown, the reson- 
ant period is approximately 4,000 cycles, the amount of attenu- 
ation being controlled by the 0.1 megohm variable resistor. If 
it be desired to shift this period to some other frequency, this 
will easily be accomplished by changing the value of either the 
0.01 m.f. condenser or the 0.2 henry choke. 


CRYSTAL 
CK - UP 





FIG. 13—Method of connection for phonograph pick-up. 


In connection with the instalment of loud-speakers in 
a public address system, when should the speaker voice 
coils be connected in series and when should they be 
connected in parallel? 


From the point of convenience it is preferable to connect the 
speaker voice coils in parallel. With reference to fig. 14 (a) it 


Radio Troubles Z3 





may readily be noted that the wiring will be considerably sim- 
plified when several speakers are employed, for example in the 
parallel system the use of a 3-wire cable in which one side of the 
voice coil and one side of the field are common may be used. In 
the series system shown in fig. 14 (b) however, a 4-wire cable is 
necessary for complete service to every speaker. Again from the 
point of efficiency the parallel system is superior; a loose con- 
nection for instance in any part of the series system will put the 
combined number of speakers out of service, whereas in the 
parallel system generally only one speaker will be effected. 


What may cause a receiver to give normal reception for 
a short period of perhaps five to ten minutes, then sud- 
denly go all “‘muzzy’’? 


There are several possible causes for such trouble—a defective 
tube; a break in the windings of an audio-frequency inter-stage 
or output transformer; a faulty power transformer. It is when 
the receiver reaches a certain temperature while warming up 
that they become manifest. 


After giving satisfactory performance for some time, a 
super-heterodyne receiver fails to operate on the me- 
dium band of wave-lengths higher than about 400 me- 
ters. As the tubes in use are those originally supplied, is 
it likely that the trouble is due to failing emission? 


It is reasonable to suppose that in the circumstances de- 
scribed, the defect is due to incipient failure of the frequency 
changer tube. The best course to follow would probably be to 
replace this tube, but its life may be prolonged a little by in- 
creasing the voitage applied to the oscillator anode or by tight- 
ening the reaction coupling. 
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FIG. 14—Schematic diagram of series and parallel connected loudspeakers in a public address system. 
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How may modulation hum which is “given a ride” 
through the r.f. and i.f. circuits of a receiver on the back 
of any signal that may be passing through them be de- 
tected and cured? 


A receiver which emanates hum only when it is tuned to a 
carrier wave gives the best example of trouble of this kind. This 
trouble is sometimes due to allowing main leads to run in close 
proximity to radio and intermediate frequency circuits, in 
which case the remedy is obvious. 


More often, however, the interference enters by way of the 
main transformer, and nowadays a metal screen between pri- 
mary and secondary is generally interposed as a barrier. In the 
absence of such a screen, the simple expedient of connecting a 
condenser of 0.001 mfd. between one of the main leads and 
ground is usually effective. The condenser should be rated for 
working at full supply voltage, and a connection to each main 
lead should be tried. 


What may cause ''distortion of sound"? 


A defect in the loud-speaker—the voice coil may have loos- 
ened, or is off center. Lowering the tone volume may show dif- 
ference in sound; and this localizes the trouble. The power tube 
or stage may be defective. Tuned circuits may not be properly 
aligned; in other cases the detector circuit may be overloaded, 
i.e. the signals are too powerful. 


This may be determined by shortening the outside antenna, 
then noting the results; or the signal input may be lowered by 
reducing the volume by means of the control if the receiver is so 
wired that the volume control acts on the radio frequency tubes 
and not expressly on the audio tubes and stages. 
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What may cause ‘‘Fading’’ in a radio receiver? 


Trouble of this sort is most likely to be caused by the follow- 
ing: Leakage within tubes; defective volume control: defective 
condenser resistor or other parts which changes in value with 
usage, or by extraneous conditions. The source of trouble is 
usually best found by an evaluation of circuit components; by 
means of the usual set analyzer or tube tester. In case replace- 
ment is required, care must be observed that correct compo- 
nents are used—otherwise, instead of eliminating the trouble it 
is likely to be exaggerated. 


How may extensive squeals and pitch interference 
which changes with tuning, be eliminated in a receiver? 


A type of interference referred to is often encountered in in- 
expensive receivers and usually appears as an annoying whistle 
on desired stations that changes in pitch as the receiver is tuned. 
This is known as image frequency interference and is due to 
lack of selectivity in the first detector circuit. (Constant pitch 
whistles are another matter and will be experienced even in high 
priced receivers. ) 


Using a shorter antenna will often help matters as it reduces 
pick up. This in itself has nothing to do with the interference 
ratio, as it also cuts down the strength of the desired signal. 
However, to compensate this loss in signal strength the volume 
control is turned up and this often sharpens the tuning of the 
first detector circuit. 


That other type of interference—the pitch of which varies 
with tuning, is that of dot and dash code signals. This is due 
to code stations working close to the intermediate frequency of 
the receiver. A great many sets have a trap to reduce this type 
of interference, the adjustment for which appears as a small 
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screw extending from the rear of the chassis. This screw should 
be adjusted until the interference is at a minimum. The ad- 
justment can be made without much trouble. 


However, in case of attack on the wrong screw, the original 
position of the slot should be noted, and the screw turned back 
to its original position, if no improvement is noted. 


Will the all around performance of a receiver used for 
a year or more be improved by tightening grounds and 
other connections on the chassis base? 


Yes, the operation of many receivers over one year old can 
be improved by this simple expedient—which is generally very 
simple to perform. In every receiver, dozens of by-pass con- 
densers and resistors are grounded to the chassis by means of 
lugs and nut and bolt connections. 


While the leads are soldered to the lugs, the connection be- 
tween the lug and the chassis becomes oxidized in time, increas- 
ing the resistance of the connection to a considerable degree. In 
effect this places resistors in the receiving circuit where they do 
not belong with naturally detrimental results. 


While the effect of such an added resistor in series with a 
resistor would ordinarily be negligible, it is another matter in 
the case of a condenser and the accumulative effect of many 
such resistors in series with a similar number of condensers may 
result in lowered sensitivity, instability, alignment shift, etc. 


This effect can usually be eliminated by tightening all screws 
from the top of the chassis. Even when screws are already tight, 
the slight movement will be sufficient to erase oxidation. Most 
of the connections are made to the bolts that fasten the socket 
to the chassis, and it will generally be necessary to remove the 
tube shields to get at them. 
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How may noisy reception originating in the automatic 
motor driven tuning unit be eliminated? 


The great multiplicity of parts necessarily associated with 
the tuning device is located immediately within the electric 
field surrounding the receiver; and as the mechanical connec- 
tions loosen with usage, microphonic contacts are formed which 
cause noise. 


A loud signal may be sufficient to induce a rasping accom- 
paniment, as well as from any slight movement of the receiver, 
as might be caused by steps across the floor. In aggravated 
cases, a hissing scratch, akin to static, will be present at all 
times. 


This difficulty can be removed by bonding—making a good 
electrical connection between the chassis of the receiver and the 
floating parts. Fasten a short length of flexible wire securely 
under some convenient nut or bolt on the chassis, and touch the 
free end to various portions of the framework supporting the 
timing mechanism, at the same time endeavoring to produce 
the sound by tapping the receiver. 


If the rectifier tube of a receiver has become defective 
and trouble still exists after changing the tube, what 
may be the cause? 


A defective electrolytic condenser. The heat, especially in 
midget type receivers where space is limited and ventilation 
poor, causes a drying up of the condensers and thereby a lower- 
ing of capacity. Voltage measurement of the output of the recti- 
fier tube may show a decreased output, and hence point to con- 
denser trouble. 
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If tubes do not light in a series wired receiver, what 
may be the cause? 


A burned out tube or a loose connection. In a series circuit an 
open circuit will affect all tubes. In either case the remedy is 
obvious. 


What important precautions should be observed when 
replacing parts in a radio receiver? 


It is of extreme importance that they be of the identical types 
or of the same characteristics throughout, as the parts removed. 
If components of different values be inserted, they may upset 
the values of the circuits or cause trouble in other ways. A list 
of replacement parts for various receivers is usually furnished 
by the manufacturers of the various sets, and it is these parts 
that should be used for replacement, to prevent continuation 
and even exaggeration of the trouble. 


What are the two general classes of resistors used in 
radio receivers, and where are they used? 


The two types are classified as the wire-wound and the car- 
bon type. Wire wound resistors generally are used where a com- 
paratively large current is required to flow, such as in voltage 
dividers, and as power tube grid biasing resistors, etc. whereas 
the carbon resistor is utilized for small currents, i.e. the carbon 
resistor as a rule has a high resistance, and will usually handle 
power requirements up to 1 watt. The resistance value of a car- 
bon resistor may be identified by means of special color code 
markings (see page 182) and the resistance of wire wound resis- 
tors are usually plainly marked or tagged on it. 
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Is it well to change or remove part of the wiring to 
eliminate trouble in a radio receiver? 


Only where substitution of wires is absolutely necessary, but 
the circuit should not be changed. It is evident that if the cir- 
cuit was incorrect the receiver would never have functioned in 
the first place. It may generally be assumed that before a re- 
ceiver leaves the manufacturers test room, the circuit as well 
as its components are correct. Hence, servicemen should not 
change circuits on the assumption that they are wrong after the 
set has been operating properly for some time, but should seek 
to find the trouble that has occurred and rectify it. 


How many short wave coils be assembled so as to cover 
a range of short waves as well as medium waves? 


In order to be able to successfully cope with a problem of this 
sort, the following precaution should be taken: The several coil 
sections must be reasonably separated from each other, a mini- 
mum spacing of one-half in. is recommended. Opinion is divided 
as to whether to short out the unused sections or to use a change 
over, but actually neither method is satisfactory by itself. The 
main difficulty arises from absorption of any particular wave- 
band from the coil serving the band immediately above it. 


Thus in fig. 15 (a) consider the circuit switched from the 
reception on coils C and D in series, while coils A and B are 
shorted out. Absorption will be found however, at the wave- 
length corresponding to coil B, tuned with its own self capacity 
since it is actually not short-circuited. 


As arule when it happens to fall within the band covered by 
coil C a dead spot will result. In (b) is shown an arrangement 
with a change over switch and it will be clear that this trouble 
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is still present—in fact in an aggravated form. The remedies are 
to arrange the sections of the coil so that they do not couple to 
one another, which is not always convenient, or else to arrange 
to short out the section immediately next to the coil in use, in 
conjunction with a normal shorting or change over scheme. 


Figs. (c) and (d), illustrated the methods likely to be most 
suitable when critical reaction is being employed. 
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FIG. 15-—Various coil switching arrangements for response on short and me- 
dium waves. 
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What is the simplest way to provide d.c. current neces- 
sary for testing of d.c. receivers—i.e. how may a.c. cur- 
rent be rectified to d.c.? 


This problem may best be solved by building a power supply 
unit as shown in fig. 16. The circuit 1s largely self-explanatory 
and with an a.c. supply voltage of 110 volts the voltage on the 
d.c. side will be 110 volts as well, provided that the compo- 
nents as shown are used. 
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FIG. 16—A simple 110 volt-a.c./110 volt-d.c. rectifier unit. 


What is generally understood by the term high-fidelity 
as applied to radio amplifiers? 


A set of tentative standards has been set up by the Engineer- 
ing Department of the Federal Communications Commission for 
high fidelity transmitting stations. These standards may be 
applied to audio amplifiers with slight revisions. For example, 
the total audio distortion shall not exceed 10% at maximum 
output or 5% at rated output throughout the range of audio 
frequencies of from 50 to 7,500 cycles. The audio frequency 
characteristics of the amplifying system measured from the 
microphone terminals to the speaker voice coil terminal shall be 
flat within two decibels between 50 and 7,500 cycies. 
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Hum and other extraneous noises to be at least 60 decibels 
below peak-power output between 150 and 5,000 cycles, and 
at least 40 decibels below outside that range. 


What can be done to compensate for voltage fluctua- 
tions which at times may amount to 10% or more? 


A simple remedy may be afforded by the addition of a 
booster transformer shown in fig. 18. This transformer is con- 
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FIG. 17—Schematic diagram of voltage compensating equipment. 


nected directly to the line circuit, feeding the individual appli- 
ance and thus stepping up the voltage, compensating for the 
drop. The transformer should have a rating in watts equal to or 
higher than that of the appliance which it feeds. 


The transformer connection scheme is largely self explana- 
tory. For example, switch No. 2 is the “‘on-off” control for the 
booster; when it is turned to the left it cuts in the booster and 
when turned to the right it removes the booster from the line. 


As a precautionary measure the volt-meter should always 
be connected in the circuit when the booster is being used, to 
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indicate excessive voltage. Switch No. 1 finally controls the 
amount of booster voltage added to the primary of the trans- 
former. 


It is suspected that a faulty winding in an audio- 
transformer is the source of a considerable amount of 
noisy and scratchy reception. What is the simplest way 
of locating this trouble? 


A means of detecting this trouble may be had by the aid of 
a simple 4.5 volt dry battery connected to one side of the trans- 
former and a pair of head-phones across the other side as shown 
in fig. 19. 


AUDIO TRANSFORMER 
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FIG. 18—Method of detecting trouble in audio transformer. 


In the case of a defective winding in the transformer, a loud 
scratch will be heard in a few minutes. For a test of the other 
winding simply reverse the connections, 1.e. connect the battery 
to the side where the 'phones previously were connected and 
the ’phones in place of the battery. 
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REQUIREMENTS FOR 
ALTERNATING-CURRENT POWER-OPERATEL 
RADIO RECEIVING APPLIANCES 


Scope 


These Requirements cover power-operated radio receiving appliances 
for non-commercial use, designed to be employed on alternating-current 
interior wiring systems in accordance with the National Electrical Code. 


These Requirements, in so far as they apply, cover features of non- 
commercial or domestic sound equipment similar to the features of radio 
appliances mentioned herein. 


Battery chargers, either portable or for permanent installation and not 
intended for use with radio appliances, are classed as rectifiers and are not 
covered by these Requirements. 


These Requirements are based upon records of tests and field experience 
and are subject to revision as further experience and investigation may show 
to be necessary or desirable. 


Devices or products which comply with these requirements will not 
necessarily be acceptable if they have other features which, when examined 
and tested, are found to impair the result contemplated by these Require- 
ments, 


A device or product having materials or forms of construction differing 
from those detailed in these Requirements may be examined and tested 
according to the intent of the Requirements, and if found to be substantially 
equivalent may be given recognition. 


Requirements are shown in bold-faced type and are supplemented by 
explanatory notes and descriptions of test apparatus and methods in light- 
faced type. 


If not otherwise specified, voltages referred to are root-mean-square 
values. 


‘General 


A radio appliance shall employ materials throughout which are accept- 
able for the particular use, and shall be made and finished with the degree 
of uniformity and grade of workmanship practicable in a well-equipped 
factory. 
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Attachment plugs, circuit-breakers, cords, cutout bases, lamp-holders, 
receptacles, switches, wires, etc. which are provided as a part of a radio 
receiving appliance are judged under the Requirements of Underwriters’ 
Laboratories, Inc., for such devices and also with respect to their suitability 
for the particular application. 


Enclosure 


The enclosing case or cabinet shall enclose all current-carrying parts 
of a radio appliance except primary leads and secondary terminals which 
are designed for wiring connections by the user. 


The enclosing case shall be of substantial construction and shall have 
the necessary mechanical strength to protect the various parts of the appli- 
ance against physical injury. 


An enclosing case or cabinet of suitable nonmetallic material is con- 
sidered to be acceptable; but if such a cabinet is employed, individual units 
such as inductors and capacitors which are conductively connected to the 
power-supply circuit shall be enclosed in non-combustible material, except 
as noted in the following paragraph. Phenolic composition as the enclosure 
of a capacitor is considered to be non-combustible. 


If an inductor or capacitor is protected by a series resistance of not less 
than 120,000 ohms, the enclosure of such an indiyidual unit may be omitted. 
The usual type of variable capacitor with its air dielectric and small amount 
of combustible material is not required to be enclosed. Motor windings, 
and other coil windings which are not affected electrically (overloaded) by 
the failure of other parts are not required to be enclosed individually. 


A metal enclosure shall be enameled or otherwise acceptably protected 
against corrosion. 


Supply Circuit 


At a point where a flexible cord passes through an opening in a wall, 
barrier, or enclosing case, there shall be a suitable bushing or the equivalent 
which shall be substantial, reliably secured in place, and shall have a 
smoothly rounded surface against which the cord may bear. If a cord 
lighter than type P-64 is employed, and if the wall or barrier is of metal, 
and if the construction is such that the cord may be subjected to strain or 
motion, a non-combustible, moisture-resistant, insulating bushing shall be 
provided. 


If the flexible cord is connected in the primary circuit, no other flexible 
cord or wire not connected in the primary circuit shall pass through the 
bushing or opening. 


If the cord hole is in wood, porcelain, phenolic composition, or other 
suitable non-conducting material, a smoothly rounded surface is considered 
to be the equivalent of a bushing. 
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Ceramic materials and some molded compositions are considered to be 
acceptable.generally for insulating bushings; and fiber may be employed 
where it will not be subjected to a temperature higher than 90 C under 
normal operating conditions and if it is so formed and secured in place that 
it will not be affected adversely by conditions of ordinary moisture Sepa 
rate insulating ‘bushings of wood, rubber,.and so-called hot-molded shellac 
and tar compositions are not considered to be acceptable 


Strain relief shall be provided so that a mechanical strain on a flexible 
cord will not be transmitted to terminals, splices, or interior wiring. 


The power-supply cord shail be provided with a knot or equivalent 
stop which will prevent the cord from being pushed inside the chassis. 


If a knot in a flexible cord serves as strain relief, the surface against 
which the knot may bear or with which it may come in contact shall be free 
from projections, sharp edges, burrs, fins, etc., which may cause abrasion 
of the insulation on the conductors. 


The type of flexible cord required shail depend upon the nature of the 
device with which it is supplied. 


Material for the mounting of current-carrying parts shall be phenolic 
composition, cold-molded composition, or the equivalent in electrical proper- 
ties. 


Hard fiber may be used for insulating bushings, washers, separators, and. 
barriers, but not as the sole support for uninsulated current-carrying parts 


A control switch, lamp-holder, or attachment-plug receptacle shall be 
mounted securely and prevented from turning by means other than friction 
between surfaces. Clips for cartridge fuses shall be mounted securely and 
prevented from turning by hand. 


Transformers 


A transformer shall be of thoroughly substantial design. The coils 
shail be wound in a workmanlike manner and impregnated or otherwise 
enclosed to exclude moisture. 


A transformer which is connected to a power-supply circuit shall be 
completely and individually housed in non-combustible material. The 
enclosure shall not be provided with holes or louvres which will allow the 
circulation of air, except holes for the entrance of wires. The unused por- 
tion of any hole in the enclosure for the leads to the transformer shall be not 
larger than 0.2 sq in. in area; and the total unused portion of two or more 
holes shali be not larger than 0.35 sq in. in area. Any hole provided in 
the transformer for lead wires, but not so used, shall be effectively closed 
with non-combustible material. 


A small amount of phenolic composition, such as a terminal block, will 
be considered to be acceptable in the enclosure of a transformer under the 
requirement of the preceding paragraph 
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Capacitors , 


30 A capacitor shall employ such materials and shall be so constructed 
that it will not constitute an undue fire hazard. It shall not be affected 
injuriously by the temperature attained by the device under the most 
severe conditions of normal use. A paper capacitor shall be impregnated 
or otherwise enclosed to exclude moisture. 


Wiring 
31 All wires which are accessible when alive shall be insulated, and the 
insulation shall be suitable for the voltage involved and the temperature 
attained under any conditions of actual use. Wires of special types shall 


be made the subject of special investigation with respect to their intended 
use and shall be judged accordingly. 


32 The special investigation of wires referred to in the preceding paragraph 
ordinarily will include a breakdown test involving a potential of three times 
the maximum voltage to which the wires may be subjected. 


33 Insulating tubing (frequently referred to as spaghetti”) employed in 
a radio receiver shall not be readily combustible. 


34 If the power transformer of a receiver is of the conductively connected 
(auto-transformer) type, it will be necessary to give consideration to the 
insulation and arrangement of conductors in the antenna and ground circuits. 


35 No terminals or other uninsulated current-carrying parts shall come iu 
contact with the enclosing case unless the case is of an acceptable insulating 
material or unless a permanent secondary connection is made to the case. 
If there is a permanent secondary connection to a metal case where an 
auto-transformer is employed, the case (or chassis) and all metal parts 
conductively connected thereto shall be treated as live parts. 


36 If permanent secondary leads are supplied, strain relief shall be pro- 
vided and the cord or cords shall be properly bushed, in accordance with 
pars. 16-22, where they pass through the wall of the cabinet or enclosing case. 


Accessibility of Live Parts 


37 Except as provided in the following paragraph, no uninsulated live 
parts conductively connected to the power-supply circuit shall be exposed 
to contact. 


38 An uninsulated live part conductively connected to the power-supply | 
circuit may be exposed to contact provided that (1) there is an impedance 
of not less than 120,000 ohms between the uninsulated live part and the 
supply circuit and (2) that there is an impedance of not less than 35,000 | 
ohms between an insulated-type grid cap and the supply circuit. 


R9 Electrical capacity of more than 0.1 microfarad from either side of the 
line to the chassis, antenna, or ground connection is not considered to be 
acceptable. 
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No uninsulated live. parts in a secondary circuit involving a potential 
higher than 300 volts shall be exposed to contact; and some degree of pro- 
tection shall be provided for uninsulated live parts involving potentials 
from 150 to 300 volts if they are so located that they are likely to be touched, 
particularly during the replacement of tubes. 


For square and circular holes, rectangular slots, and other openings in 
an enclosing case which do not involve extraordinary shapes, the require- 
men: of pars. 37 and 40 will be considered to be met if any opening has no 
dimension greáter than lí in.; and slots not wider than 342 in. will be dis- 
regarded. A larger opening may be considered to be acceptable if the 
distance between live parts and the opening is not less than three times 
the smaller dimension of the hole (such as the minor axis of an ellipse or the 
width of a rectangle). Irregular openings, special shapes, and slots from 
36» in. to 1 in. in width will be given special consideration, including their 
accessibility, with respect to the intent of the requirements of pars. 37 and 
40. 


Compliance of a radio appliance with the requirement of par. 40 shall 
be determined under conditions of "normal maximum voltage,'' as described 
in par. 73. 


À live part is considered to be exposed to contact if touchable by chil- 
dren or if touchable by adults without meddling. 


A live part is not considered to be exposed to contact if it is located 
within a suitable enclosure whose cover does not need to be opened or re- 
moved in the normal operation or servicing of the device and Can be opened 
or removed only by the use of a tool. Normal servicing of a device includes 
replacement of tubes and making such adjustments as are' provided for the 
user to effect. Normal servicing does not include replacement of fuses or 
making repairs. 


A pilot lamp is considered to be a non-serviceable part if it has a life of 
not less than 5000 hours at its operating voltage. 


Live terminals of a panel or pilot-lamp receptacle shall be protected or 
fixed so that the possibility of grounding in use or in service is remote. 


A positive interlock switch may be employed to accomplish the required 
protection of live parts against accidental contact. 


In a power-supply circuit and in a secondary circuit where a potential 
of more than 300 volts is involved, a guard or barrier of insulating material 
employed to render live parts inaccessible shall be not less than !/42 in. in 
thickness. Such protection, except as noted in the following paragraph, is 
required for speaker-field and audio-transformer windings, including the 
splices in their wiring if they are not otherwise suitably protected. 


A covering of tough, insulating material not less than J$4 in. in thick- 
ness is considered to be acceptable for a primary conductor brought out to 
an external protected splice. 
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Spacings 


A spacing of not less than 14 in. over surface or through air shall be 
maintained between uninsulated live or current-carrying parts of the pri- 
mary or power-supply circuit and an enclosure of conducting material, except 
where the location and relative arrangement of the parts are such that per- 
manent separation is assured. 


A removable metal piece covering a fuse shall be lined with insulating 
material not less than !/^; in. in thickness, if necessary to prevent contact 
between uninsulated live parts and non-current-carrying metal parts. 


If a fuse or fuses are employed in a power-supply circuit, there shall be 
a spacing through air of not less than V$ in. between any live metal of a 
fuse or fuse clip and the chassis or metal in electrical connection with the 
chassis. This spacing shall be determined with the fuse in any position 
of contact with both fuse clips. 


Fuses 


Fuses wherever used shall be devices recognized as suitable for the 
particular application and shall be housed. 


A fuse, circuit-breaker, or fusible link employed in a power-supply 
circuit will not be depended upon to safeguard a radio appliance against 
excessive heating or overload conditions, although the presence of such 
protective devices is not undesirable. 


Power Consumption 


Except as noted in the following paragraph, the current or wattage 
consumption of a radio appliance shall not exceed the marked input rating 
by more than five per cent when the device is operated with full load on the 
secondary output and while connected to a supply circuit of rated frequency 
and voltage corresponding to the mean of the marked primary voltage rating. 

The current or wattage consumption.of a radio appliance incorporating 
a Class B amplifier shall not exceed 87 per cent of the marked input rating 
by more than five per cent when the device is operated under no-load or 
no-signal conditions and while connected to a supply circuit of rated fre- 
quency and voltage corresponding to the mean of the marked primary voltage 
rating. 


The requirement of the preceding paragraph is based on a marked 
current or wattage rating 15 per cent greater than the no-load or no-signal 
input in order to approximate an average value where input varies consider- 
ably with signal strength. 


Temperature 


Materials employed in the construction of a radio receiving appliance 
shall not be affected adversely by the temperatures attained under condi- 
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tions of normal operation, and the temperature attained at any point on the 
exterior surface: of a cabinet or enclosing case of non-combustible material 
shall be not higher than 90 C. 


With reference to the requirement of the preceding paragraph, materials 
will be considered as being affected adversely if temperatures higher than 
the following are attained: 


49 C on conductors having rubber insulation. 
90 C on conductors having slow-burning insulation, 
90 C on fiber employed as electrical insulation. 
90 C on wood. 
90 C at any point on the interior surface of a cabinet or enclosing 
case of combustible material. 
105 C at any point on a winding employing impregnated organic 
insulation or enameled wire. 
150 C on phenolic composition employed as electrical insulation. 
The melting point of any sealing compound. 


Compliance of a radio appliance with the requirements of pars. 58-59 
shall be determined by operating the appliance at full load while connected 
to a supply circuit whose voltage corresponds to the maximum primary 
rating of the device, and operation shall be continued until constant tem- 
peratures are reached. For a radio appliance incorporating a Class B 
amplifier, full load is considered to be the condition where the setting of the 
controls results in a current or wattage input 15 per cent greater than the 
no-load or no-signal input. 


With the receiver connected to a suitable antenna or the equivalent in 
the intended manner and tuned for the reception of a local broadcasting 
station, the volume control is to be adjusted so that the required power 
input results without undue distortion. 


If-no voltage range is given in the rating of the appliance, maximum 
rated voltage is considered to be five volts above rated voltage. 


If a cabinet or enclosing case is of non-combustible material, tempera- 
tures shall be noted at various points on the exterior surface of the device. 
If a cabinet or enclosing case is of combustible material, temperatures shall 
be noted at various points within the cabinet and on the interior surface. 


The temperatures given in these requirements are based on a room 
temperature of 24 C, Temperature tests may be made at any room tem- 
perature and the variation from 24 C added to or subtracted from the 
observed temperature readings. 


Temperature readings may be obtained by thermocouples, by glass-bulb 
mercury thermometers, the bulbs of which are brought into good thermal 
contact with the surface under observation by means of fresh glazier’s 
putty, or by other standard methods; and a temperature shall be con- 
sidered to be constant when three successive readings, taken at 6-min 
intervals, indicate no change. cs 
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Dielectric Strength 


The insulation and spacings of a radio appliance, while still heated 
from the temperature test, shall be capable of withstanding for a period of 
one minute without breakdown the potentials indicated below: 


(1) If the primary and secondary windings of the power transformer. 
are not conductively connected: a 60-cycle alternating potential of 900 
volts applied between any live or current-carrying part of the primary or 
power-supply circuit and (A) the core of the transformer, (B) non-current- 
carrying metal parts such as the enclosure or chassis, and (C) any live or 
current-carrying part of the secondary circuit. 


(2) If the primary and secondary windings of a power transformer 
are conductively connected: a 60-cycle alternating potential of 900 volts 
applied between any live or current-carrying part connected to the supply 
circuit and antenna, grourd, or any other user terminals. 


(3) If the primary and secondary windings of the power transformer 
are conductively connected, but if there is no connection between the 
chassis and the supply circuit: a 60-cycle alternating potential of 900 volts 
applied between any live or current-carrying parts conductively connected 
to the supply circuit and any non-current-carrying metal parts. 


(4) A 60-cycle alternating potential of 900 volts applied across any 
capacitor connected in the primary circuit and which was not tested under 
the conditions outlined in the preceding paragraphs. 


(5) A direct-current potential of four times the maximum direct- 
current plate voltage used on the output tube, applied across any blocking 
capacitor used for speaker coupling, if the speaker is not supplied as a part 
of the receiver. 


(6) A potential of three times the “normal maximum voltage," as 
explained in the following paragraph, applied to all secondary circuits; 
except that a capacitor may be accepted under the provisions of pars. 83-84. 


"Normal maximum voltage’ in a secondary circuit is the potential 
existing across any insulation when a potential of maximum rated voltage 
and frequency is applied to the primary connections, and under any condi- 
tion of removed vacuum tubes, removed plug connectors, or adjustment of 
user controls, etc. — but not under the condition of a removed part which 
is permanently wired or fixed, or the adjustment of a primary tap, fuse, or 
other '"'non-serviceable" control. Normal maximum voltage is to be meas- 
ured with a voltmeter or a voltmeter-multiplier combination having a resist- 
ance of not less than 300,000 ohms. 


Compliance of a radio appliance with the requirements of pars. 66-70 
is to be determined by means of a suitable testing transformer, the output 
voltage of which can be regulated. Starting at zero, the applied potential 
is to be increased gradually until the required test value is reached or until 
breakdown occurs. 
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Compliance of a radio appliance with the requirement of par 71 is tọ 
be determined by means of any convenient direct-current source of supply, 
the voltage of which can be regulated. The testing may be done with keno- 
trons or similar rectifying elements and without filtering. Starting at zero 
the applied potential is to be increased gradually until the required test 
value is reached or until breakdown occurs. 


Compliance of a radio appliance with the requirement of par 72 is to 
be determined by means of the apparatus and according to the method 
described below. 


Apparatus — The apparatus consists of (1) a voltmeter or voltmeter- 
multiplier combination having a resistance of not less than 300,000 ohms 
and (2) any convenient alternating-current source of supply. the frequency 
of which is not less than three times the rated frequency of the appliance, 
and:the voltage of which can be regulated and can be brought to a value 
not less than three times the rated voltage of the appliance. 


Method — The primary winding of thé power transformer of the radio 
appliance is to be connected to the alternating-current source of supply 
which is delivering the frequency of not less than three times that of the 
rating of the appliance. Starting at zero, the potential is to be increased 
gradually until the secondary voltage values are three times the normal 
maximum voltages described in par 73, or until breakdown occurs The 
higher test frequency is employed in order to permit the secondary voltage 
of the transformer to reach the required potential without being limited 
by the saturation of the iron of the transformer core 


During the test all lamps and amplifier tubes are to be removed and 
ballast tubes or other automatic regulating devices are to be rendered in- 
operative, if necessary to carry out the test Primary circuit adjustments, 
if any, are to be in the proper position for the voltage which is to be used 
as a basis for the test-voltage value The voice-coil circuit and the frame 
of the loud speaker are to be electrically connected to the chassis (ground) 
in order to make certain that the insulation of the output transformer or 
capacitor and the speaker is stressed. 


As an indication (1) that the test has been made correctly and (2) that 
the insulation has or has not failed, the high-resistance voltmeter is to be 
connected across the high-voltage plate-supply circuit During the test the 
meter should read three times the voltage existing under the normal maxi- 
mum voltage condition Insulation failure will be indicated by a falling 
off of the meter reading. 


Burnout of a resistor or other conductor is not to be considered as a 
failure. A resistor may be cooled artificially to prevent burnout, replaced 
by an equivalent external resistance, or cut out of the circuit — care being 
taken to prevent any insulation being stressed with a potential higher 
than the required value 


Burnout or voltage failure of a rectifier tube is not to be considered as a 
failure. A high-voltage, separately lighted rectifier tube or tubes may be sub- 
stituted for the rectifier tube of the appliance and wired to the rectifier socket 
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The testing of an clectrolytic capacitor as a part of a radio receiving 
appliance under the requirements for dielectric strength may be waived if 
the capacitor is found to comply with the following requirements: the 
capacitor shall be plainly marked with the manufacturers’ name or trade- 
mark and the voltage rating; if the voltage rating across the capacitor in 
the radio appliance exceeds the marked capacitor voltage rating under the 
conditions of normal maximum voltage as described in par. 73, the capacitor 
shall be capable of continuous operation under these conditions for a period 
of not less than 15 min without breakdown; and if any increase of the 
leakage current is noted, as measured by a suitable milliammeter, two 
additional samples of the capacitor shall be tested under the same conditions 
and shall be capable of withstanding the 15-min application of normal 
maximum voltage without breakdown. 


At the option of the submittor, the testing of a capacitor other than 
an electrolytic capacitor under the requirements for dielectric strength may 
be waived and the acceptability of the capacitor for the particular applhica- 
tion may be made the subject of special investigation. 


A separable connector, such as in a dynamic-speaker circuit, shall be 
capable of performing acceptably, without injuriously affecting other parts 
of the device, when subjected to a test consisting of ten cycles of make and 
break, in a period of one minute, with full primary input voltage applied to 
the device. 


A separable connector is considered to be one which is not held in place 
by a screw, clamp, or the like, and which does not require the use of a tool 
in order to accomplish the separation. 


Rating 


The electrical rating of a radio appliance shall include the primary 
voltage, frequency, and input in amperes or watts. 


In the case of a radio appliance incorporating a Class B amplifier, 
the rated primary input in amperes or watts shall be not less than 115 per 
cent of the no-load or no-signal input as described in pars. 56-57. 


Marking 


A complete radio appliance shall be plainly marked where it will be 
readily visible with the name of the manufacturer, a distinctive catalog 
number or the equivalent, and the electrical rating. 


The distinctive marking of a receiver may be a combination of chassis 
and cabinet markings. : 


An installation diagram or instructions shall accompany a radio appli- 
ance if the connections and method of operation are such that there may be 


. any question regarding them. 
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REQUIREMENTS FOR DIRECT-CURRENT 
AND UNIVERSAL POWER-OPERATED 
RADIO RECEIVING APPLIANCES 


Scope 


These Requirements cover power-operated radio receiving appliances 
for non-commercial use designed to be cmployed on direct-current interior 
wiring systems in accordance with the National Electrical Code, and similar 
appliances designed for use on both direct- and alternating-current circuits. 


Under this classification are included only those devices which dissipate 
within themselves all energy (except for speaker connections) taken from 
the supply circuit. 


These Requirements, in so far as they apply, cover features of non- 
commercial or domestic sound equipment similar to the features of radio 
appliances mentioned herein. 


These Requirements are based upon records of tests and field experience 
and are subject to revision as further experience and investigation may 
show to be necessary or desirable. 


Devices or products which comply with these Requirements will not 
necessarily be acceptable if they have other features which, when examined 
and tested, are found to impair the result contemplated by these Require- 
ments. 


A device or product having materials or forms of construction differing 
from those detailed in these Requirements may be examined and tested 
according to the intent of the Requirements, and if found to be substantially 
equivalent may be given recognition. 


Requirements are skown in bold-faced type and are supplemented by 
explanatory notes and descriptions of test apparatus and methods in light- 
faced type. 


If not otherwise specified, voltages referred to are root-mean-square 
values. 


General 


A radio appliance shall employ materials throughout which are accept- 
able for the particular use, and shall be made and finished with the degree 
of uniformity and, grade of workmanship practicable in a well-equipped 
factory. : 
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101 Attachment plugs, circuit-breakers, cords, cutout bases, lamp-holders, 
receptacles, switches, wires, etc., which are provided as a part of a radio 
receiving appliance are judged under the Requirements of Underwriters’ 
Laboratories, Inc., for such devices and also with respect to their suitability 
for the particular application. 


Enclosure 


+ 


102 The enclosing case or cabinet shall enclose all current-carrying parts 
of a radio appliance which are conductively connected to the power-supply 
circuit, except the supply leads which are connected to the device. 


103 If a radio appliance'is so designed that it is necessary for the user to 
open the case to replace tubes, batteries, or other renewable parts, or to 
make adjustments, the arrangement shall be such that uninsulated current- 
carrying parts conductively connected to the power-supply circuit will be 
disconnected automatically, covered; or otherwise protected against acci- 
dental contact. If a cover-operated switch is used to accomplish this 
purpose, it shall be of the two-pole type. 


104 Under certain conditions where the desired result can be accomplished — 
as, for instance, where a "C" battery is involved — the cover-operated 
switch referred to in the preceding paragraph may be of the single-pole type. 


105 À radio appliance may be so designed that tubes can be replaced with- 
out opening the enclosure, provided that the current-carrying ‘parts of the 
tubes are not exposed to contact. 


106 The enclosing case shall be of substantial construction and shall have 
the necessary mechanical strength to protect the various parts of the appli- 
ance against physical injury. 


107 An enclosing case or cabinet of suitable non-metallic material is con- 
sidered to be acceptable; but if such a cabinet is employed, individual units 
such as inductors and capacitors which are conductively connected to the 
power-supply circuit shall be enclosed in non-combustible material, except 
as noted in the following paragraph. Phenolic composition as the en- 
closure of a capacitor is considered to be non-combustible. 


108 If an inductor or capacitor is protected by a suitable series resistance, 
impedance, or equivalent safeguard and if a special investigation cannot 
be made to show that an undue fire or accident hazard exists, the enclosure 
of such an individual unit may be omitted. The usual type of variable 
capacitor with its air dielectric and small amount of combustible material 
is not required to be enclosed. Motor windings, and other coil windings 
which are not affected electrically (overloaded) by the failure of other parts 
are not required to be enclosed individually 


109 A metal enclosure shall be enameled or otherwise acceptably protected 
against Corrosion. 
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Supply Circuit 


At a point where a flexible cord passes through an opening in a wall, 
barrier, or enclosing case, there shall be a suitable bushing or the equivalent 
which shall be substantial, reliably secured in place, and shall have a 
smoothly rounded surface against which the cord may bear. If a cord 
lighter than type P-64 is employed, and if the wall or barrier is of metal, 
and if the construction is such that the cord may be subjected to strain or 
motion, a non-combustible, moisture-resistant, insulating bushing shall be 
provided. 


If the flexible cord is connected in the primary circuit, no other flexible 
cord or wire not connected in the primary circuit shall pass through the 
bushing or opening. 


If the cord hole is in wood, porcelain, phenolic composition, or other 
suitable non-conducting material, a smoothly rounded surface is considered 
to be the equivalent of a bushing. 


Ceramic materials and some molded compositions are considered to be 
acceptable generally for insulating bushings; and fiber may be employed 
where it will not be subjected to a temperature higher than 90 C under 
normal operating conditions and if it is so formed and secured in place that 
it will not be affected adversely by conditions of ordinary moisture. Sepa- 
rate insulating bushings of wood, rubber, and so-called hot-molded shellac 
and tar compositions are not considered to be acceptable. 


Strain relief shall be provided so that a mechanical strain on a flexible 
cord will not be transmitted to terminals, splices, or interior wiring. 


The power-supply cord shall be provided with a knot: or equivalent 
stop which will prevent the cord from being pushed inside the chassis. 


If a knot in a flexible cord serves as strain relief, the surface against 
which the knot may beer or with which it may come in contact shall be free 
from projections, sharp edges, burrs, fins, etc., which may cause abrasion 
of the insulation on the conductors. 


The type of flexible cord required shall depend upon the nature of the 
device with which it is supplied. 


Material for the mounting of current-carrying parts shall be phenolic 
composition, cold-molded composition, or the equivalent in electrical 
properties. 


The paper insulation on a “C” battery will not be considered to be 
sufficient as the insulation of the battery. This will generally require the 
provision of an additional container of moisture-resistant, insulating mate- 
rial for the battery; but wood protected by a suitable insulating paint may 
be considered to be acceptable as a material on which a "C" battery 
may be mounted. 
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130 Hard fiber may be used for insulating bushings, washers, separators, 
and barriers, but not as the sole support for uninsulated current-carrying 
parts. 


121 À control switch, lamp-holder, or attachment-plug receptacle shall be 
mounted securely and prevented from turning by means other than friction 
between surfaces. Clips for cartridge fuses shall be mounted securely 
and prevented from turning by hand. 


Capacitors 


122 A capacitor shall employ such materials and shall be so constructed 
that it will not constitute an undue fire hazard. It shall not be affected 
injuriously by the temperature attained by the device under the most 
severe conditions of normal use. A paper capacitor shall be impregnated 
or otherwise enclosed to exclude moisture. 


Wiring 


123 All wires which are accessible when alive shall be insulated, and the 
insulation shall be suitable for the voltage involved and the temperature 
attained under any conditions of actual-use. Wires of special types shall 
be made the subject of special investigation with respect to their intended 
use and shall be judged accordingly. 


124 The special investigation of wires referred to in the preceditig paragraph 
ordinarily will include a breakdown test involving a potential of three 
times the maximum voltage to which the wires may be subjected. 


125 - Insulating tubing (frequently referred to as “spaghetti”) employed in 
a radio receiver shall not be readily combustible. 


126 No terminals or other uninsulated current-carrying parts shall come 
in contact with.the enclosing case, unless the case is of acceptable insulating 
material. 


137 Wood protected by a suitable insulating paint may be considered to 
be acceptable as insulating material with respect to the requirement of the 
preceding paragraph. 


Accessibility of Live Parts 


128 Except as provided in the following paragraph, no uninsulated live 
parts conductively connected to the power-supply circuit shall be exposed 
to contact. 


129 An uninsulated live part conductively connected to the power-supply 
circuit may be exposed to contact, provided that (1) there is an impedance 
of not less than 120,000 ohms between the uninsulated live part and the 
supply circuit, and (2) that there is an impedance of not less than 35,000 
ohms between an insulated-type grid cap and the supply circuit 
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Electrical capacity of more than 0.25 microfarad from either side of 
the line to the chassis, or more than 0.1 microfarad from either side of the 
line to the antenna'and/or ground connection is not considered to be ac- 
ceptable. 


For square and circular holes, rectangular slots, and other openings in 
an enclosing case which do not involve extraordinary shapes, the requirement 
of par. 128 will be considered to be met if any opening has no dimension 
greater than 14 in.; and slots not wider than 3$5 in. will be disregarded. 
A larger opening may be considered to be acceptable if the distance between 
live parts and the opening is not less than three times the smaller dimension 
of the hole (such as the minor axis of an ellipse or the width of a rectangle). 
Irregular openings, special shapes, and slots from 342 in. to l4 in. in width 
will be given special consideration, including their accessibility, with respect 
to the intent of the requirements of pars. 128-129. 


A live part is considered to be exposed to contact if touchable by 
children or if touchable by adults without meddling. 


A live part is not considered to be exposed to contact if it is located 
within a suitable enclosure whose cover does not need to be opened or re- 
moved in the normal operation or servicing of the device and can be opened 
or removed only by the use of a tool. Normal servicing of a device includes 
replacement of tubes and making such adjustments as are provided for the 
user to effect. Normal servicing does not include replacement of fuses or 
making repairs, 


A pilot lamp is considered to be a non-serviceable part if it has a life 
of not less than 5000 hours at its operating voltage. 


Live terminals of a panel or pilot-lamp receptacle shall be protected or 
fixed so that the possibility of grounding in use or in service is remote. 


A positive interlock switchi may be employed to accomplish the re- 
quired protection of live parts against accidental contact, under the condi- 
tions described in pars. 103-104. ' 


In a power-supply circuit and where parts are electrically connected 
to a power-supply circuit, a guard or barrier of insulating material em- 
ployed to render live parts inaccessible shall be not less than 142 in. in 
thickness. 


Spacings 


A spacing of not less than !A in. over surface or through air shall be 
maintained between uninsulated, live or current-carrying parts of the 
power-supply circuit and an enclosure of conducting material, except where 
the location and relative arrangement of the parts are such that permanent 
separation is assured. 


A removable metal piece covering a fuse shall be lined with insulating 
material not less than 1/5? in. in thickness, if necessary to prevent contact 
between uninsulated, live parts and non-current-carrying metal.parts. 
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140 If a fuse or fuses are employed in a power-supply circuit, there shall be 
a spacing through air of not less than % in. between any live metal of a 
fuse or fuse clip and the chassis or metal in electrical connection with the 
chassis. This spacing shall be determined with the fuse in any position 
of contact with both fuse clips. 


Fuses 


ral Fuses wherever used shall be devices recognized as suitable for the 
particular application and shall be housed. 


142 A fuse, circuit-breaker, or fusible link employed in a power-supply 
circuit will not be depended upon to safeguard a radio appliance against 
excessive heating or overload conditions, although the presence of such 
protective devices is not undesirable. 


Tube Sockets 


143 À tube socket, the tube of which is removable when its circuits are 
aliye, shall be capable of performing acceptably when subjectéd to 50 cycles 
of operation (insertion and removal of the tube) making and breaking the 
circuits in question, with the complete radio appllance connected to a supply 
circuit of maximum rated voltage. 


Power Consumption 


144 Except as noted in the following paragraph, the current or wattage 
consumption of a radio appliance shall not exceed the marked input rating 
by more than five per cent when fhe device is operated with full load on the 
output and while connected to a supply circuit of voltage Corresponding to 
the mean of the marked primary voltage rating. 


145 The current or wattage consumption of a radio appliance incorporating 
a Class B amplifier shall not exceed 87 per cent of the marked input rating 
by more than five per cent when the device is operated under no-load or no- 
signal conditions and while connected to a supply circuit of voltage corre- 
sponding to the mean of the marked primary voltage rating. 


^ 


146 The requirement of the preceding paragraph is based on a marked 
current or wattage rating 15 per cent greater than the no-loád or no-signal 
input in order to approximate an average value where input varies consider- 
ably with signal strength 


Temperature 


147 Materials employed in the construction of a radio receiving appliance 
shall not be affected adversely by the temperatures attained under con- 
ditions of normal operation, and the temperature attained at any point on 
the exterior surface of a cabinet or enclosing case of non-combustible 
material shall be not higher than 90 C. 
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With reference to the requirement of the preceding paragraph, ma-, 
terials will be considered as being affected adversely if temperatures higher 
than the following are attained: 


49 C on conductors having rubber insulation. 
90 C on conductors having slow-burning insulation. 
90 C on áber employed as electrical insulation. 
90 C on wood. 
90 C at any point on the interior surface of a cabinet or enclosing 
case of combustible material. 
105 C at any point on a winding employing impregnated organic insula- 
tion or enameled wire. 
150 C on phenolic composition employed as electrica! insulation. 
The melting point of any sealing compound. 


Compliance of a receiver with the requirements of par. 147-148 shali 
be determined by operating the appliance at full load while connected to & 
supply circuit whose voltage corresponds to the maximum primary rating 
of the device, and operation shall be continued until constant temperatures 
are reached. If a Class B amplifier is employed, fult load is considered to 
be the condition where the setting of the controls results in a current or 
wattage input 15 per cent greater than the no-load or no-signal input.. 


With the receiver connected to a suitable antenna or the equivalent 
in the intended manner and tuned for the reception of a local broadcasting 
station, the volume control is to be adjusted so that the required power input 
results without undue distortion. 


If no voltage range is given in the rating of the appliance, maximum 
rated voltage is considered to be five volts above rated voltage. 


If a cabinet or enclosing case is of noncombustible material, tempera- 
tures shall be noted at various points on the exterior surface of the device. 
If a cabinet or enclosing case is of combustible material, temperatures shall 
be noted atevarious points within the cabinet and on the interior surface. 


The temperatures given.in these requirements are based on a room 
temperature of 24 C. Temperature tests may be made at any room tem- 
perature and the variation from 24 C added to or subtracted from the ob- 
served temperature readings. 


Temperature readings may be obtained by thermoécouples, by glass- 
bulb mercury thermometers, the bulbs of which are brought into good 
thermal contact with the surface under observation by means of fresh 
giazier’s putty, or by other standard methods; and a temperature shall be 
considered to be constant when three successive readings, taken at 5-min 
intervals, indicate no change. 


Dielectric Strength 


The insulation and spacings of a radio appliance, while still heated 
from the temperature test, shall be capable of withstanding for a period 
of one minute without breakdown the potentials indicated below: 








Underwriters’ Standards 743 





156 (1) A 60-cycle alternating potential of 900 volts applied between any 
live or current-carrying part conductively connected to the supply circuit 
and any non-current-carrying metal parts. 


157 (2) A direct-current potential of four times the maximum direct-current 
plate voltege used on the output tube, applied across any blocking capacitor 
used for speaker coupling, if the speaker is not supplied as a part of the 
receiver. 


158 (3) A direct-current potential of three times ‘‘normal maximum 
voltage," as erplained in the following paragraph, applied to all circuits 
of the appliance. 


159 |. "Normal maximum voltage” is the potential existing across any insula- 
tion when a potential of maximum rated voltage is applied to the supply 
connections, and under any condition of removed vacuum tubes, removed 
plug connectors, or adjustment of user controls, etc.—but not under the 
condition of a removed part which is permanently wired or fixed, or the ad- 
justment of a tap, fuse, or other ''non-serviceable'" control. Normal mari- 
mum voltage is to be measured with a voltmeter or a voltmeter-multiplier 
combination having a resistance of not less than 300,000 ohms. 


160 Compliance of a radio appliance with the requirement of par. 156 
is to be determined by means of a suitable testing transformer, the output 
voltage of which can be regulated. Starting at zero, the applied potential 
is to be increased gradually until the required test value is reached or until 
breakdown occurs. During this test the antenna and ground or loop 
terminals of the appliance are to be electrically connected to the chassis. 


161 Compliance of a radio appliance with the requirement of par. 157 is 
to be determined by means of any convenient direct-current source of supply, 
the voltage of which can be regulated. The testing may be done with 
kenotrons or similar rectifying elements and without filtering. Starting 
at zero, the applied potential is to be increased gradually until the required 
test value is reached or until breakdown occurs. 


162 Compliance of a radio appliance with the requirement of par. 158 is 
to be determined as indicated in the preceding paragraph. Starting at zero, 
the applied potential is to be increased gradually until the circuit potentials 
are three times the normal maximum voltages described in par. 159 or until 
breakdown occurs. 


163 The appliance is to be connected to the test circuit with correct polarity j 
applied to the supply connections. The test is then to be repeated with | 
reversed polarity. 


14 ` During the test all lamps and amplifier. tubes are to be removed and 2 
ballast tubes or other automatic regulating devices are to be rendered m- 
operative, if necessary to carry out the test, The voice-toif circuit and tlie 
frame of the loud speaker are fb be electrically cennected to the chassis 
(ground) in order to make certain that the insulation of the output trans- 
former or capacitor and the speaker is stressed. 5 
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As an indication (i) tiat the vest has been made correctly and (2) that 
the insulation has or has not failed, a high-resistance voltmeter is to be 
connected across the plate-supply circuit. During the tests the meter 
should read three times the voltage existing under the normal maximum 
voltage condition. Insulation failure will be indicated by a falling off of the 
meter reading. 


Burnout of a resistor or other conductor is not to be considered as a 
failure. A resistor may be cooled artificially to prevent burnout, replaced 
by an equivalent external resistance, or cut out of the circuit—care being 
taken to prevent any insulation being stressed with a potential higher than 
the required value. 


At the option of the submittor, the testing of a capacitor under the 
requirements for dielectric strength may be waived and the acceptability 
of the capacitor for the particular application may be made the subject of 
special investigation. 


A separable connector, such as in a dynamic-speaker circuit, shall 
be capable of performing acceptably, without injuriously affecting other 
parts of the device, when subjected to a test consisting of ten cycles of make 
and break, in a period of one minute, with full primary input voltage applied 
to the device. 


A separable connector is considered to be one which is not held in place 
by a screw, clamp, or the like, and which does not require the use of a tool 
in order to accomplish the separation. 


Rating 


The electrical rating of a radio appliance shall include the primary 
voltage, and input in amperes or watts. The voltage rating shall be not 
greater than 250 volts. 


In the case of a radio appliance incorporating a class B amplifier, the 
rated primary input in amperes or watts shall be not less than 115 per cent 
of the no-load or no-signal input as described in pars. 145-146. 


Marking 


À complete radio appliance shall be plainly marked where it will be 
readily visible with the name of the manufacturer, a distinctive catalog 
number or the equivalent, and the electrical rating. 


The distinctive marking of a receiver may be a combination of chassis 
and cabinet markings. 


An installation diagram or instructions shall accompany a radio ap- 
Pliance if the connections and method of operation are such that there may. 
be any question regarding them. 
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CHAPTER 34 


Radio Data 


(Symbols, Abbreviations and Units) 


The purpose of symbols and abbreviations is to make it possi- 
ble to illustrate and describe more briefly and clearly. 

A drawing in which every part or piece of apparatus would be 
repeatedly described, would of necessity, be large and unintel- 
ligible; therefore symbols have been devised which represent 
every part and piece of apparatus and which take up little space. 
Similarly, where long words or terms are to be used, single letters 
or shortened words are substituted; these have been adopted as 
standard and to mean just the things specified. 

Engineering societies and manufacturers have adopted and 
authorized their use, and made them the specific way of indicat- 
ing apparatus, equipment and terms in their fields; it is therefore 
necessary to become familiar with these in order to have a full 
understanding of the subject. 

Diagrams should be made accordingly and descriptions should 
be written with the abbreviations; likewise, diagrams can be read 
only by a knowledge of the symbols; and descriptions understood 
only by a knowledge of the abbreviations. 

On the following pages are given the most important symbols 
and abbreviations used: 
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— 


RECTIFIER TUBE 





ANTENNA ( Half - Wave) 
S655 — AYA 
INDUCTOR RESISTOR 


LOOP ANTENNA 


202 






—— 






















AMMETER INDUCTOR RESISTOR 
(Adjustable) (Adjustable) 
J- — 
BATTERY RESISTOR 
(The negative is indicated Ares (Variable) 
by the heavy line 
















— — MX — 
SPARK GAP 
CONDENSER (Rotary) 







sD 


SPARK GAP 
(Plain) 





- 


CRYSTAL DETECTOR 









PHOTOELECTRIC CELL 


-(s)- {yb iil 


SPARK GAP 
GALVANOMETER RECTIFIER TUBE (Quenched) 
(Full - Wave) | 


| 


The above symbols have been adopted as standard by engineers and manufacturers, and 
should be used in making circuit diagrams—also for reference, in reading diagrams. 


TELEPHONE RECEIVER 


awe 


THERMO ELEMENT 


TRANSFORMER 
(Air core) 


EJ 


TRANSFORMER 
(Iron core) 


EZ 


TRANSFORMER 
(Fixed Tap) 


Ar 


VOLTMETER 


WIRES JOINED 
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—— 


WIRES CROSS 


(Not joined) SCREEN GRID 


(With directly heated cathode) 


— — 
SWITCH A 
(Single pole) SCREEN GRID 


(With indirectly heated cathode) 


E 
PENTODE 
(With directly heated cathode) 


DUPLEX DIODE PENTODE 


TRIODE 


(With directly heated cathode) 


TRIODE i 


| (With indirectly heated cathode) 


TETRODE 


(With directly heated cathode) 


PENTAGRID MIXER 


ELECTRON - RAY TUBE 





In addition to symbols, given above, abbreviations are used for shortening descriptions. 
Abbreviations and formulas most commonly used are given on the following pages. 
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Electrical Prefixes: 
Kilo Denotes a quantity one thousand times as great as a unit. 
Milli  Denotes a quantity equal to one-thousandth part of a unit. 
Micro Denotes a quantity equal to one-millionth part of a unit. 
Meg Denotes a quantity one million times as great; for example, 
1,000,000 cycles = 1 megacycle, and 1,000,000 ohms = 1 megohm. 


Ohm’s Law for direct current 


E E 


po — E- IR 
R I * 


where J = amperes; 
E = volts; 
R = resistance. 


Formula for resistances in series 
R (rota) = Ri + R: + Rs etc. 


Formula for resistances in parallel 
1 





R —— MP—M 
(Total) A: m 1 n 1 m 
Ries Re Rant 
Determination of frequency of an alternator 
NXS 
Frequency = 2 


where N = the number of field poles; 
S = the speed of the armature in revolutions per second. 


Fundamental frequency formula 
1 


17 2r 'V/ LC 


where f = frequency in cycles per second; 
L = inductance of the circuit in henries; 
C = capacitance of the circuit in farads. 
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Inductive reactance formula 
X. LU 2rf E 
where Xz = inductive reactance; 
L = inductance in henries. 


Capacitive reactance formula 


EN 
2rfC 
where X, — capacitive reactance; 
C = capacity in farads. 


Ohm’s Law for alternating current 


or Xx 


- 
I 
N | 6: 


E 
where J = current; 


ve [enn - (z] 
E = voltage; 


Z = impedance (total of all oppositions). 


Condensers connected in parallel 


Croan = Ci C: + Cs. etc. 


Condensers connected in series 


1 

C = - 
(Total) 1 1 " 1 pe 
QD ene (eye 
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Resonance formula 


1 


2rfL = —— 
tm IC 
where 2rfL = inductive reactance; 
and pene = capacitive reactance. 
2vrfC 
Wavelength formula 

(A) wavelength — 18844/ LC 
where L = inductance in microhenries; 
and C — capacity in microfarads. 


Antenna radiation formula 
h2 
W = DAAE 


in which W = the energy radiated in watts effective : 
h = the effective heighth of the antenna in meters; 
= the wavelength of the antenna in meters; 
Z = the current in amperes at the base of the antenna or 
point of maximum current. 


Signs 
© proportional to; varies as < angle 
= equal to « isless than 
X multiplied by < much less than 
+ plus; addition S i — 
— minus; subtraction VUE IAM 
+ divided by >> much greater than 
© circle CO cycle 


Radio Data 


751 





Symbols 
p = permeability (B/B) 
. T — 3.1416 
p = volume resistivity 
T — thickness 


«x = susceptibility 
A = wavelength in meters 
ô = logarithmic decrement 


€ — 2.1183 (base of Napierian loga. | d-c = direct current 


rithms) 
n = efficiency (per cent) 
0 — phase angle (degree or radian) 


$ — angle h — henry 
V = difference in phase. e. 
w = 2rf (angular velocity in radians 

per second); ph — microhenry 


$ = magnetic flux 
V — electrostatic flux 


MQ = megohm 


pf = microfarad 


f = frequency 


a-f = audio-frequency 

r-f = radio-frequency 
e.m.f. = electromotive force 
m.m.f. = magnetomotive force 


a-c = alternating current 


ppi = micro-microfarad 


rms = root-mean-square 


rpm = revolutions per minute 


rps = revolutions per second 


Q = ohm 
Greek alphabet 
Letters Names Letters Names 
A a Alpha I a Iota 
B B Beta K x Kappa 
r y Gamma A AX Lambda 
A 8 Delta M p Mu 
E e Epsilon N v Nu 
Z% Zeta — Xi 
H 7 Eta O o Omicron 
© 89 Theta HU r Pi 


Letters 


O € px 9€ nM 


€ «x 9.2 "Q9 


v) 


Names 
Rho 
Sigma 
Tau 
Upsilon 
Phi 

Chi 

Psi 
Omega 
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Abbreviations 

capacity (electrostatic capacity) d diameter; distance 

effective electromotive force f frequency; cycles per second 

effective current 

dieletric constant g conductance 

inductance h height 

mutual inductance i instantaneous current 

number of conductors or turns  , coefficient of coupling 

quantity of electricity 

resistance Z length 

period, or one complete cycle r distance from a point (radius) 

watts t tim e 

reactance : 

impedance v velocity 

Letter Symbols—Vacuum Tube Notation 

Grid potential —- + ~ —- — — —— —-——-—- E,e, 
Grdgeudento— ee ee te 
Grid ek ee ee a ee 
Grd resistance == c Ac c ere 
Gndsbias voliape  — co n e mde ee 
J eec us 
Plate current —— —— — — —— —— — —— — — hl, 1, 
Flate conductance = 1 c uL e Us 
Plate resistance rers 
Plate'supply voltage ——— — . ——  ——.——.— —— 4 
Erission curbent —.——— —— x uds 
Mutual conductance —— — ——— — — — —— (m 
Amplication factor — == m= = ee 
Filament terminal voltage— —— - — — ——— ——. Ef 
Filament current —— —~ —-~ —— — — — -—- ly 
Grid=piate:ca pacity —— a se ee O 
Grid-cathode capacity — —— —- — — —— —— Cg 
Plate-cathode capacity — —— ———— — -—— ——- Cp» 
Grid capacity (input) — — — — — — C, 


Plate capacity (output) — — —— —— — — — - C, 
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UNITS.—Electrical units are based on the metric system, 
which is the name applied to the system of units employed in 
contin2ntal Europe. 

The fundamental units in the metric system are the meter, 
the gram, and the second. The unit meter is the length of a 
certain metal standard bar which is preserved at the Interna- 
tional Bureau near Paris. . 

From this unit of length, the units of volume (liter) and of 
mass (gram) are derived. The three units—meter, liter and gram 
-—are simply related, thus one cubic decimeter equals one liter 
and one liter of water weighs one kilogram. 

The above units are comparatively familiar to the radio man, 
as the meter is universally used for the expression of the length 
of radio waves. The meter is 39.37 inches or 3.281 feet. 

Without giving any historical information as to the develop- 
ment of electric and magnetic units, it may be said that those 
now used are the so-called international electric units. The 
international units are based on four fundamental units—the 
ohm, ampere, centimeter and second. The first of these is the unit 
of resistance, and is defined in terms of the resistance of a very 
pure conductor of specified dimensions. The ampere is the 
unit of current and is defined in terms of a chemical effect of 
electric current, the amount of silver deposited from a certain 
solution for a current flow for a definite time. The other electric 
units follow from these in accordance with the principles of 
electrical science. Some of the units thus defined are given in 
the following definitions, which are those adopted by inter- 
national congresses of science and universally used in electrical 
work: 


One ohm =the resistance of a column of mercury (at the 
temperature of melting ice) of a uniform cross section of one 
square millimeter and a length of 106.30 centimeters. 
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One ampere =the current which when passed through a 
solution of nitrate of silver in water in accordance with certain 
specifications, deposits silver at the rate of 0.001118 of a gram 
per second. 


One volt =the electromotive force which produces a current 
of one ampere when steadily applied to a conductor the resist- 
ance of which is one ohm. 


One coulomb =the quantity of electricity transferred by a 
current of one ampere in one second. 


One farad =the capacity of a condenser in which a potential 
difference of one volt causes it to have a charge of one coulomb 
of electricity. 


One henry =the inductance in a circuit in which the electro- 
motive force induced is one volt when the inducing current 
varies at the rate of one ampere per second. 


One watt =the power expended by a current of one ampere in 
a resistance of one ohm. 


One joule =the energy expended in one second by a flow of 
one ampere in one ohm. 


The watt and joule are not primarily electric units, but they 
need to be learned in connection with electric units because 
the energy required or the power expended in electrical proc- 
esses are among the most important phases of the actions. 


The horse-power is sometimes used as a unit of power in 
rating electrical machinery. The horse-power is equal to 746 
watts. 
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The gram-calorie or simply ‘‘calorie’’ is the energy re- 
quired to raise one gram of water one degree centigrade in tem- 


perature. One gram-calorie is, very nearly, equal to 4.18 . 


joules. 


Another unit of quantity of electricity, in addition to the 
coulomb, is the ‘‘ampere-hour’”’ which is the quantity of 
electricity transferred by a current of one ampere in one hour, 
and is therefore equal to 3,600 coulombs. 


The units of capacity actually used in radio work are the 
micro-farad = 10 farads (a millionth of a farad) and the 
micro-micro-farad =10-" farads (a millionth of a micro- 
farad), since the farad is found to be too large a unit. Another 
unit sometimes used is the C.G.S. electro-static unit of capac- 
ity, often called the centimeter of capacity, which is approxi- 
mately equal to 1.11 micro-farads. 


The units of inductance commonly used in radio work are the 
milli-henry =10-3 henry (a thousandth of a henry) and the 
micro-henry — 10-5 henry (a millionth of a henry). Another 
unit sometimes used is the centimeter of inductance, which 
is one one-thousandth of a micro-henry. 
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INTERNATIONAL MORSE CODE AND CONVENTIONAL SIGNALS 


1. A dash is equal to three dots. 
2. The space between parts of the same letter is equal to onc dot. 





À e =m 

B =m oee 

C =m o m o 

D = o o 

Ee 

F o o mm o 

G mu — e 

Heoee 
lee 

J o = m ow 

K = o = 

L o meoo 

M um om 

N æm o 

O -_ = om 

P o m u e 

Q m -— o m 

R e ms o 

Seee 

T om 

U è o um 

Veos m 

Wem = 

X mm o o um 

Y — o m oy 

Z = um o o 

Ä (German) 
oan o um 


K or A (Spanish-Scanditaviin) 


—— —— 


CH (German-Spanish) 


E (French) 


N (Spanish) 
wmm umm ^ oe ee 


Ó (German) 


umm umm umm o 
U (German) 
———— 
l e m m m m 
2 o o um mm mm 
3o oo m m 
4ecce =m 
Seeceo0e 
6 am eeee 
7 mm mooo 
8 mm ms m 0 0 
9 ms am — s o 


0 m m es es — 


TO BE USED FOR 


ALL GENERAL PUBLIC SERVICE RADIO COMMUNICATION 


3. The space between two letters is equal to three dote, 


— 








ee eee ee 


Hyphen eo a ee 


Bar indicating fraction ..... 


eee ee oom 


Parenthesis ................... c rm t — 
Inverted ceommasæs. — 
Underline 22 272s soe IM: 
Double dash .........................-.. e 
Distress Calli aaa 0. 015 SE ER s 


Attention call to precede every transmission.. 
General inquiry call........................ 
From» (de)5 212.0 0 a a a ` 
Invitation to transmit (go ahead)........... 


Warning—high power .................... 


Question (please repeat after ...... ) —inter- 
rupting long messagea.............L...... 


Break (Bk.) (double dash) ................ 


Understand” no araa e e ee ds 
Error ..... Ee a d ME E E 
Received (OTK JA A vee Guy ee 
Position report “(to precede al) position mes- 

sages) ......... T — 
End of each message (cross) .............. 


Transmission finished (end of work) (conclu. 
sion of correspondence .................. 





3. The space between two words is equal to five dots. 





ec aml anoo 


too 
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A” Batteries............. UL UE AM 8T 
Abbreviations.............. Fee AE aL 752 
A.C.-D.C. power supply................655- 145 
A.C. parallel circuits. ........... lee 4T 
Series Circuits. ene a nnn 42-46 
Acoustics 5: 66S) cease ee a 440 
Aona A E E A a E 375 
DFOLBCEOR S 0 eo oe eee ees 383 
wave-lengths........ llis 378, 379 
Aircraft, radio. 250 455-480 
altitude calculations... ........ lesse 4T8 
beacon diagram. ........ .. .. .. .. ...* 457 
boacon operation. ........ .... ....4 456 
compass assembly diagram............--. 464 
diagram of blind landing................-. 475 
indicating instruments...............05-45 470 
instrument panel arrangement............. 472 
landing beam advantages.............-.-- 474 
landing beam receiver diagram............ 473 
loop antenna contro! unit..............---. 466 
position finder................5-.665- Pian, GE 
radio compass position finder.............. 463 
radio compass navigation. ................ 462 
sonic altimeter diagram.................-- 479 
sonic altimeter principles.............. 476, 477 
visual landing aid...............-6-4.006- 468 
Air type condensers...............-64-: 177, 180 
Alignment procedure. ........ s... op srr 612 
Alternating current ..................655: 42-54 
offoctivs values. ....... .... . . 294 
OOM oe eL eR adres ne 139-137 
root-mean square valao ................ 293 
Allimalare s. 042r Sn eed io bre sa 476 
COL CLC LL e a eee oe eee 118 
hot wiretype.... .... eee nn I 71, 130 
how to connect... ............5.. ..118, 131 
Amnbro-. oe ee ee tese us 32, T54 
dañnition tet eode es 754 
hour, definition of... 20.0... cee eee eee 755 
per second hic tens nae ean eee 32 
tura eae 191 
Amplification factor. |... 59 
Amplification of voltage. ......... esee 170 


AmnlifiBI4 005 oot S C ES T eis 259, 427 
audio (See Audio Frequency Amplifier) 


ciréult. SDOech. ous etre ee a 199 
coupling, impedance type............. 263, 283 
coupling, resistance type.............. 262, 282 
Gy oe conce eo re ur UEqA 66 
intermediate frequoncy.................6. 280 
““motor-boating” of................55: 287-289 
operation characteristics class “B” circuit... 261 
push pull type. -eee ea a 265 
radio frequency... ... llus nnn 262 
PALINGS hac ras at eee ieee aes s 428, 430 
Varius tyDOB. loeo va eee 259, 260 
Analyzers e oaee sae ate eee 608 
commercial types... ..........606 0005: 619-670 
howto Use a aa ere ones 608-670 
Angstrom unt... 0.22... cece cece eee e ees 690 
PRR eee re eee hU Erie: 59 
Antunnd- c sese ore S EL s n 375-394 
apartment house type................. 390, 391 
aZutomoDilo- oc ooo oce e pINGRORO E 395-402 
broadcasting. o oouox coord ur aaeeate 200, 201 
tage typo. 3... 0-295698 eva eum cu 389 
doublet typ. a.a eae ts ees i aE 382 
erectlonco cies o as eee eens 376, 377 
famtupa A. o deu Ede Mae EN er ee 390 
frequónty- Loo... oes ee sa aT 68, 378 
ground cscs cen eran 69, 385, 386 
. 376, 377 
insulators ea a e . .380, 381 
read in a E a e AE 381-385 
lightning arrester............ eese 384, 385 
loop type, aircraft... 00.0... 0.0.6... e eee 465 
modulatione owe eee aes 203 
natural frequency and wave-lengths........ 378 
radiation formula............. esses 750 
ghipbOard |i ba oes e sie es 492 
ADACING 3 eek a ee ros 382, 393 
television type........... erre 595-598 
theory of tuning. ..................62 eee 377 
transtormer oea a eae doe eee ao aoe 384 
variometer tuned aerial.................-. 378 
wave-length. ............. . ... ...... 378, 392 
WIO SIZO cv. iR e rr ees ena Os 380 
Arrester, lightning. ..............-....5- 384, 385 
BLOG ee ee ie ates 23 
Atteniustione co. reco hM ev y PER ES 60 


Audio frequency amplifiers............... 282-285 
translorimer cca oi hed ols cost eee 60 
WAV OS eS ree ro iu opus ata Nu 60 
waves, length of................. BELS ONN 60 

Audio transformer testing................... 724 

Autodyne reception. ....... . . . . . . ........... 60 

Automatic frequency control................. 329 
frequency discriminator............... 329, 331 
TONG CONTIN: os cos ee es ee 357 
volume, control... 0... ee eee 60 

Automatic radio alarm................... 519-534 
hasie olomonts........................... 521 
charactoristics......................4. 519, 520 
false alarms. sso aa Coo ELA DUREE 524 
I0gentrigs e tc A E E A T 531 
maintenance and repairs atsea............ §31 
operating instructions..................... 529 
operations of warning lights............... 530 
selecior uni: chs edule owen e eu ee 524 
sensitivity control adjustments............. 529 
testing Ta oor vua es RIA 533 
typical installation........................ 528 
warning apparatus. ...............ssuuu... 522 
wiring diagrams...................0.. 518, 526 

Automobile antennas. ................... 395-402 
di-pole type.......................... 399, 400 
folding top type. ........................ 397 
Teadsin ee Ce one ont eee TE 400 
motallie scrosn........................... 396 
method of installation..................... 396 
plate tyDE- 9 E ec een ene e 399 
FDOETVD8 20 A E e e Eo RA CTS 396 
trlangular typos.......................... 401 
undoer·car typos.......................... 398 
ER 402 

Automobile ignition system diagram. ......... 704 
radio diagrams...... .................... 302 

Automobile radio interference............ 703, 709 
by-pass condenser........................ 705 
cable binding ............................ 706 
distributor suppressor..................... 705 
generator condenser...................00 705 
grounding of engine...................... 707 
high tension lead shielding................ 705 
noisy operation, causes of................. 708 
weak pick-up, causes of................... 708 

Battie board. — v Leak 10, 372 

Baffle, definition of............ Sta eRe ah eee 61 
loudspeakers es n eo err b RII 371 

HB. Ostet eaa na ert 87, 90 

Batteries; 7... Dee heey eee 85-108 
classifieatlon: a S a E oM ne 85 
charging sB IE E A, 105-107 
charging from 32 volts.................... 104 
charging from 110-220 volts............... 103 


Batteries—tontinued 


charging methods...................... 96-107 
charging set⸗ up.......................... 100 
connection of ......0.0 0... cc cc cece cence ee 108 
current drain ei. eho eerie yeu « 88 
current measurement..................... 116 
determination of polarity.................. 103 
hydrometer readings...................... 91 
spocific gravity. ....... 0.0... ccc cece eee 91 
testing so ceo crm e ee ae 87 
F— 61 
Beacons, redio.................... 456, 509-518 
Beamcurrent: used Ne organo ees 686 
WOIAGG: enc oe ers ee ete NES 686 
Bellini, radio compass................... 503, 504 
Bleeder resistors. ......................... 158 
ERPS Sts cea che chen ps tare VNC Aa n rh t 18 
Broadcasting: c sd LU EDS 61 
Broadcasting stations.................... 199-214 
Antenna soe TAE IR 200, 201 
band spread... eee 553 
diagram. 5c Loos T ROMS 208 
pow or supply aenar E roe 208 
principles e a a deca cere cras 201, 202 
EBCHOEA S ore N 208 
speech input equipment................... 200 
Bridge, Wheatstone........................ 140 
Brilliance, retative.......................... 690 
By-pass, condenser.....................000. 62 
UG baftery o E EATUR 87 
**C” power supply....................00000. 62 
Cable extension tuning system............... 338 
Cage type antenna.....................00.. 389 
Calculations, transformers............... 188-192 
D ULT PTT N 755 
Camera, television type................. 570, 592 
Candle power distribution................... 687 
Capacitance, direct................0.0000005. 65 
formula oo E EAD SAU 555 
tnter-electrode.... 0.0.0.0... 2c. eee. 71, 242 
Capacitive reactance formula................ 749 
Capacity, couplinq..................... . . . .. 62 
how to measure..............Luluuussssss 614 
resistance chart..................uuuuu... 616 
Carbon, microphono........................ 62 
Cari ĩor, frequoncy...................... . ... 62 
suppression e aE E e ced e iv 62 
62, 63 
Cathode, definition of....................... 63 
VOltAgé o iyo 625 
Cathode ray oscillograph.................671-692 
application of...............Luuuuuuu.. 671, 685 
connection diagrams.................. 677, 679 
fundamental parts.................... 675, 676 
various types. ...... 02... ce eee ee 675-682 


Cathode ray tube. ......... ccc eects 671 


hoam curront.......... .... . . rete eens 686 
beam voltago...................... · 686 
candlo power distribution................ 687 
definitions... er reser mae uia 686-692 
defocus coo orca rcl ik oe eee esas s 687 
electro-static deflection sensitivity.......... 687 
spotsize.... cece nn 686 
Charging A' hattorios ............. 101 
Charging methods of battery..............- 95-107 
Chart, watt, resistance-voltage. . .... 184 
Choke coll... cece ner RTT .. 204, 545, 546 
Circuit diagrams. ......... een n 8 297-320 
automobile radio. ..... 302, 304, dx 307, 312 
Code colors............. 182 
MOS. eoru voe rer E ER nn anre 756 
Coaxial cable............ e n n 599 
Co eofficiont of couplinq..................... 174 
Coil design calculation. ......... ee m 555 
RECTORE TERTIO EL. 556-559 
forth... ccc cece cc ee enw ee rene neces 557 
plug-in typo................. . 560 
singlo layor .............. n 66 557 
tickler type...... en n reres 546 
various types. .... cen n . .; 558 
Commercial analyzers. ...... eee 619-670 
Compass, radio. ........ e nnn 495-508 
Compensating unit, voitage type...........-. T2 
Condensers....... enn n n nm n n 8n 176-182 
a tO. es oS eate Nee aime 177-181 
Dlocking......... eee cece eter eeeeers 284 
by-pass type... een 0 62 
commercial types... 181 
Connections... eee rer ttor 177, 178 
olectrolytie.................. 177 
oxamplos on.................... .* 182 
ganged................. reer reer rere 181 
grid type... eese te 69 
FOR eS Du ERR TUE 177 
a a 178, 179 
shape of rotor plates. ......... e nnn 180 
straight line capacity... ...... o 6n 178 
VOLFDÍOT coc ck rue HE CUL ET RIS sie s mim ao 179 
Conductors. ....... ccc cece eee tere e renee 28 
Conduit wiring.......... n n eee 448 
Connection diagrams.......... eee 298-320 
Connection of meters..... ....... . . . . . 109-144 
Convertor e a a cen PASS 64 
Copper losses...... cene n . 195 
Wire table. 5 oor Y si sivi side reise 198 
Cord resistors........ enn n n II 156 
Core type transformers. ...... nen 193 
Cross bearings, diagram........ nen 507 
Cross modulation. ....... eee n n 66 64 
Coulomb, definition of... 754 
formula for, ........ 2. eee eee eer eeee 32 
Counterpoise ground. ......... 6.66 see reer eee 387 
Coupling co-efficient.......... ees 174, 185 
definition of. ........ sss n n 64 


degree of................ n n] 174 


Coupling—continued 
65 
Crystal mounting........ n nn 8n 212 
natural quartz.....................**. 211 
oscillator circuit......................... 214 
Pick-ups... 06... cece cee eee teen e eens 409 
Current amplification... ... sosse nn nn 64 
formula for... erm mmm 170 
measurements. ... cec eee eee ees 109-144 
pulsating type. ....... seen n n n 77 
Cycle, definition of.......... nnn nn 64 
Damped waves. .... 0.0.6... eee eee eee ees 64 
D'Arsonval galvanometer............---: 111, 112 
Decibel aae E a echo tetei s rs 429-431 
Detection. 1 eror Ur Goa e Le EU 65 
li ME coe EH a eae STD UE MEAE T2 
DOWGE eei era S US REA NAE 76 
Detéctor,... coelo xo eret heres 65, 271 
didda ee ee cee ens 271-275 
diode characteristics. .......... eoo 2T3 
grid bias oee nnn 271, 276 
grid leak... 00... cece reer er eee ree ects 211 
Diagnometer......... 0... n 6 647 
Diagrams (Receivers). ...... see .291-320 
VECEOF 20. UTE Lees Ot AA 167,168 
Direct current. ....... se nn n n 66 
instruments... ...... een n n ceteris 116 
powor supply...... .. .. eees 152 
Direction of curront flow. ........ . . *6* 29 
Disc, Nipkow...... cesse n n 564 
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Hensity- ^. c here se eee Mn ees 188 
FORMULAS esa ee ro. a eae. es 748-750 
Frequency coe ro PATE M E 188 
definition ot o s 68 
modulation.................. 560- 1-560- 14 
resonanca oL eC RI UM ARE 168 
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current measurement..................... 624 
definition of............................. 69 
leak detectors. ...... . . . . . . . . . . . . . .. 277 
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waits oed LM ere UM 37, 754 power equipment. ............--...5. 205 493 
Kinescone do RR EL ee 572 SUN ANTENNA 4 pce oa cee a eens wee 492 
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tórd FesistolB. 1102.12 20222 cee es 156 DOWOE SÜpply: ous a eS MEE 515 
diagrams........... essen 148, 150, 161 synchronizer.......... esee nnn 514, 516 
filament arrangement, ........... lusus 153 time schedules of signals. ................ 511 
FOSIS(OIG S02 ER e E A OA 157 transmitter... issues nn n nnn 513 
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ow line- voltage- -o care arene ee . : 
low speaker field voltage...............--. 446 De MCN ON ater E: 2 —— 
open coils ĩn sSpeakors.......... .......... 446 equipment, marine Gc E 481 
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GUIDES 





Information in a Handy Form 
An Audel Guide is a good friend 


Use the brains and experience of others in these Guides of the Trades. 
ave time and money with right methods, short cuts, labor-saving 

ideas — "Learn more to earn more". 

Use our generous 7-day free examination privilege and our dollar a 

month payment plan. Become a Master in your Trade, and under- 

stand the Trades that tie into yours. 


How to obtain these Guides for examination 
Mark on the order blank the Guides desired. Every Audel Guide is 


complete, up to date, easily understood, fully illustrated and 
indexed. They speak for themseives. Send for yours today at our risk 
and expense. Ask to see them. 


THEO. AUDEL & CO., PUBLISHERS, 49 W. 23re ST., NEW YORK CITY 


L] AUDELS HANDY BOOK OF PRACTICAL 
ELECTRICITY ....... Pe ree 94 


FOR MAINTENANCE ENGINEERS, ELECIRICIANS AND ALL 
ELECTRICAL WORKERS. 


1340 pages, 2600 illustrations. 


A quick, simplified, ready reference book, giving complete instruction and 
practical information on the rules and laws of electricity—maintenance of 
electrical machinery—A.C. and D.C. motors—armature winding and repair 
—wiring diagrams—house lighting—power wiring—cable splicing—meters 
— batteries — transformers — elevators — electric cranes — railways — 
bells—sign flashers—telephone—ignition—radio principles—refrigeration— 
air conditioning—oil burners—air compressors—welding, and many modern 
applications explained so you can understand. 


THE KEY TO A PRACTICAL UNDERSTANDING OF ELECTRICITY. 


[] AUDELS NEW RADIOMARS GUIDE.............. $4 


A KEY TO THE PRACTICAL UNDERSTANDING OF RADIO. FOR 
RADIO ENGINEERS, SERVICEMEN, AMATEURS, 


750 pages, 400 illustrations and diagrams. Size 5 x 614. 


Features: Radio fundamentals and Ohm's Law—physics of sound as related 
to radio science—electrical measuring instruments— power supply units— 
resistors, indicators and condensers—radio transformers and examples on 
their designs—broadcasting stations—principles of radio telephony— 
vacuum tubes—radio receivers—radio circuit diagrams—receiver construc- 
tion—radio control systems—loud speakers—antenna systems—antenna 
systems (automobile)}—phonograph pickups—public address systems—air- 
craft radio—marine radio equipment—the radio compass and principle of ; 
operation—radio beacons—automatic radio alarms—short wave radio— 
coil calculations—radio testing—cathode ray oscillographs—static elim- | 
ination and radio trouble pointers—underwriter's standards—units and tables. 


AUTHENTIC, CLEAR, CONCISE. 


[] AUDELS WIRING DIAGRAMS FOR LIGHT & POWER. .$1 


210 pages, illustrated. 

Electricians, wiremen, linemen, plant superintendents, construction engineers 
electrical contractors and students will find these diagrams a valuable 
source of practical help. 

This book gives the practical man the facts on wiring of electrical apparatus. 
It explains clearly in simple language how to wire apparatus for practically 
ali fields of electricity. Each diagram is complete and self-explaining. 


A PRACTICAL, HANDY BOOK OF HOOK-UPS. 








[1 AUDELS NEW ELECTRIC LIBRARY...... $1.50 a vol. 


FOR ENGINEERS, ELECTRICIANS, ALL ELECTRICAL WORKERS, 
MECHANICS AND STUDENTS. 


Presenting in simplest, concise form the fundamental principles, rules and 
applications of applied electricity. Fully illustrated with diagrams and 
sketches, including calculations and tables for ready reference. 


Helpful questions and answers. Trial tests for practice, study and review. 
Design, construction, operation and maintenance of modern electrical 
machines and appliances. Based on the best knowledge and experience of 
applied electricity. 


Vol. 


Vol. 


Vol. 


Vol. 


Vol. 


Vol. 


Vol. 


Vol. 


Vol. 


Vol 


1—Principles and rules of electricity, magnetism, armature winding, 
repairs—700 illustraticns—480 pages. 


9—Dynamos, D.C. motors, construction, installation, maintenance, 
trouble shooting—573 illustrations—418 pages. 


3—Electrical testing instruments and tests, storage battery construc- 
ticn and repairs—631 illustrations—472 pages. 


4—Allternating current principles and diagrams, power factor, alter- 
nators, transformers—801 illustrations—484 pages. 


5—A.C. motors, windings, reconnecting, maintenance, converters, 
switches, fuses, circuit breakers—1 489 illustrations—498 pages. 


6—Relays, condensers, regulators, rectifiers, meters, switchboards, 
power station practice—689 illustrations—548 pages. 


7—Wiring—house, light and power, circuits, high tension transmission, 
plans, calculations, code—1218 illustrations—728 pages. 


8—Railways, signals, elevators, ignition—1078 illustrations—812 
pages. 


9—Radio, telephone, telegraph, television, motion picture talkies— 
793 illustrations—576 pages. 


. 10—Refrigeration, illumination, welding, x-ray, modern electrical 


appliances, index—1084 illustrations—674 pages. 


Vol. 11—Electric mathematics and calculations—700 pages. 


Vol 


. 19—Electric dictionary, 9000 words and terms—550 pages. 


COMPLETE IN 19 VOLUMES—EACH VOLUME SOLD SEPA- 
RATELY AT $1.50 EACH. 


[] AUDELS ELECTRONIC DEVICES................ $2 
TELLS WHAT YOU WANT TO KNOW ABOUT THE ELECTRIC EYE. 


Covering photo-electric cells and their applications. Includes easily under- 
stood explanations of the workings of the electric eye, amplifiers, anodes, 
candiepower, color temperature, illumination, frequencies, photo tubes, 
grid basis, voltage, photo-electric tubes, photocell, vacuum tubes, the 
oscillator, electron tubes, electrons versus atoms, the Ohm's Law, wiring 
diagrams, etc., etc. 


A PRACTICAL BOOK ON ELECTRONICS. 


[] HAWKINS ELECTRICAL GUIDES. . .. .. 10 Vols.—$10 
IN 10 FLEXIBLE POCKET BOOKS—$1 PER VOL. 


QUESTIONS, ANSWERS AND ILLUSTRATIONS. A PROGRESSIVE 
COURSE FOR ENGINEERS, ELECTRICIANS, STUDENTS AND ALL 
DESIRING A WORKING KNOWLEDGE OF ELECTRICITY AND ITS 
APPLICATION. 


These books are especially for ambitious men who are training for advance- 
ment or likely to be called upon for work outside of their regular line; for ready 
reference, and all who want information regarding electrical appliances. 


A ready reference index, planned to render easily accessible all the vast 
information contained in the 10 electrical guides. 


L1 GUETHS MECHANICAL DRAWING. ..... uu eee $1 
A CONCISE DRAWING COURSE. 
150 pages, 50 plates, size 6x9, flexible cover. 


A complete instructor and reference work on: Drawing tools and their use, 
drafting room and shop practice, laying out sheets and lettering, important 
rules for working drawings, three views and isometric simple models, joints 
and carpentry work, machine drawing, projections, sections, intersections, 
warped surfaces, method of plan of elevation, method of vanishing point, 
shades and shadows, points, lines and planes, prisms and pyramids, spheres, 
screw surfaces, shadow perspective. How to use the slide rule. 


prm 


[) AUDELS ELECTRICAL POWER CALCULATIONS . . .$2 
275 TYPICAL PROBLEMS FULLY WORKED OUT. 
Gives and explains the mathematical formulae and the fundamental elec- 
trical laws for all the everyday, practical problems in electricity —QOhm's 
and Kirchhoff's laws for Direct Current—the generation and application 
of alternating current—problems in series and parallel circuits—trans- 
formers—transmission lines—electrical machinery. Valuable notes on Radio 
Circuit Calculation. 
With 289 Diagrams, and Tables on Conversion, Wire Gauges 
and Capacities, etc. Other Data; Symbols, Formulae. 
420 pages, fully diagrammed. Two parts (A.C.—D.C.). Indexed. 


EVERY ELECTRICAL WORKER OR STUDENT SHOULD HAVE THIS 
MODERN “MATHEMATICAL TOOL.” 


(| AUDELS ELECTRONIC DEVICES............... $2 
TELLS WHAT YOU WANT TO KNOW ABOUT THE ELECTRIC EYE. 
Covering photo-electric cells and their applications. Includes easily under- 
stood explanations of the workings of the electric eye, amplifiers, anodes, 
candlepower, color temperature, illumination, frequencies, photo tubes, 
grid basis, voltage, photo-electric tubes, photocell, vacuum tubes, 
the oscillator, electron tubes, electrons versus atoms, Ohm's Law, 
wiring diagrams. 


A PRACTICAL BOOK ON ELECTRONICS 


[] AUDELS NEW ELECTRIC DICTIONARY.......... $2 
FOR EVERY WORKER WHO HAS TO DO WITH ELECTRICITY. 


The language of your profession in convenient, alphabetical order so you 
can instantly locate any word, phrase or term. To be an expert in any line, 
you must "talk the language’’. Audels New Electric Dictionary enables you 
to understand and explain electrical problems so your hearer will thoroughly 
understand you. 


Defines more than 9000 words, terms and phrases in plain and unmistakable 
language, compiled with the same accuracy and thoroughness that has 
characterized Audel books for 65 years. 


Valuable as an Encyclopedia of Electricity and as a Dictionary. 


AN ABSOLUTE NECESSITY TO EVERY ELECTRICAL WORKER 
AND STUDENT. 


[] AUDELS NEW MACHINISTS & TOOL MAKER 
HANDY BOOK ................-.0065. EO 


COVERS MODERN MACHINE SHOP PRACTICE IN ALL ITS 
BRANCHES. 5 PRACTICAL BOOKS IN ONE. 

New from cover to cover. Tells how to set up and operate lathes, screw and 
milling machines, shapers, drill presses and all other machine tools. 

1600 pages, fully illustrated, 5 x 614 x 2, flexible covers. Indexed. 5 sec- 
tions, 60 chapters. Easy to read and understand. 

A complete instructor and reference book for every machinist, tool maker, 
engineer, machine operator, mechanical draftsman, metal worker, mechanic 
and student, covering lathes, screw and milling machines, shapers, drill 
presses, etc. 5 practical books in 1: Section 1: Modern machine shop prac- 
tice—2: blue print reading—3: mathematics for machinists—4: shop physics 
—5: how to use the slide rule. 


A SHOP COMPANION THAT ANSWERS YOUR QUESTIONS. 


[] AUDELS MATHEMATICS & CALCULATIONS 
VVV— $2 


MATHEMATICS FOR HOME STUDY OR REFERENCE. 

700 pages, 550 illustrations, pocket size. 

This work has been arranged as a progressive study, starting with the first 
principles of arithmetic and advancing step by step, through the various 
phases of mathematics, including the many necessary rules and calculations, 
for figuring mechanical and electrical engineering problems. Thousands of 
mathematical calculations and tables, fully indexed for quick use. 
Practical mathematics from the beginning. How to figure correctly. New, 
easy, correct methods covering a complete review of practical arithmetic. 
Illustrated with examples. Includes mensuration—plane and solid geometry— 
trigonometry—algebra—calculus—electrical and mechanical shop calcula- 
tion—practical tests—reference tables and data. How to use the slide rule. 


A REAL HELP TO ALL MECHANICS. 


C1 AUDELS SHIPFITTERS HANDY BOOK........... $1 


988 PAGES OF INFORMATION, INSTRUCTION, PICTURES AND 
REFERENCE CHARTS, TOGETHER WITH MANY SHORT CUTS AND 
TROUBLE SAVERS FOR SHIPFITTERS IN THEIR DAILY ROUTINE. 
NO OTHER TRADE BOOK LIKE IT. 

The inside facts on modern steel shipfitting covered. The seasoned experi- 
ence of the author who not only made a close study of the theory of ship- 
building, but whose practical experience include many years in the various 
departments, dealing with all phases of modern steel ship construction. A few 
of the questions this book answers: Parts of a steel ship—marine and ship- 
building terms—a shipfitter's duties—the mold loft—loft room to the hull— 
mensuration—plan reading—templates—loft work—laying out—lifting—- 
rivets and riveting—electric welding—gas welding—progress photos. 


EVERY SHIPFITTER NEEDS THIS BOOK. 


C] AUDELS NEW AUTOMOBILE GUIDE........... ..$4 


A PRACTICAL READY REFERENCE BOOK FOR AUTO MECHANICS, 
SERVICE MEN, TRAINEES AND OWNERS. 


Explains theory, construction and servicing of modern motor cars, trucks, 
buses, and auto type Diesel engines. 
1540 pages, fully illustrated, 5 x 614 x 9. 55 chapters. Indexed, 


FEATURES: All the parts of an automobile—automotive physics—the gas 
a rings—connecting rods—crank shafts—the valves— 
the valve gear—cams and cam action—valve timing—cooling systems— 
gasoline—fuel feed systems—the mixture—carburetors—automatic choke— 
super-chargers—transmissions—synchro-mesh—clutches—universals and pro- 
peller shafts—the differential—rear axles—the running gear—brakes— 
wheel alignment—knee action—steering gear—tires—lubrication—ignition. 
systems—magneto ignition—spark plugs—ignition  coils—distributors— 
automatic spark control—ignition timing—generators—starters—lighting 
systems—storage batteries—Diesel engines. 


A STANDARD BOOK FOR AUTO MECHANICS AND OPERATORS. 


[] AUDELS ANSWERS ON BLUE PRINT READING... .$2 


COVERS ALL TYPES OF BLUE PRINT READING FOR MECHANICS 
AND BUILDERS. 


376 pages, very fully illustrated, service bound, pocket size. 


How to read scales—the standard symbols—detail and assembly prints— 
the different kinds of working drawings; orthographic, pictorial, descriptive— 
development by parallel and radiul lines, conventional lines, triangulation. 
Warped and other surfaces—specifications—how to sketch—how to make 
working drawings—how to make blue prints—short cuts—helps—hints 
and suggestions. 

"The blue print of to-day is the machine of to-morrow." The man who can 
read blue prints is in line for a better job. This book gives you this secret 
language, step by step in easy stages. 

NO OTHER TRADE BOOK LIKE IT—NEW, COMPLETE. 


CL] AUDELS WELDERS GUDE —— ——————— sl 

A CONCISE, PRACTICAL TEXT ON OPERATION AND MAINTE- 
NANCE OF ALL WELDING MACHINES, FOR ALL MECHANICS. 
Over 400 pages, fully illustrated, 5 x 615 x 9, flexible covers. 
Covers Electric, Oxy-acetylene, Thermit, Unionmelt Welding for sheet 
metal, spot and pipe welds, pressure vessels and aluminum, copper, brass, 
bronze and other metals, airplane work, surface hardening and hard facing, 
cutting, brazing—eye protection. 


EVERY WELDER SHOULD OWN THIS GUIDE. 
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